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PREFACE 


In planning a work of this character, which requires the expression 
of a great deal of personal opinion, it is evident, at the outset, that the 
author renders himself a target for considerable criticism, from those 
organists who happen to entertain different opinions on any branch of 
the subject. I am not unmindful of the fact that the success of the 
work would perhaps be assured, if it were possible to pronounce opinions 
with which every organist would agree. From the nature of the subject 
itself, and from a great diversity of personal tastes, any one can see 
that such a course is absolutely impossible. 

I have attacked the subject of Registration from many angles, have 
treated it from many points of view, and have recorded my personal 
conclusions. In recording these personal conclusions, I wish, at the 
outset, to have it understood, that, while I am firm in my personal con- 
victions, I do not put them forward ex cathedrd, with the idea that they 
are to be accepted without a question. As I have just stated, these con- 
clusions can only be considered as an expression of my personal taste, 
and I am fully conscious that some organists will differ with me. As 
one English author wrote: “ Where the standpoint of criticism is al- 
most wholly subjective, great diversities of judgment are inevitable.” 

I trust that my readers will readily see the impossibility of treating 
the subject impersonally, or of presenting all the personal opinions of 
others who happen to disagree with me on any branch of the subject. 
I bow my head to the different opinions of other organists who disagree 
with me, and hope that the young organist will fully consider the various 
opinions, in forming his personal taste and individuality in registration. 

It will be observed that many statements are repeated several times 
in the course of the book. This is unavoidable, as these statements have 
an important bearing on the subject-matter which occurs in various 
parts of the book. Furthermore, frequent repetitions of some of the 
important statements will ensure a permanency in the mind of the 
young organist which, otherwise, might not prevail. 

For the sake of clearness, I have treated the names of all organ stops 
as proper names, beginning them with capital letters. I am aware 
that this is not customary, but it seems to me that the importance of the 
names of the stops, and the method of referring to them so frequently, 
justifies this plan. 

In the technical description of the pipes of various stops, free use has 
been made of “ A Comprehensive Dictionary of Organ Stops,” by James 
Ingall Wedgwood, F.A.S.; F.R. Hist. S. (England), an excellent work 
which ought to be in every organist’s library. 

If, after perusing the following chapters, the young organist finds 
that a keen interest in the subject of registration has been kindled 
within his mind, my efforts will not have been in vain. 

Boston, JANUARY, 1919. 
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ORGAN REGISTRATION 
PART ONE 
CHAPTER I 


DEFINITION AND DESCRIPTION OF REGISTRATION — REGIS- 
TRATION AND ORCHESTRATION COMPARED 


ORGAN REGISTRATION is the art. of selecting and combining the various 
stops of an organ, in such a manner that a satisfactory effect is pro- 
duced when a composition is played on the organ with the selected 
stops and combinations. The word “ registration,” when used in con- 
nection with organ music, is derived from the word “ register ”’ — a term 
used to denote any stop of an organ, whether it be a “speaking stop” 
or a “mechanical stop.” Registration bears the same relation to organ 
music that orchestration bears to orchestral music. The selection and 
combination of the orchestral instruments are generally spoken of as 
“ orchestral coloring ”; the selection and combination of the stops of an 
organ are likewise classed as “ organ coloring”; and there is consider- 
able truth in the similes. The stops of an organ are to an organist what 
the palette is to the painter, though it may be carrying the analogy too 
far to compare the tone of the individual stops to various specific colors. 

A knowledge of registration requires a familiarity with all the proper- 
ties, both tonal and mechanical, of each stop in the organ. It requires 
a familiarity with the acoustical effect which the tone of each stop 
exerts on the tone of each other stop, when the stops are combined. It 
also requires a due consideration of the general character of the com- 
position and of its individual sections, a proper regard for the relative 
power and character of the phrases, and a keen appreciation of the 
value and effect of the various tone-colors when selected for these 
phrases. The importance of an exact knowledge cannot be over-esti- 
mated. In addition, the young organist who seeks a knowledge of regis- 
tration must develop a personal taste and imagination, with regard 
to the tone of the various stops of the organ, so that he can make good 
use of the knowledge already mentioned. Just as a painter may have 
a thorough knowledge of every color on his palette, and yet be a poor 
colorist, so may an organist be familiar with the tone of the organ 
stops in general, and yet be lacking in any individual taste for regis- 
tration. Such taste must be ordinate to be of much value. 

The young organist should aim to be eclectic in his taste for registra- 
tion, and should develop some skill as a “ colorist ” — one who treats the 
various tone-colors of the organ somewhat as a painter treats his colors 
in paint. He will then produce a great variety of shades and contrasts 
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of tone-color in registrating various organ compositions. Otherwise, 
he will have neither taste nor liking for the individual tone-colors of the 
various stops and combinations, and his interpretations of organ music, 
while technically perfect, will be like etchings printed in black or 
sepia —all of one color. Worse still, his registration will most likely 
be of the “hit or miss” character which is kaleidoscopic rather than 
artistic. It is obvious that contrasts of tone-color prevent monotony, 
and yet, too frequent changes of the registration tend to produce a rest- 
less effect, and leave only a vague impression of the registration. 

Inasmuch as the registration of a composition depends, to a great ex- 
tent, on personal taste, and there is always a wide diversity in all 
matters of taste, it will at once be seen how impractical it would be to 
attempt to promulgate any absolute rules for the guidance of the young 
organist. A certain combination of stops may be considered pleasing 
by one organist, and objectionable by another organist. It even seems 
possible to find an admirer for almost any conceivable combination of 
stops, though the majority of the listeners will condemn certain com- 
binations. I once heard an organist improvise for fifteen minutes, using 
the Vox Humana, without the Tremolo, combined with a Four-Rank 
Mixture. I once heard another organist play that beautiful, quiet and 
peaceful Andante Religioso movement of Mendelssohn’s Fourth Sonata 
entirely on the Full Organ. A third organist, in giving a recital, played 
the first four pages of the Toccata in G of Dubois on the Vox Humana. 

In the following chapters, I have attempted to describe the recognized 
properties, and the character of the tone, of certain stops; the acoustical 
effect of certain combinations of stops; the various methods of manipu- 
lating the stops and of obtaining the combinations; the effect which 
certain combinations of stops produce in musical phrases of a certain 
character; and lastly, I have suggested certain possibie plans of regis- 
tration for various compositions. 

Many details of a purely technical nature, which seem to me to exert 
considerable influence in various phases of the subject, may appear to 
some organists as extraneous matter which could well have been omitted. 
These chapters or sections can easily be passed over, if so desired, until 
a time when they happen to become of value for reference. 

While registration for the organ is, to a certain extent, similar to 
orchestration for the orchestra, there are many details which are en- 
tirely unlike in the two subjects. Quite a number of organ effects are 
impossible in the orchestra, and hundreds of orchestral effects cannot be 
reproduced or even suggested in the organ. In the first place, we must 
bear in mind that one performer at the organ cannot produce the in- 
finite variety of changing tone-colors and changing dynamics that sixty 
or more men in an orchestra can produce. In the second place, while 
the tone of a few organ stops is a fair imitation of the tone of their 
orchestral prototypes, the tone of many of the stops gives only a slight 
suggestion of the tone of the instruments bearing the same names. 
Then again, it is the perfection of a voicer’s art +) produce a perfectly 
even quality and timbre of tone from all the pipes of an organ stop 
from the lowest tone to the highest; and, after the pipes have been 
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voiced, the performer cannot vary that tone, except to make it louder 
or softer by opening or closing the swell-box, if the pipes happen to be in 
a swell-box. On the other hand, the tone of an orchestral instrument 
can be varied in timbre to a marked degree, besides being made louder 
or softer. Observe the difference in timbre between the lower octave 
and the upper octave of the tone of an orchestral Clarinet, or of a 
Violin. What a changing variety of tone can be produced in a French 
Horn by “stopping” the bell! Organ stops retain exactly the same 
tone-color when the swell is open and the tones are as loud as possible, 
as when the swell is closed and the tones are softened. With many or- 
chestral instruments the player can produce an entirely different tone- 
quality by increasing the wind-pressure. This is especially noticeable 
with a Trombone, Alto Horn and Trumpet (or Cornet), the tones of 
which assume a very different color when the player forces the wind- 
pressure. 

It is a good pian to copy, as far as is possible, the combinations and 
effects of the orchestra; but we must recognize the limitations in that 
direction in the organ, and confine ourselves to the most successful 
imitations. There are numberless beautiful combinations and effects in 
an organ, which are purely organ-like, that cannot be reproduced or 
imitated on any other instrument or combination of instruments; and 
the performer who confines himself to those effects, together with such 
of the orchestral effects as can be successfully reproduced, will make 
the instrument sound like a good organ and not like a poor orchestra. 

Many young organists who rarely play on any organ, except the one 
in the church in which they are regularly engaged, are apt to fall into 
the habit of selecting the stops unconsciously from their location, without 
a thought of the name of the stops or of their tone-quality. Conse- 
quently, when they have occasion to play on some other organ, they are 
at a loss to know which stops to use, not having any definite idea of 
the names or tone-quality of the individual stops. Their only idea of 
the registration of a composition, developed solely by experimenting 
with the stop-knobs of the one organ, is, for example, that the first, 
third and fifth stops on the left-hand side, and the fourth and sixth 
stops on the right-hand side, produce an agreeable combination. If the 
stop-knobs bore no inscription at all, it would not matter. This plan 
may pass for the one organ, but its narrow limits preclude the possibil- 
ity of acquiring any idea of registration per se, and the player experi- 
ences great difficulty in attempting to play on any other organ. 

In pictorial art, there is much beauty in steel engravings, etchings, 
and photographs, whether printed in blue, sepia or platinum tints, but 
the oil-painting overshadows them all, not only in the beauty and vari- 
ety of coloring, but in faithfully reproducing all the colors of the 
subject. MAE 

With organ music, similar conditions prevail. A few compositions 
are like steel engravings. They are satisfactory if played correctly in 
notes, rhythm, and relative power of the various phrases, even if tonally 
monochromatic, so to speak. Most organ compositions, however, lose 
a large part of their charm if rendered in this manner; and the young 
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organist should develop a habit of giving much thought to the possible 
coloring in the registration of organ compositions. 

One of the principal characteristics of the organ, which differentiates 
it from all other musical instruments, is the great number of widely 
varying tone-colors which can be reproduced by the organist who is 
familiar with all the tonal elements of the instrument. If he has some 
familiarity with the acoustical characteristics and influence of each of 
the stops, he can greatly increase the variety of his combinations and 
produce effects and tone-colors in various organs of which he otherwise 
would be unconscious, 


CHAPTER II 
CLASSIFICATIONS OF ORGAN STOPS 


EVERY one who intends to acquire a knowledge of organ registration 
must have, at the outset, a clear understanding of the significance of the 
‘various terms used in stop nomenclature, as well as the several classifi- 
cations of the stops. It is unfortunate that there is so much ambiguity 
and such a lack of system in the various terms which are found in stop 
nomenclature, but, as yet, no system of naming the stops has been 
devised which is consistent, comprehensive, and practical. 

The word “stop” primarily signifies a complete set of pipes, one for 
each key (a few special stops have two or more pipes for each key), 
all of which produce the same tone-color. Each set of pipes is con- 
trolled by a mechanism which begins at the console with a “ draw- 
stop knob,” “tablet,” or “ stop-key,’”’ by means of which the organist 
is enabled to connect that set of pipes with the keyboard, or to disconnect 
it at pleasure. Until within the last quarter of a century, the stops were 
controlled only by ‘‘ draw-stop knobs,” which were called “stops” for 
short. More recently, “ tilting tablets ” and “stop-keys ’’ have been sub- 
stituted for this purpose in some organs. 

In the evolution of the organ, when Couplers and Tremolos were 
added, they were controlled by draw-stop knobs, similar to those of the 
speaking stops, and thus became classed as “stops” (now called 
“mechanical stops ”’). 

By the following table, it will be seen that we have several classifica- 
tions of the stops of an organ. Whether the stops are controlled by 
draw-stop knobs, tablets, or stop-keys, is immaterial in these classifi- 
cations. 

For convenience, we first divide all the stops of an organ into two 
classes; viz., Speaking Stops and Mechanical Stops. The significance 
of the term “ Speaking Stops” is self-evident. The Mechanical Stops 
are all the stops which, by themselves, produce no tone, and include the 
Couplers and Tremolos. The size of an organ is indicated by the num- 
ber of distinct speaking stops which it contains. 

The Speaking Stops are divided into Flue Stops, Reed Stops, and 
Percussion Stops, according to the manner in which the tone is pro- 
duced. The tone of the Flue Stops is produced by the wind being im- 
pinged against the thin upper lip of the pipe (like a flue), which 
causes the air within the pipe to vibrate. Examples: — Diapason, 
Flute, Gamba, Salicional, Bourdon, Melodia, etc. The tone of the Reed 
Stops is produced by means of a reed, the tongue of which is caused to 
vibrate by the wind, the tone being modified and perfected by a pipe 
which is connected with the reed. Examples: — Oboe, Cornopean, Trum- 
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pet, Tuba, Clarinet, Trombone, Ophicleide, Clarion, Vox Humana, and 
Physharmonica. The tone of the Percussion Stops is produced by the 
stroke of some kind of a hammer (wood, metal, or felt), upon various 
forms of metal, glass, wood, or membranes. The Percussion Stops which 
have thus far been introduced in our church, concert, and house organs, 
have a definite pitch for each note of their compass; e. g., Chimes, Caril- 
lons, Harp, Celesta, and other modifications of the Carillons. All these 
stops, except the Chimes, generally have a qualifying pipe attached, 
which modifies and beautifies the tone. These stops are more specifically 
treated in Chapter IV. In the modern theatre organs, there are being 
introduced various kinds of “Traps” which are controlled by draw- 
stops or pedals. While these Traps, at first thought, do not seem to 
belong within the realm of organ stops, as they have little or no definite 
_ pitch, their growing popularity in theatre organs indicates that they 
must be mentioned. The principal Traps of the present day are: — 
Bass Drum, Snare Drum, Tam-Tam, Gong, Triangle, Cymbals, Sleigh 
Bells, and Swiss Bells. 

The speaking stops, exclusive of the percussion stops, are also divided 
into Foundation Stops and Mutation Stops. In this classification the 
term “Foundation Stops” includes all stops (except the percussion 
stops) which sound the note which is played or one of its octaves. 
The Mutation Stops are the stops which sound one or more notes other 
than the note played, or one of its octaves. Outside of the classification 
of stops, the term “Foundation Stops” has a less broad significance. 
The reeds, at least most of them, and the 2 ft. stops are generally ex- 
cluded, when “Foundation Stops” are indicated in the registration; 
although all speaking stops (except the percussion stops) of 32, 16, 8, 4, 
and 2 ft. pitch (explained more fully later in this chapter), and all 
reed stops, come under the head of Foundation Stops in this classifica- 
tion. In the registration of a composition, “ Gt. Foundation Stops 8 and 
4 ft.” does not include the Gt. Trumpet. Likewise, “Sw. Foundation 
Stops 8 and 4 ft.” may include a soft-toned Oboe, but does not include 
the Cornopean or the Vox Humana. 

As stated above, the Mutation Stops are the stops which sound one 
or more notes other than the note played or one of its octaves. Such 
stops are also called “ Mixtures.” The Pedal Quint 10% ft. sounds a 
fifth above the Ped. Bourdon 16 ft. The Manual Quint 5% ft. sounds a 
fifth above the manual pitch of an 8 ft. stop. The Twelfth 2% ft., often 
called “Octave Quint,” sounds a twelfth above an 8 ft. stop. There 
are other mutation stops called “ Compound Mutation Stops,” or “ Com- 
pound Mixtures,” which have two or more pipes for each key. The Sw. 
Dolce Cornet III ranks has three pipes for each key (indicated by 
“TII ranks”), usually sounding the 12th, 15th, and 19th above the 
note played; e.g., if we draw the Sw. Dolce Cornet III rks., and hold 


down on the Sw. the key corresponding to this note Pot the follow- 
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ing tones are produced: — ast The Gt. Mixture IV rks. has four 


pipes for each key; and if we hold down the same key on the Gt., with 


this stop drawn, the following tones will be produced : — tt 


The various methods of allotting the intervals in the different ranks of 
these stops, and “breaking back,” as the upper octaves are reached, 
need not be explained here; these features more properly belonging to 
the study of organ construction. The object of the mutation stops is 
to add fullness and brilliancy to the louder combinations and to the Full 
Organ, by adding overtones or harmonics which are not sufficiently 
prominent in the separate stops. The mutation stops also serve to 
counterbalance the effect of the loud reeds in the Full Organ. An organ 
which contains loud reeds and no mutation stops generally produces an 
effect with the Full Organ akin to a brass band. Obviously, there must 
be a proper balance between the Diapasons, reeds, and mutation stops, 
to build up a satisfactory volume of tone with the Full Organ. 

The most important classification of organ stops refers to the quality 
of tone which is produced by the individual stops. Although we con- 
sider only the tone of the various stops in this classification, it will 
materially assist the young organist, if a brief explanation is given of 
the various influences which#cause the different qualities of tone. It 
would require too much space to enlarge upon the minute details in the 
construction of the pipes which produce the various qualities of tone. 
Suffice it to say that, in general, the shape of the pipe, the scale (ratio 
of the diameter to the length), the size and shape of the mouth of the 
pipe, the quantity of wind admitted to the pipe, the pressure of the 
wind, and the character of the “ nicking” (fine nicks or grooves between 
the languid and the lower lip of the pipe), are some of the details of 
construction which influence the quality of tone. The material, — wood 
or metal, — and the varieties of the latter, also influence the quality of 
tone to a certain extent. The pipes of such stops as the Bourdon, 
Gedeckt (St. Diapason), Melodia, and most of the Flutes, are made of 
wood. The pipes of the other stops, except the 16 and 32 ft. stops, are 
generally made of metal; for example, the Op. Diapason, Gamba, Dul- 
ciana, all the string-tone and most of the reed-tone stops. The large 
pipes of the 16 and 32 ft. stops frequently are made of wood. The dif- 
ference of material has some influence on the quality of tone of the 
pipes, but the choice of material of many of the stops is regulated 
largely by economy and convenience. The pipes of most of the stops 
are open at the upper end and are called “ open pipes.” The pipes of a 
few stops are closed at the upper end, either by means of a cap over 
the end of the pipe or by a plug forced into the end of the pipe, and are 
called “stopped pipes.” The tone of the “stopped pipes” is somewhat 
hollow and sounds an octave lower than the ton? of an open pipe of the 
same length. Examples: — Bourdon, Gedeckt, Rohr Floete and Doppel 
Floete. The acoustical effect of stopped pipes is explained more fully 
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in Chapter III. The pipes of some of the stops are “ harmonic”; e. g., 
the Flauto Traverso and Harmonic Flute. The pipes of these stops 
produce a tone an octave higher than they would produce without 
the conditions which cause them to be harmonic. The causes of 
the harmonic tones are various. Some pipes are overblown, causing 
them to sound the octave. Some pipes are of double length, with 
a small hole in the side of the middle of the pipe, which causes the pipe 
to sound the octave. The pipes of the Quintadena are stopped and over- 
blown, causing the pipes to sound both the fundamental tone and, quite 
prominently, the twelfth above. 

According to the quality of tone, we divide the speaking stops, ex- 
clusive of the percussion stops, into four classes; viz., Diapason-Tone, 
Flute-Tone, String-Tone, and Reed-Tone. 

The Diapason-Tone may be described as a full, rich and sonorous tone, 
which is represented by the Open Diapason. This tone-quality is 
peculiar to the organ alone. It cannot be imitated or even approximated 
in the orchestra. In organ stops, there are several modifications of this 
tone-quality, but they all belong distinctly to the Diapason class. Be- 
sides the various stops which contain the word Diapason in their names, 
as, Open Diapason, Bell Diapason, Geigen Diapason (or Geigen Prin- 
cipal), Violin (or String) Diapason, we have the Octave (also called 
Principal), Twelfth, Fifteenth, Aoline, and Dulciana. The last named 
stop, as invented by Sneizler, might well be called “ Echo Diapason,” as 
its tone is very soft and yet is of the Diapason-quality. Although the 
tone of the Dulciana, being soft and quiet, is naturally not sonorous like 
the Open Diapason, it is of the same tone-color and sounds like the tone 
of an Open Diapason when heard at a great distance. In many organs, 
the stop which is labeled “ Dulciana,” is really a soft Viola, or a soft 
Salicional, having a distinct string-tone quality. The string-tone qual- 
ity undoubtedly gives more character to the stop, but the peculiar, mel- 
low and quiet tone-quality of a real Dulciana is more valuable for soft 
accompaniments to the soft solo combinations. _In most organs, the 
Twelfth and Fifteenth have a somewhat soft Diapason-tone quality, 
but in small organs these stops are frequently voiced with a Flute-tone 
quality, as they would sound harsh and strident in such organs if 
voiced with the usual Diapason-tone quality. Much confusion arises in 
the mind of the young organist from the stop named “ Stopped Diapason.” 
Quite naturally, he supposes that this stop is one of the Diapason-tone 
stops. This supposition, however, is incorrect, as the stop is a Flute-tone 
stop. The word “diapason” has various usages, among which is its 
reference to the “normal pitch” or “the standard pitch” as “the 
diapason.” From this usage, the term “ Open Diapason” may be said 
to signify the normal, or standard, open pipe, and the term “ Stopped 
Diapason ” to signify the normal stopped pipe. The confusion, to which 
reference is made above, is avoided by adopting the German name of 
this stop, Gedeckt (formerly Gedackt), which in this country is steadily 
superseding the name Stopped Diapason. In French organs, this stop 
is named “ Bourdon 8 ft.,” but in this country we have so long associ- 
ated the name Bourdon with the 16 ft. stop of that name, that it would 
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only substitute one confusion for another were we to adopt the French 
name of the stop. Whether the stop is named Stopped Diapason, 
Gedeckt, or Bourdon, it is classed among the Flute-tone stops. 

The Flute-Tone stops are both numerous and varied. The tone- 
quality may be described as bright and cloying, with few overtones. 
The tone of some of these stops, e. g., the original Flauto Traverso, the 
Concert Flute and Hohl Floete (frequently called “ Hohl Flute”), is 
somewhat suggestive of the tone of the orchestral Flute, but most of 
the Flute-Tone stops of the organ have an individual tone-quality of 
their own, “which cannot be imitated by any orchestral instrument. 
Obviously, all the stops whose name contains the word “ Flute” belong 
to this class of stops. Other stops of the same class are the Gedeckt 
(Stopped Diapason), Bourdon, Clarabella, Melodia, Bifra, Night Horn, 
Philomela, and the various Tibias. 

A variety of Flute-tone stops whose pipes are “stopped,” such as 
the Gedeckt, Rohr Floete, Doppel Floete, and Bourdon, is classed by 
some theorists as a fifth quality of tone, under the name of “ Gedeckt- 
Tone.” As these stops are only modifications of the Flute-Tone stops, 
and as other modifications of the various tone-qualities are just as pro- 
nounced, it does not seem necessary or advisable to increase the number 
of tone-classifications by adding “‘ Gedeckt-Tone.” 

The Flute-Tone stops are more numerous in many organs than the 
stops of the other tone-qualities, principally on account of the many 
varieties of this quality of tone which are possible. However, the com- 
bined Flute-Tone stops of an organ should always be less prominent in 
volume than the combined Diapason-Tone stops. 

The String-Tone stops have a thin, keen, and somewhat paneene 
quality of tone, slightly resembling, in a few cases, the tone of the 
stringed instruments of the orchestra. While the resemblance is very 
slight, and no player of a stringed instrument would deign to recognize 
the resemblance, the influence of these stops in organ combinations is not 
unlike the influence of the stringed instruments of the orchestra. The 
pipes of the string-tone stops, except those of the 16 ft. pitch, are very 
slender scale, metal pipes, with mouths cut low. The principal string- 
tone stops are, the Gamba (Viola da Gamba), Salicional, Viol d’Orchestre, 
Voix Céleste, Violone, Cello, Violin or Violina, Fugara, Gambette, and 
Salicet. The tone of the stop named Violin (or Violina), which is usually 
of 4 ft. pitch, does not have the slightest resemblance to the tone of the 
instrument of that name. As a single stop it is of little value, but in com- 
binations it is of inestimable value. The tone of the Voix Céleste, if the 
stop consists of two ranks of keen string-tone pipes, more nearly ap- 
proaches the tone of a stringed instrument than does the tone of any 
other string-tone stop. However, we frequently find, especially in small 
organs, a stop called “‘ Voix Céleste,” which has two ranks of Moline 
pipes. Such stops, which undoubtedly have a beautiful quality of tone 
and are useful in soft passages, are devoid of the vitality which is char- 
acteristic of the genuine Voix Céleste. 

The Reed-Tone stops are those stops whose tone is initially produced 
by the vibrations of the tongue of a reed; a pipe serving to modify the 
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tone and to assist in tuning. Examples: — Oboe, Trumpet, Cornopean, 
Clarinet, Fagotto, Tuba, Trombone, Ophicleide, Clarion, Vox Humana, 
and Physharmonica. In some organs a reed-tone stop of considerable 
power, called “ Horn” is located in the Swell organ, in place of a Cor- 
nopean. The word “Horn,” however, does not necessarily indicate that 
the stop is a reed-tone stop, as the Night Horn is a large-scale 
Flute-tone stop. The pipes of nearly all the reed-tone stops are in- 
verted, conical, metal pipes. It is impossible to give a description of 
the tone of the reed-tone stops collectively, as there are so many vari- 
eties of tone in these stops. The tone of the individual reed-tone stops 
is described specifically in Chapter IV. 

Some theorists name two distinct classes of reed-tone stops, under the 
heads, “ Trumpet-Tone” and “ Clarinet-Tone,” the latter classification 
including the Oboe and Vox Humana, as well as the Clarinet. This 
sub-division of the reed-tone stops, like the sub-division of the Flute- 
tone stops previously mentioned, seems of questionable value, in the 
study of the classifications of organ stops, and tends to befog the mind 
of the young organist on the subject. The difference in tone-quality of 
many of the other reed-tone stops might as well be taken as a basis for 
further sub-divisions, and we would have nearly as many different 
classes as we have reed-tone stops. The classification, ‘“ Reed-Tone 
Stops ” is at once comprehensive, including all the stops whose tone is 
initially produced by the vibrations of the tongue of a reed. While 
there is a great variety of reed-tone stops, it seems futile to attempt to 
classify the varieties, as the stops which are included in the sub- 
divisions differ nearly as much as those of one sub-division differ from 
those of another sub-division. 

All the speaking stops, as well as the couplers, are further classified 
according to their pitch, which is indicated by 32, 16, 8, 4, 2 ft., etc. 
The term “8 feet” or an “eight-foot stop” has a two-fold significance. 
Fundamentally, the term signifies that the pipe of the lowest note (C) 
of any 8 ft. “open” stop is eight feet long. A variation of a few 
inches, one way or the other, is frequently necessary, according to the 
scale of the stop, but this fact has no influence on the use of the term 
“8 feet.” The lowest pipe of a 16 ft. Open Diapason is approximately 
sixteen feet long, and the lowest pipe of the Octave 4 ft. is approximately 
four feet long. The other terms (32 and 2 ft.) have a similar signifi- 
cance. The more important, and at the same time an arbitrary sig- 
nificance of “8 ft.” refers to the pitch of the stop. Every stop which is 
labeled “8 ft.” or “8” has the same pitch as the piano. Every stop 
which is labeled “16 ft.” or “16” sounds an octave lower than the 
piano, and every stop which is labeled “4 ft.” or “4” sounds an octave 
higher than the piano. Likewise, a 32 ft. stop sounds two octaves lower 
than the piano, and a 2 ft. stop sounds two octaves higher than the 

iano. 
‘ The stops Gedeckt (St. Diapason), Rohr Floete, and Doppel Floete, 
are generally 8 ft. stops. They sound the same pitch as the piano, but 
as the pipes are “stopped,” they are only half as long as the corre- 
sponding pipes of an “ open” stop. Hence, the lowest pipe of these stops 
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is only four feet long, notwithstanding the term “8 ft.,” which arbi- 
trarily refers to the pitch of the stop. 

The pipes of some of the “harmonic” stops, as the Flauto Traverso, 
are of double length, with a hole in the middle of one side of the pipe, 
which causes the pipe to sound the (harmonic) octave. A Flauto Tra- 
verso 4 ft., while sounding the octave above the unison pitch (8 ft.), 
theoretically should have its lowest pipe eight feet long, instead of four 
feet; but the pipes of harmonic stops are rarely made harmonic im the 
lowest octave, as the tone of such pipes is not satisfactory; therefore, 
the lowest pipe is four feet long. Incidentally, I would state that not all 
harmonic stops have pipes of double length, the harmonic tones being 
produced in some stops principally by “ overblowing.” 

In the mutation stops, we find 10%, 5%, 2% ft, ete., as previously 
explained. The pitch of the Compound Mutation stops, such as the 
Dolce Cornet, III Rks., Mixture, IV Rks., etc., cannot be designated, as 
the different ranks of each stop obviously are not of the same pitch. 

The young organist should not be misled by such names as Quintaton 
or Quintadena. These stops are not mutation stops, which might be 
supposed from their names. The former is generally a 16 ft. stop and 
the latter is always an 8 ft. stop. The pipes of each stop are so made 
and voiced that the twelfth (second overtone) is quite prominently 
developed, though the fundamental tone is 16 ft. or 8 ft. pitch. 

The Unison Couplers, between two manuals, or between a manual and 
the pedal, are “ 8 ft. Couplers,” though the “8 ft.” is generally omitted 
on the stop-knobs. The “16 ft. Couplers,” which are also called “ Sub- 
Couplers ” or “ Sub-Octave Couplers,” couple the octave below between 
two manuals or on the same manual. The “4 ft. Couplers,” which are 
also called “ Super-Couplers ” or “ Super-Octave Couplers,” couple the 
octave above, between a manual and the pedal, on the same manual, or 
on the pedal itself. 

A few stops have a peculiar tone-quality, which makes it difficult, if 
not impossible, to classify them. Among these is the Gemshorn, which 
has a soft and somewhat reedy tone-quality, though it is a flue stop. 
The tone of this stop may be called a hybrid —a cross between Dia- 
pason tone and string tone. The Quintadena is another stop with a 
hybrid quality of tone—a cross between the Flute tone and the string 
tone. Another stop which cannot be classified is the Diaphone, as in- 
vented by the late Mr. Robt. Hope-Jones. This stop has a very power- 
ful tone, produced by the vibrations of a vibrator, somewhat similar to 
a Tremolo, which is located within a chamber at the base of a pipe. 
This stop is neither a flue stop nor a reed stop. Several forms of this 
stop, with varying tone-qualities, have been experimented with, but, as 
yet, they have not become popular. In England, one occasionally meets 


with a stop called “Corno Flute” —a soft-toned reed stop — and a 
“Clarinet Flute” —a Flute-tone stop with a somewhat reedy quality 
of tone. 


There area number of stops whose names are fanciful; consequently, 
any attempt to classify them is confusing to the young organist; e. g., 
the “ Salicional Oboe,” which is sometimes substituted for the real Oboe 
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in small organs. The pipes of this stop are not reed pipes, and the tone 
has practically no characteristic Oboe quality. The tone is a very strong 
and keen string tone, and is produced by very slender pipes, sometimes 
of metal and occasionally of wood. Other stops with fanciful names 
are the “ Phoneuma,” “ Erzahler,” and ‘‘ Nitsua.” 

Some stops are called “ Solo Stops,” as they are especially suitable for 
solo purposes. In modern organs nearly all the stops, except the muta- 
tion stops, can be used in one way or another for solo purposes: hence, 
a special classification is needless. 


CHAPTER III 


A FEW FUNDAMENTAL PRINCIPLES OF THE ACOUSTICS OF 
ORGAN PIPES AND THEIR INFLUENCE ON THE TONE 
OF VARIOUS STOPS AND COMBINATIONS 


In combining organ stops, certain fundamental principles of the 
acoustics of organ pipes exert much influence on the resultant tone of 
the combination. In order to more clearly explain the fundamental 
reasons for certain resultant tone-qualities, in various combinations of 
stops, it is necessary to carefully consider these underlying acoustical 
principles. 

It is well known that all musical tones are composed of a fundamental 
tone and a series of overtones (also called “harmonics” or “ upper 
partials”). It is also well known that the completeness or incomplete- 
ness of the series of overtones, and the prominence or weakness of cer- 
tain individual overtones, are the scientific influences which cause the 
difference in tone-quality between two musical sounds of the same 
pitch. The presence or absence of certain individual overtones, and the 
prominence or weakness of certain other overtones, are the acoustical 
factors which produce the difference in tone-quality between two instru- 
ments or between two organ stops. 

The series of overtones is as follows: — 


SERIES OF OVERTONES OR HARMONICS 
Number of 
Overtones Intervals 


----Flat 21st or Flat Septieme 
---- 19th or Larigot 
----17thor Tierce 


---- 15th 


Higher overtones are present in some musical tones but for our pur- 
pose it is not necessary to consider those above the 6th overtone. 

When the air is caused to vibrate with 435 vibrations per second, a 
musical tone corresponding to A’ (International Pitch) is produced. If 
there are no overtones or sub-vibrations, a hollow. colorless and char- 
acterless tone is the result. When this note is sounded on the violin, 
oboe, piano, or on a Diapason stop in the organ, the number of vibra- 
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tions per second is exactly the same in each case, but the character of the 
overtones is entirely different with the tone of these different instru- 
ments. The acoustical difference in the tone-quality of all the stops of 
the organ is only this difference in the overtones. 

A practical and visible demonstration of the presence of these over- 
tones is both interesting and instructive. If the fundamental note (CCDs 
of the above series of overtones, is sounded on the piano, without lifting 
the dampers (by means of the damper pedal), the overtones which make 
up the tone-quality of the piano tone are present, though not separately 
distinguishable by the average ear. If these overtones (without the 
fundamental tone) are produced, each with its proper relative power, 
we have the fundamental tone (C) as a resultant. (This point I will 
prove and illustrate further on.) This acoustical principle is made use 
of by organ builders, in making up a “ 32 ft. Resultant Bass” in the 
Ped. organ without using any pipes of 32 ft. length, which is fully ex- 
plained on page 39. If the same note (C) is sounded on the piano, with 
all the dampers lifted from the strings (by means of the damper pedal), 
the strings of each note which corresponds to the notes of the overtones 
will vibrate sympathetically, corroborating the overtones and adding 
volume to the resultant tone. This is the function of the damper pedal. 
If the key of this fundamental note (C) is forcibly struck a dozen times 
in quick succession (with the damper pedal held down), the strings of 
all the notes which correspond to the notes of the harmonic series will 
vibrate vigorously in sympathy. If the strings of the fundamental note 
(C) are then silenced by pressing the finger on them, the fundamental 
tone (C) will continue to be audible, though somewhat softer; con- 
clusively showing that the vibrations of all the overtones combined 
produce the fundamental tone, even if the strings of that fundamental 
note are at rest. 

To visibly illustrate these points, cut out a piece of soft tissue paper, 
about three-quarters of an inch long and an eighth of an inch wide. 


Fold it to the following shape 7—._ ..__—~ Place this piece of 


paper on top of the strings (of a grand piano) of the note c, which cor- 
responds to the first overtone of the harmonic series under consideration. 
Hold down the damper pedal in order to lift the dampers from all the 
strings. Gently strike the key (C) which corresponds to the funda- 
mental note of the series. It will be observed that the piece of tissue 
paper dances on the strings, although the note (c) has not been sounded 
by its own hammer. This shows that the strings are vibrated sympa- 
thetically. If the fundamental note is sounded loud enough, the piece of 
paper will dance off the strings entirely. After all the strings have 
been silenced, by releasing the damper pedal, replace the piece of paper 
on the same strings and hold down the damper pedal as before. Strike 
the key D or BB, either side of the fundamental note (C). The piece 
of paper will not move at all, as the strings under it are not affected, 
this note (c) not being in the harmonic series of the notes sounded 
(D or BB). The above experiment can be tried with each note of the 
harmonic series, up to the 6th overtone (c, g, c’, e’, g’, b-flat’), always 
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sounding the same fundamental note. With each of these overtones, 
the paper will dance less vigorously than with the next lower overtone, 
and after the sixth overtone the paper will not move noticeably. The 
experiment can be carried still further, by placing pieces of tissue 
paper on the strings of all the six overtones at the same time, and ob- 
serving the relative vigor of the dancing pieces of paper, as the funda- 
mental note is sounded vigorously. 

To render the acoustical effect of overtones of varying power more 
comprehensible to the eye than is possible by lengthy verbal descriptions, 
well known mathematicians, physicists, and such acousticians as Rameau, 
Helmholtz, Tyndal, Ball, and Radau were in the habit of applying 
geometrical curves to graphically illustrate the difference in the sound- 
waves caused by the various overtones. For the purpose of comparison, 
these curves are of much value, in illustrating the effect of the first 
three or four overtones on the fundamental tone. It is impractical to 
carry the illustration beyond these first overtones. There are several 
systems of applying these geometrical curves, the simplest being founded 
on the vibrations of a tuning fork, which have been recorded on a piece 
of paper or on a plate of glass that has been coated with lamp black. 


Fig. 1 


The tuning fork is provided with a drawing point (b), fastened at 
right angles on one prong of the tuning fork in such a manner that it 
will mark on a piece of paper, or on a plate of glass which has been 
coated with lamp black, if the fork is gently drawn across the paper or 
the glass. 

If the tuning fork is quiescent, when it is drawn across the paper or 
glass, it will mark a straight line, corresponding to the dotted line 
between c and d, in the accompanying illustration (Fig. 1). If, however, 
the tuning fork has been agitated sufficiently to produce a tone, just be- 
fore being drawn across the paper, the vibrations of the tuning fork 
will cause the marking point to follow the undulating line, as shown 
in the illustration. The width of the undulations indicates the power 
of the vibrations and, consequently, the power of the musical tone. 


Fig. 2 
C—-PPLPPPPSFHA 


This undulating line (Fig. 2) shows the simple vibrations of the fun- 
damental tone of the tuning fork; and, as there are practically no over- 
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tones in the tone of a tuning fork, the undulating line is taken as a 
basis for the following illustrations. 

If a small section of this undulating line, representing two vibrations, 
to and fro, is enlarged about ten diameters, the result will be the curve 
indicated in Fig. 3, representing two vibrations (enlarged) of the fun- 
damental tone of the tuning fork. 


The line M-Q (also Q-S) represents the period of time occupied by 
one vibration, and may serve to represent the pitch. If this line were 
longer it would indicate a lower pitch; or if the line were shorter it 
would indicate a higher pitch. The line O-P represents half the ampli- 
tude of the vibration, and O’-P’, the other half. The greater the ampli- 
tude, the louder the tone. (“ The power of a musical tone varies in 
proportion to the square of the amplitude.”) Therefore, 2 O-P rep- 
resents the power of the tone. 

Starting from this basis, I have indicated in Fig. 4 the vibration of a 
mild first overtone (the octave). 


Fig. 4. : 
MU i 5 > 
x 


The lines M-Q and Q-S, as in the previous figure, represent the period 
of time of one fundamental vibration. M-N and N-Q represent the two 
vibrations of the first overtone (octave) which occur in the period of 
time of the single vibration of the fundamental tone. The lines U-V 
and W-X represent the halves of the amplitude. By comparison with 
the lines O-P and O’-P’, the lines U-V and W-X show that the power of 
this overtone is only about one-sixteenth of the power of the funda- 


mental tone. 


Fig.5 


In Fig. 5, I have indicated the vibrations of a strong first overtone. 
The only difference between the curves of this figure and those of the 
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preceding figure is that the lines U-V and W-X, which represent the 
halves of the amplitude, as in the other figures, are twice as long as the 
corresponding lines in Fig. 4, thus showing that the power of this over- 
tone is four times greater than the power of the overtone shown in 
Fig. 4. 


Fig.6 


¥ w N 
MU a ot —— SOOO Oe 


In Fig. 6, I have indicated the vibrations of a mild second overtone 
(the twelfth). As in all these figures, the line M-Q represents the period 
of time of the one fundamental vibration. The curves M-K, K-L, and 
L-Q represent the three vibrations of the second overtone, which occur 
in the period of time of the single vibration of the fundamental tone. 


Fig. 2 
Ww N 
x 


In Fig. 7, I have indicated the vibrations of a stronger second over- 
tone. The reference letters are the same as in the previous figures and 
indicate the same points. 

To apply these principles to organ pipes, let us first consider an open 
Flute pipe, like the Hohl Floete. The tone of such a pipe is made up of 
the fundamental tone and a few mild overtones, including the first over- 
tone (octave). The tone of the orchestral Flute contains, besides the 
fundamental tone, its sharpened octave (first overtone) and sometimes 
the twelfth (second overtone). The intonation of these two overtones 
is well defined, but the other overtones are very indistinct, if present at 
all. The sharpened first overtone is sometimes quite disagreeable to 
sensitive ears, and there is a very old saying that “the worst thing in 
the world after a Flute solo is a duet for two Flutes.” In most of the 
Flute stops of the organ this disagreeable element is absent and these 
stops are of much value as solo stops, as well as in combinations. 

If we consider the curve in Fig. 3 as representing the vibrations of the 
fundamental tone, and the curve in Fig. 4 as representing the vibrations 
of a mild first overtone (octave), by combining these two curves we 
produce a combination curve which may be said to represent the combina- 
tion of the fundamental tone and the first overtone. Such a curve may 
be used to represent the vibrations of the tone of an open Flute like the 
Hohl Floete. (Fig. 8.) 

The dotted line, which is similar to the curve in Fig. 3, represents the 
vibration of the fundamental tone. The solid line is the combinational 
curve. This combinational curve is obtained geometrically as follows: — 
The line U-V represents the half of the amplitude of the vibrations of 
the first overtone, which exerts its influence at this point (half way 
between M and O) and forces out the curve. The line W-X represents 
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Fig. 8 


the other half of the amplitude of the vibrations of the first overtone 
and exerts its influence at this point by drawing in the curve. 

In musical tone the fundamental sound and the overtones intermix. 
Likewise, these curves can be geometrically combined, and, to a certain 
extent, may be used to represent, to the eye, the compound vibrations of 
the fundamental tone and a few overtones. The combined curve is prin- 
cipally determined by the curve of the fundamental sound, but the curves 
of the overtones cause its contour to shrink and swell at certain points, 
-by their influence. Curves of this species can be used to characterize 
the timbre and quality of the tone of organ stops. They change form 
according to the relative intensity of the overtones, but the number of 
the great arcs (M-Q) or periods is always the same, and, for this reason, 
the pitch of the mixed sound is that of the fundamental sound. Such 
curves, obviously, are not accurate. They are only approximate, but 
they are sufficient to enable the organist to get a visible idea of the in- 
fluence of the overtones in the vibrations produced by organ pipes. 
Furthermore, from these curves the organist can get a general idea 

‘of the acoustics of various organ stops, as well as the influence which 
certain stops exert in stop combinations. 

The tone of a medium-scaled Open Diapason pipe is fuller and richer 
than that of an open Flute. It has more and stronger overtones, the 
first overtone being more prominent. In Fig. 9, I have indicated the 
curve which is produced by combining the curve of the fundamental 
tone (Fig. 3) with the curve of a strong first overtone (Fig. 5). 


Fig. 9 
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This curve, more or less influenced by other overtones, we can con- 
sider as the curve of a medium-scaled Open Diapason. 
In Fig. 10, I have indicated an exact comparison of the curves of the 
fundamental tone of a tuning fork (fine dotted line), the Hohl Floete 
(solid line), and the medium-scaled Open Diapason (broken line). 


To show the influence of the higher overtones in these curves, it would 
be necessary to still further enlarge the curve of the fundamental! tone, 
twenty or more diameters. This is, of course, impractical, and withal 
unnecessary, in a work of this character. It seems to me that the organ- 
ist can get a very good idea of the influence of the overtones from these 
illustrations of the first and second overtones. 

The string-tone stops, like the Salicional, Gamba, and Viol d’Orchestre, 
are much richer in overtones than either the Flutes or the Diapasons. 
In Fig. 11, I have indicated a combination curve of the fundamental tone 
and somewhat strong first and second overtones. 


Fig.l! 


The resultant curve shows the influence of additional overtones and 
may be used to represent the vibrations of the tone of a Salicional pipe. 

In Fig. 12, I have indicated the resultant curve of the combination of 
the fundamental tone with very strong first and second overtones, to 
indicate the curve of the Viol d’Orchestre. This stop is rich in the 
higher overtones but they cannot be considered in tlese illustrations. 

As all stopped pipes, like the Gedeckt (Stopped Diapason), contain 
only the even-numbered (2, 4, 6, etc.) overtones, the vibration curve of 
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this stop is produced by combining the curve of the fundamental tone 
and the curve of the second overtone. In Fig. 13, the curve which is the 


Fig. 2 


result of such a combination is indicated. As in all the illustrations, 
the dotted line indicates the curve of the fundamental vibration of the 
tuning fork. In this resultant curve, the absence of the influence of the 
first overtone is pronounced. 


227s. Fig. 13 


° . 
Wegiee 


The tone-color of the Gedeckt is considerably varied in different or- 
gans. If the pipes have been voiced so that the twelfth (second over- 
tone) is prominent, the tone of the stop is full and liquid. On the other 
hand, if the twelfth has been suppressed the tone is bright and crisp. 

The stop known as Quintaton (or Quintaten) is a Gedeckt with the 
twelfth very prominent. In Fig. 14, the curve of such a pipe is shown. 


Fig. 4 
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The Quintadena is a species of a Quintaton, though the tone is of a 
hybrid quality, between Flute-tone and Diapason-tone. The pipes are 
made of metal, large-scale, stopped and overblown, so that the twelfth 
(octave quint) is very prominent and distinctly audible. This is easily 
proved by placing a pencil over the mouth of a small Quintadena pipe, 
so as to shut off about a third of the wind-way, when the octave quint 
alone will be audible, the fundamental tone being silenced by the process. 
In Fig. 15, I have indicated the curve of a Quintadena, showing the effect 
of the prominent second and fourth overtones (twelfth and seventeenth). 


Fig. 1S 


The Gemshorn, a slender-scaled, tapering, metal pipe, has a delicate 
tone (a cross between string-tone and Flute-tone), in which the fourth, 
fifth, and sixth overtones (17th, 19th, and flat 21st) are quite prominent. 

The Rohr Floete (Chimney Flute) of the original type has a half- 
stopped pipe, the stopper having a hole through it with a small tube 
(chimney) over this hole. The pipe, being practically a stopped pipe, 
sounds the octave below its speaking length, and is devoid of the odd- 
numbered overtones. As the pipe is only partially stopped, a series of 
“ inharmonie overtones,” i.e., overtones which do not belong to the reg- 
ular series, is produced. These “inharmonic overtones” give to the 
stop its peculiar tone character, and at times prevent its combining well 
with a few other stops. The modern Rohr Floete is rarely made with the 
projecting tubes. It is more frequently made like a Gedeckt, with a hole 
through the handle of the stopper, and is frequently substituted for the 
Gedeckt. 

To give the young organist a further idea of the influence of over- 
tones in stop combinations, I call attention to Fig. 16, which, to a cer- 
tain limited extent, illustrates, by means of notes, the difference in the 

Fig. 16 


Flute Flauto 


Gedeckt Melodia Salicional Oboe d’ Amour Traverso Violina 
A C F b 


tone-color of one pipe of seven different stops (four eight-foot stops and 
three four-foot stops). In this figure, the whole notes represent the 


THE ACOUSTICS OF ORGAN PIPES 31 


fundamental tone of each pipe. The overtones are represented by the 
black notes, the larger notes indicating the more powerful overtones. 
The numerals indicate the number of each overtone. 

At A, the tone of a pipe of a Gedeckt (Stopped Diapason) is indi- 
cated. As the pipe is a stopped pipe, only the even-numbered overtones 
are present. The twelfth (second overtone) is quite prominent and the 
fourth and sixth overtones are very soft, oftentimes entirely absent. 
This stop blends well with almost every stop. In combination with other 
8 ft. stops, it thickens the resultant tone, without materially increasing 
any of the overtones except the twelfth (second overtone). When it is 
combined with a 4 ft. stop of softer intonation, the 4 ft. stop supplies the 
missing links in the harmonic series (as will be shown further on) with 
a somewhat different tone-color, and oftentimes a charming combination 
is the result. 

At B, the tone of a Melodia pipe is indicated. As the pipe is an open 
pipe, all the notes of the harmonic series are possible, but generally 
only a few overtones above the first (octave) are prominent enough to 
exert any influence. The octave is quite prominent. 

At C, the tone of a Salicional pipe is indicated. Such slender-scaled 
pipes produce many overtones, as indicated, though the individual stops 
vary a great deal according to the taste of the voicer. 

At D, the tone of an Oboe pipe is indicated. The tone of the reed 
stops, except the Clarinet, is rich in overtones. Nearly all the overtones 
are present and many of the upper overtones are prominent. The tone 
of the Clarinet, if it is at all imitative of the orchestral instrument, 
generally possesses only the even-numbered overtones. 

At E, we see the similarity of the tone of a Flute d’Amour to the tone 
of a Gedeckt (A). The pipes of this stop are generally like those of a 
Gedeckt, except that they are a trifle smaller in scale, and are an octave 
higher. 

At F, the tone of a Flauto Traverso 4 ft. is indicated. The pipes of 
this stop are harmonic and sound the first overtone (octave) instead of 
the fundamental tone; therefore in the illustration, it is necessary to 
mark the first overtone “ F,” as it is the fundamental sound of the pipe. 
Consequently, the overtones begin with No. 2. The overtones of this stop 
vary in the different makes of the stop, several of them being practically 
absent in some makes. The marked difference between the Flute 
d’Amour 4 ft. and the Flauto Traverso 4 ft. should be carefully noticed. 

At G, the tone of a Violina 4 ft. is indicated. The string-tone stops 
have prominent overtones, but with this little stop it is better to have 
the higher overtones suppressed, as the stop is more useful if it has a 
tone which is not assertive. 

In Fig. 17, four varieties of a combination of 8 and 4 ft. Flute-tone 
are indicated, for comparison. The numerals at the left indicate the 
number of the overtones of the stop of lower pitch. Those at the right 
indicate the number of the overtones of the stop of higher pitch. (Note: 
In Figures 17, 18, and 19, all the tones indicated in each measure are 


presumed to sound simultaneously.) 
At H, a Gedeckt with 4 ft. Coupler is indicated. The delicacy of this 
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combination is apparent from the few overtones, the two funda- 
mentals (F) and two twelfths (2) being the principal part of the com- 


Fig. 17 
Gedecké with Gedeckt with Melodia with Melodia with 
4 ft. Coupler I Flauto Traverso j Flute d’Amour K Flaute Traverso 


bination. No note of the harmonic series is doubled. A Bourdon 16 ft. 
and a Gedeckt 8 ft., played an octave higher, produces nearly the same 
result, though a Bourdon is generally, and always should be, softer than 
a Gedeckt. A Gedeckt and a Flute d’Amour 4 ft. produce nearly the 
same effect, but these two stops are rarely found on the same manual. 

At I, the combination of a Gedeckt and a Flauto Traverso 4 ft. is in- 
dicated. The difference between H and I is very pronounced. If the 
Flauto Traverso happens to be of about the same power as the Gedeckt, 
the combination is quite unsatisfactory. If the Flauto Traverso is softer 
than the Gedeckt, the upper partials (overtones) of this stop are not 
so objectionable in the combination. It will be observed that the over- 
tones of the Gedeckt are doubled, and the missing overtones are supplied 
by those of the Flauto Traverso. Another difference in these two com- 
binations is the fact that the Flauto Traverso is a harmonic stop and 
the overtones are an octave lower than those of the Gedeckt pipe of the 
same pitch. 

At J, the combination of a Melodia and a Flute d’Amour 4 ft. indicates 
the delicate effect which the Flute d’Amour adds to the Melodia. This 
combination is extremely useful in the Ch. for accompanimental pur- 
poses. A comparison of this combination with that at H shows the 
doubling of two notes of the harmonic series, and the presence of all the 
notes of the series in the lower octaves. 

The combination of a Melodia and a Flauto Traverso 4 ft. at K, 
shows how much more assertive a Flauto Traverso is than a Flute 
d’Amour. In the combination of a Melodia and a Flauto Traverso 4 ft. 
all the overtones are strengthened at the expense of the fundamental 
tone. 

In Fig. 18 a comparison is indicated, between the combination of an 
Oboe with a Gedeckt and the combination of an Oboe with a Flauto 
Traverso 4 ft. 

At L, the combination of an Oboe with a Gedeckt is indicated. The 
Gedeckt strengthens the fundamental tone of the Oboe without adding 
a corresponding amount of overtone power, and tends to overshadow a 
little of the distinctive quality of the Oboe, as this quality is due largely 
to the pronounced overtones. In old organs the Oboe is generally coarse 
and uncertain in intonation. With such Oboes, the addition of a Gedeckt 
is necessary to cover up the deficiencies of the Oboe. 
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At M, the combination of an Oboe with a Flauto Traverso 4 ft. is in- 
dicated. A Flauto Traverso 4 ft. produces an entirely different effect, 


Fig. 18 
Oboe and Oboe and 
Gedeckt Aorta Traverso 


when combined with an Oboe, from the effect produced by the combina- 
tion of a Gedeckt with an Oboe. If the Flauto Traverso is somewhat 
softer than the Oboe, it adds much to the distinctive character of the 
Oboe. It will be observed that the first overtone is much strengthened 
by the fundamental of the Flute, and several other overtones are more 
or less strengthened. All this happens without “fattening ” the funda- 
mental tone of the combination. This preserves the principal char- 
acteristic of the Oboe. 

At Q (Fig. 19), the combination of a Gedeckt 8 ft. with a Violina 4 ft. 
is indicated. This combination gives all the overtones up to the sixth, 


Fig. 19 
Gedeckt with Salicional with Gedeckt & Saliciona} Gedeckt 
A fi.Coupler 4 ft Coupler with 4 ft Coupler with, Violina 
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with an octave doubling of the upper four of these six overtones. There 
being no unison doubling of any overtone, the combination is delicate 
and very useful for soft effects. With many modern organ builders, 
the Violina is underrated, and the stop is omitted in quite a number of 
modern organs. The only explanation given is: “The stop is useless 
and the Salicional with a 4 ft. Coupler answers just as well.” To show 
how entirely different is the combination of the Gedeckt and Salicional 
with a 4 ft. Coupler, which is the suggested substitute for a Gedeckt 
and Violina 4 ft., I have indicated at N the overtones of the Gedeckt 
with a 4 ft. Coupler; at O, the overtones of a Salicional with a 4 ft. 
Coupler; and at P, the combination of the two stops with a 4 ft. Coupler. 
A comparison of Q and P cannot fail to convince any one that the two 
combinations are decidedly unlike. A Gedeckt and Violina 4 ft. is a deli- 
cate and flexible combination. The other combination is strong, full, and 
somewhat rich, but is devoid of any delicacy, and in passages where a 
Gedeckt and a Violina are desired, the other combination is unsatis- 
factory. In a few organs a Bourdon 16 ft. and a Salicional 8 ft., playing 
an octave higher, is a possible substitute, but generally the tone of the 
Salicional is too strong and stringy for the desired effect. 
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For convenience, in all these illustrations (to keep the notes within 
the staff as far as possible), I have used a low note for the fundamental. 
The best audible effect can be obtained by playing a note two octaves 
higher, and for a comparison of the combinations it is better to hold 


this chord: eet 


I wish to repeat what I have before stated; viz., Accuracy is obviously 
impossible, in illustrations of the above character. They are intended 
only to be approximate and suggestive, and, if accepted just as they are 
intended, the young organist cannot fail to obtain from them a good idea 
of the influence of the overtones, not only in the individual stops, but also 
in combinations of stops. He will also realize that a certain amount of 
knowledge of the fundamental principles of the acoustics of organ pipes 
will aid him materially in selecting his combinations, and save him the 
trouble of “trying” many combinations which, at the outset, he ought 
to know will not produce the desired tone-color. 

In the preceding illustrations, I have attempted to describe certain in- 
fluences of the overtones on the tone-quality of individual stops, and on 
the resultant tone of a few combinations of stops. There remains an- 
other phase of the influence of overtones on the resultant tone of com- 
binations of stops which ought to be well understood: viz., ‘ Inter- 
ference.” 

When two musical tones are nearly of the same pitch (only a few 
vibrations per second apart), beats or pulsations are produced which in 
most cases are unpleasant to the ear. The pipes are said to be “out of 
tune with each other.” Frequently, two pipes which are exactly of the 
same pitch (both having been tuned to a third pipe) produce similar 
discordant beats or pulsations, if they are located near each other and 
sounded at the same time. This acoustical effect is known as “ Inter- 
ference.” The vibrations of one pipe “ quarrel” with the vibrations of 
the other pipe. Organ builders call this phenomenon “ Sympathy,” but 
it seems to me that the acoustical term “ Interference” better describes 
the phenomenon. 

It is possible for the tone of one pipe to “interfere” with the tone 
of another pipe in such a manner that the resultant tone is unsatisfac- 
tory. In such cases the vibrations of the fundamentals or of the over- 
tones (or both) do not synchronize. On account of the possibility of 
“interference,” organ builders rarely place the pipes of two stops which 
are exactly alike in one department of an organ. They locate the pipes 
of certain stops, the tones of which are inclined to “ interfere,” as far 
apart as is feasible. 

In some cases the tone of a pipe of one stop partially nullifies the tone 
of a pipe of another stop. Some acousticians claim that the tones of 
two Gedeckt pipes which are exactly alike in scale, construction, and 
pitch, will nullify each other and leave only a blowing sound, if the 
pipes are placed near and facing each other, and sounded simultane- 
ously. 
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“ Interference ” or “sympathy ” is sometimes annoying to the organist 
when he is playing on a strong-toned Gamba; e. g., in playing low F and 
A in harmony an objectionable discord is occasionally heard. The organist 
at first imagines that one of the pipes is out of tune; but, on trying each 
pipe separately, it is found that each pipe is in good tune. The second 
overtone of the low F pipe is middle ec’. The fourth overtone of the A 
pipe is ef?, an octave above c’. As the overtones of strong string-tone 
pipes are very pronounced, especially with the pipes of the lowest octave, 
the overtones c’ and c{2 “interfere” and cause a noticeable discord. 
This “interference” does not always exist, and, singularly, it is more 
noticeable in major thirds than in minor thirds, especially in the two 
lowest octaves. Occasionally this “interference”? can be overcome by 
causing the pipes to face in opposite directions. 

In many English organs, the Gamba is placed in the Ch. instead of in 
the Gt. This is partly due to the “ interference ” which sometimes exists 
between the tone of a strong-toned Gamba and the tone of the full 
Diapason. In American organs a large-scale Flute — either a Gross 
Flute or a Doppel Floete — is usually placed in the Gt., in addition to 
the Gamba and Diapasons, and serves as a “ mixer ” between the Gamba 
and the Diapason. The three stops combined rarely show any inter- 
ference. 

If the nature of the “interference” is such that a combination of 
stops sounds unsatisfactory throughout the entire compass, it is generally 
necessary for the organist to select a substitute combination; but if the 
“interference” is objectionable only in the lowest octave, the organist 
ean resort to one of several “dodges” to avoid the disagreeable effect. 
If the combined tenor and bass parts of certain phrases produce this 
disagreeable effect of “ interference,” one or both of these voices can be 
played on a Melodia for a few counts, giving the effect of two horns. 
It is often possible to play a few of the bass notes 8 va. on a soft Ped. 
Bourdon. If the stop is not loud, the difference in tone-color is not 
objectionable. 


A composer or conductor of orchestral music rarely gives a thought to 
many of the technical details which are found in theoretical works on 
orchestration; and yet he unconsciously shows the influence of a 
knowledge of those details in his routine work with or for the or- 
chestra. So it is with organ registration. The highly experienced or- 
ganist may rarely think of the technical details of registration, such as 
the acoustics of organ pipes, and yet unconsciously exhibit a thorough 
knowledge of those details by the good taste, skill, and judgment which 
he exhibits in selecting the combinations which he uses in his public 
performances of organ compositions. 


CHAPTER IV 


DESCRIPTION OF THE STOPS MOST COMMONLY _USED IN 
REGISTRATION INDICATIONS 


A. DIAPASON-TONE Stops D.~ REED STOPS 
B. FuutTe-Tone Srops E. Prrcussion Stops 
C. StRinG-ToNE SToPs F. , THE TREMOLO 


For the purpose of assisting the young organist to obtain a clear un- 
derstanding of the nature of the various speaking stops, and the basic 
causes of the many tonal effects which are described later in this work, 
this chapter is devoted to a description of the stops which are most fre- 
quently mentioned in registration. 

The incongruities of stop nomenclature are numerous, but, as yet, 
no one, not even the severest purist, has been able to outline any system 
which would improve the condition. In looking over the names of the 
speaking stops of a dozen English or American organs, one finds Eng- 
lish (and American), German, French, Italian, and even “ Dog Latin ” 
terms, used singly and collectively without rhyme or reason. Worse yet, 
words of two different languages are unnecessarily coupled together in 
the names of some stops. 

The origin of many stop-names is obscure and the real significance of 
many others is past finding out. While a few names are legitimate and 
their meaning is self-evident, many stops have been named by their in- 
ventors much as some parents name their children; purely from fancy, 
without a thought of the possible incongruity. However, it is not my 
purpose to quarrel with the inevitable, in this branch of the subject, 
nor to attempt to offer substitutes for such names as Voix Céleste, 
Vox Humana, Vox Angelica, Vox Aetheria, Erzahler, and other names 
which seem to have little significance relative to the real tone of the 
stops; but I do not see any reason for retaining such stop-names as: — 


“Doppel Flute” for Doppel Floete 

“Spitz Flute” for Spitz Floete 

“Wald Flute” for Wald Floete 

“Rohr Flute” for Rohr Floete 

“Vox Céleste” for Voix Céleste or Vox Celestis. 


A. DIAPASON-TONE STOPS 


Open Diapason or Diapason. To begin with the stops which have Dia- 
pason tone, we naturally consider first the Open Diapason, or “ Dia- 
pason,” as it is now generally called. The 8 ft. Diapason is the primary 
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foundation stop of the Great organ. Different varieties of this stop 
serve as the foundation stops of the other manuals. In large organs, 
two, three, and even four Diapasons, of varying character, are placed 
in the Gt. organ. The Diapason 8 ft., or “ First Diapason,”’ as it is called 
in organs which have two or more Diapasons in the Gt., has large-scale, 
heavy, cylindrical, metal pipes; open at the upper end and copiously 
winded. As this stop is the “ back-bone” of the organ, its tone must be 
heavy, rich and sonorous. These are the recognized characteristics of 
the Diapason, and fittingly describe the tone-quality of the stop. 

Violin Diapason. There are several varieties of the Diapason. The 
principal one is the Violin Diapason (also called “ String Diapason ’’). 
The pipes of this stop are smaller in scale than those of the First Dia- 
pason. The tone is modified, with a tendency toward the string quality, 
though it possesses a round and rich tone of somewhat less sonority 
than the tone of the First Diapason. Diapasons of this character are 
found in the Gt. (named “‘ Second Diapason ” when there are two Diapa- 
sons in the Gt., or “‘ Third Diapason ” when there are three Diapasons in 
the Gt.), in the Sw. (named “ Violin Diapason ”’), and in the Ch. (named 
“‘Geigen Diapason” or ‘“‘ Geigen Principal ’’). 

The 8 ft. Diapason on any manual supplies the body and foundation 
for the louder combinations. It is also frequently combined with the 
louder reed stops when they are used in harmony. When used alone, or 
combined with one or two Flute-tone stops, the Diapason produces a 
rare tone-quality which is distinctly associated with the organ. 

Stentorphone 8 ft. In large four-manual organs, an extremely heavy 
and powerful Diapason tone is produced by a Stentorphone in the Solo 
organ. This is the most powerful flue stop. The pipes are very large- 
scale, open, metal pipes, voiced on a heavy wind. Occasionally, we find, 
instead of a Stentorphone, a Diapason 8 ft., voiced on a heavy wind, in 
the Solo organ. 

16 ft. Diapason in the Gt. This stop, which sounds an octave lower 
than the First Diapason, also has metal pipes, but they are of a smaller 
scale than those of the First Diapason. The object of this stop is to 
give great depth to the heavy combinations and to the Full Organ, it 
being the principal 16 ft. manual stop. The large metal pipes which are 
placed on the front of many organs are selected from this stop. 

16 ft. Diapason in the Ped. This stop, except in large organs which 
have two stops of this name in that department, has quadrangular, open, 
wood pipes of very large scale. The tone is deep and powerful, being 
the foundation of the Pedal organ. In large organs, there are frequently 
two 16 ft. Diapasons in the Ped. The second one has pipes of heavy 
metal, and gives a firmer tone, though of less depth, than the wood Dia- 
pason. The Ped. Diapason 16 ft. is generally used with all loud com- 
binations of the Gt., which include the 8 and 4 ft. stops to the Octave. 
It is also used, occasionally, without any coupler, for short, staccato 
notes in softer passages. It should generally be assisted by a Bourdon 
16 ft., as this stop materially improves the definiteness of pitch. In 
large organs, we find a 32 ft. Diapason in the Ped. This stop is of the 
greatest value in large Ped. organs and in the Full Organ. 
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Octave 4 ft. in the Gt. The Octave (called “ Principal ” in old or- 
gans) may be called a small-scale 4 ft. Diapason. The tone is of Diapa- 
son-quality, an octave higher than the tone of the Diapason 8 ft.; but, as 
the pipes are considerably smaller in scale than those of the Diapason, 
the tone is less powerful or rich. The object of this stop is to give 
sufficient prominence to the first overtone, which is the octave above 
the fundamental, and to supply the brilliancy which would be lacking 
without such a stop. In addition, it is sometimes serviceable, in small 
organs, as a soft Diapason, by playing an octave lower on this stop 
alone. Very large Swell organs frequently contain an Octave (or 
Principal) 4 ft., its object being the same as in the Gt. 

Twelfth and Fifteenth. In large organs, the Twelfth and Fifteenth 
are generally voiced with Diapason-quality of tone, though much softer 
than the tone of either the Diapason or the Octave. In small organs, 
the Twelfth and Fifteenth are, occasionally, voiced with a soft Flute- 
tone quality. In such organs the Diapason-quality for these stops 
would sound harsh, as there are generally but a few stops of 8 and 
4 ft. pitch to balance the Twelfth and Fifteenth. In some organs 
the Twelfth is named “ Octave Quint,’ and the Fifteenth is named 
“Super Octave.” The object of these stops is to add brilliancy to the 
loudest combinations and to the Full Organ. 

Dulciana 8 ft. The other stops which have the Diapason-quality of 
tone are the Dulciana, Unda Maris, and AXoline. These stops are so 
soft in tone that, to the young organists, they seem to lack all the 
characteristics of Diapason-tone quality. To test the quality of tone of 
the Dulciana, the organist should sound a chord on the Diapason. After 
waiting about ten seconds, the organist should sound the same chord on 
the Dulciana. While waiting, the organist should imagine that the 
tone of the Diapason which he has just heard is becoming more and 
more distant and, consequently, much softer. When he sounds the 
same chord on the Dulciana, he will observe that the tone-color is the 
same as that of the Diapason, only much softer. In some organs the 
stop which is labeled “ Dulciana” is not a real Dulciana but is a soft 
Viola or Salicional, with a distinct string-tone quality. The Dulciana, 
as invented by Snetzler, had no string-tone quality. The pipes of the 
Dulciana are open, metal pipes, of slender scale and sparsely winded. 
The tone is soft and quiet. 

Keraulophon 8 ft. In this country, many old organs contain a Keraulo- 
phon for the softest stop in the Ch., Gt. or Sw. This stop is a large-scale 
Dulciana, with a hole or slot in the pipes near the upper end which 
imparts to the tone a slight “horny ” quality. In the Ch. or Gt. the use 
of the stop is principally for the accompaniment of the solo combinations 
of the Sw. In the Sw. the stop must generally be used for both the Sali- 
cional and Atoline; though, occasionally, one finds a Gamba (Salicional) 
in addition to the Keraulophon. 

Unda Maris 8 ft. The Unda Maris, as generally made in this country, 
consists of two sets of Dulciana or Moline pipes, one set being tuned a 
little sharp, so that the two sets together produce an undulating tone 
of a pleasing character. In England and Germany this stop generally 
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consists of two ranks of Flute-tone pipes, tuned slightly apart in 
pitch. 

Dulciana 16 ft. A 16 ft. Dulciana is frequently found in the Ch. and 
in the Ped. This stop is really a sub-octave extension of the 8 ft. Dul- 
ciana, with the same characteristics. It is very useful in either depart- 
ment. 

Aeoline 8 ft. The Xoline is an extremely soft stop —the softest 
stop in the organ. The pipes are somewhat like those of the Dulciana, 
but are slenderer and more sparsely winded. 

The Dulciana, Unda Maris and A®oline, all of 8 ft. pitch, are used 
for very soft passages, in full harmony, or as accompaniment for soft 
solo combinations. They are occasionally combined with 4 ft. stops, 
with which they are barely audible, for the purpose of supplying a soft 
sub-octave tone. They practically produce no effect when combined with 
the other 8 ft. stops, but they are frequently drawn with the 8 ft. stops, 
which later are put off, leaving these soft stops to sound alone. 

Mixture or Mutation Stops. The terms “ Mixture Stops” and “ Muta- 
tion Stops” are generally used interchangeably. A Mixture Stop, as 
stated elsewhere, is one which has two or more pipes for each key, at 
least one of which sounds a note other than the note played or one of 
its octaves; e. g., a Dolce Cornet III Rks., in the Sw. This stop has three 
pipes to each key, and if the lowest note of the Sw. is played, with this 
stop drawn, the following notes are sounded: — g, ec’, g’ (12th, i5th, 
and 19th). In one of the upper octaves, the allotment of the pitch of 
the different ranks is changed to the 8th, 12th, and 15th. All Mixture 
Stops, by definition, come under the head of Mutation Stops, but there 
are other Mutation Stops which have only one pipe for each key; e.¢., 
the Quint and Twelfth. 

Pedal Quint, 10% ft. This stop sounds a fifth above the Bourdon 
16 ft. and in modern organs is generally derived from this stop by aug- 
mentation. 

Quint 514 ft. The manual Quint sounds a fifth above the 8 ft. stops 
on the manual. 

Twelfth 2% ft. The Twelfth, also called ‘‘ Octave Quint,” sounds a 
twelfth above the 8 ft. stops on the manual. 

Resultant Bass 32 ft. A Pedal Mixture Stop of two ranks. It consists 
of a 16 ft. rank and a Quint rank of 10% ft. When these two ranks 
are sounded simultaneously they produce an approximate 32 ft. tone. 

The question, whether or not organs shall contain any Mutation 
stops, is today a much mooted question. Until quite recently, nearly 
every organ of any size contained Mutation stops, but a few of the most 
modern organs have no Mutation stops. Until within the last quarter- 
century, the science of acoustics was little understood by pipe makers 
and voicers. The subject of overtones was rarely considered, and mod- 
ern distinctive tone-qualities were unknown. If an organ contained 
only Foundation stops it lacked brilliancy and dash. To supply this 
lack of brilliancy, the Mutation stops were added, in increasing numbers, 
which easily overcame the deficiency. As these Mutation stops consisted 
of small pipes, they required but a little metal, and little room in the 
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organ for their accommodation. It was a simple matter to obtain in- 
creased power by an inordinate multiplication of these Mutation stops. 
This tendency culminated in the organ which was erected in the Bene- 
dictine Abbey at Weingarten, in 1759. This organ contained 95 ranks of 
mutation-tone, two stops of which comprised respectively twenty-one 
and twenty pipes to each key. The reaction which followed gradually 
reduced the number of Mutation stops in the organs, besides reducing the 
power of the individual ranks. Today, the most satisfactory Mutation 
stops are voiced much softer than formerly, and the effect produced 
by them is most satisfactory. 

Modern pipe voicers have become so proficient, and are so well versed 
on the subject of overtones in organ pipes, that many most beautiful 
and distinctive tone-colors, which are primarily due to the treatment of 
the overtones, have been produced. Those who consider the modern 
organ a close competitor of the orchestra are, therefore, claiming that 
the additional tones of the Mutation stops are, today, no more necessary 
in an organ than in the orchestra. However, the Full Organ without 
any Mutation stops, even in a modern organ, lacks brilliancy and vitality. 
To cover up this lack of brilliancy, the Sw. to Gt. 4 ft., and Gt. to Gt. 
4 ft. couplers are requisitioned. The effect produced by these couplers 
in the Full Organ is frequently unsatisfactory. Nothing in a modern 
organ tends to produce so much unevenness of tone, in the Full Organ 
passages, as the 4 ft. couplers, when they are used primarily to give 
brilliancy and power. The upper one or two notes of every chord re- 
ceive the full re-enforcement of the 4 ft. couplers, while the other notes 
of the chords gain little or nothing. If the 16 ft. couplers are also used, 
only the lower one or two notes of the chords are thereby re-enforced. 
It is obvious how unbalanced the chords are rendered, by the addition 
of the tone of many pipes to the upper and lower two notes of the chords, 
without a similar re-enforcement of the middle three or four notes of 
the chords. If one plays single notes or melodies, there is, of course, 
no unevenness of tone in the passage; but in chords and in four or five- 
voiced polyphonic phrases, the unevenness of the tone of the various 
voices is very objectionable. 

There is another objectionable feature in the substitution of the 4 ft. 
couplers for the Mutation stops. The upper tones, which are supplied 
by the Mutation stops, are only about one-quarter as loud as the tones 
which are added by the 4 ft. couplers, and the effect produced by the 
Mutation stops is sufficiently brilliant, better proportioned, and less 
harsh. ‘ 

As previously stated, the Mutation stops vary in different organs, 
both in their power and tone-quality. They are, generally, of soft 
Diapason-quality; but, occasionally, one or two ranks are voiced with 
Flute-quality. Their use in registration is almost entirely with Full 
Swell and F or Full Great. Somewhat rarely, one can use the Dolce 
Cornet of the Sw. combined with a Gedeckt and Tremolo, for soft solo 
passages in the upper two octaves only. A stop named “ Solo Mixture,” 
which produces a similar effect in nearly the entire compass of the 
stop, is somewhat rarely inserted in the Sw. 
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B. FuutTe-Tone Stops 


Melodia. Of the Flute-tone stops the Melodia is a representative stop. 
A Hohl Floete or a Concert Flute is sometimes substituted for a 
Melodia, the tone-quality being much like that of the Melodia. The pipes 
of the Melodia are slender-scaled, quadrangular, open, wood pipes, with 
inverted mouths (the upper lip beveled on the inside instead of on the 
outside). The tone is quite mellow, though hollow, with good blending 
quality. In some small two-manual organs, this stop is frequently the 
only Flute-tone stop in the Gt., and, as such, it is frequently voiced too 
loud and lacks real beauty of tone. In three-manual organs, the Melodia 
(Concert Flute or Hohl Floete) is the foundation Flute stop of the Ch. 
On this manual the Melodia shines with its best merits. It is useful 
alone or with other stops in harmony; is a good accompaniment stop, 
and also is useful as a solo stop. In the latter capacity, it should not 
be used too long as the tone palls on the ear if used very long. Occa- 
sionally, we find in the Ch. a Wald Floete 4 ft. with pipes and tone simi- 
lar to those of the Melodia. 

Gedeckt or St. Diapason 8 ft. The Gedeckt (St. Diapason) is one of 
the most useful stops in the whole list of organ stops. In this country, 
one rarely finds an organ, large or small, which does not contain at 
least one form of this stop. It is found, under varying names, in 16, 8, 
and 4 ft. pitch, and in one form or another is found in the Sw., Gt., Ch., 
Ech., or Ped. 

On account of the large number of stops which are closely related to 
the Gedeckt, both in the construction of the pipes and in the tone-quality, 
some theorists segregate these stops into a fifth quality of tone which 
they call “ Gedeckt-Tone.” While it is convenient to group these 
stops into one group, it does not seem necessary to establish a fifth qual- 
ity of tone (“ Gedeckt-Tone”), as this tone, after all, is only a variety 
of Flute-tone. 

Fundamentally, the Gedeckt, which is also called “ St. Diapason,” has 
quadrangular, wood pipes, stopped at the upper end. (See Chapter III 
for the acoustical characteristics of these stops.) In England, the pipes 
of the Gedeckt are frequently made of metal. The scale of the different 
stops of the Gedeckt group varies considerably, according to the part of 
the organ in which the stops are located. The tone-quality of all the 
stops of the Gedeckt group is pure and limpid Flute-tone, which blends 
well with the tone of other stops. The various stops of the Gedeckt 
group are as follows (1-11): 

(1) Sw. or Ch. Gedeckt (St. Diapason). The pipes are of medium 
scale and the tone is of medium power. The tone-quality of this stop is a 
liquid Flute-tone, somewhat hollow, of most pleasing character. The 
stop is one of the most useful of the soft stops, as it combines well with 
every other stop on its manual, and may be used alone, in harmony, or 
as a solo stop. 

(2) Lieblich Gedeckt. This stop has all the characteristics of the 
preceding stop, but the pipes are smaller and the tone is more delicate, 
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(3) Ped. Bourdon 16 ft. This stop is the most universal Ped. stop. 
It is a large-scale Gedeckt of 16 ft. pitch. In some old organs this 
stop is called ‘“‘Double St. Diapason.” The tone-quality of the upper 
notes is a clear Flute-quality, but in the descending scale this quality 
disappears, and in the lower notes the tone is dull and thick, due partly 
to the prominence of the second overtone. 

(4) Sw. or Ch. Bourdon 16 ft. The pipes of this stop are of smaller 
scale than those of either the Gedeckt 8 ft. or the Ped. Bourdon. The 
tone is softer than that of either stop but it possesses the same liquid 
Flute-quality. The stop is most useful in combinations, and supplies 
the sub-octave foundation for the Full Sw. or Ch. Occasionally, the stop 
is called “ Lieblich Bourdon 16 ft.,”” when it is generally softer in tone 
than the regular manual Bourdon. 

(5) Gt. Bourdon 16 ft. Larger scale and generally more powerful 
in tone than the Sw. or Ch. Bourdon. ‘This stop is substituted for the 
Gt. Diapason 16 ft. in small organs, and, in large organs, it is often 
found in addition to the Diapason 16 ft. Its principal use is in supply- 
ing the sub-octave foundation for the F and FF combinations of the Gt. 

(6) Ped. Gedeckt 8 ft. This stop is generally an extension of the 
Ped. Bourdon, by the addition of 12 pipes to the upper octave. It is a 
most useful stop as a soft 8 ft. Ped. stop. When combined with the 
Bourdon 16 ft., it adds definiteness of pitch and makes the Ped. tones 
somewhat stronger. 

(7) Echo Lieblich Bourdon 16 ft. Smaller scale and softer tone than 
the Sw. Bourdon. 

(8) Ped. Lieblich Bourdon 16 ft. Either the Sw. or the Echo 
Bourdon borrowed in the Ped. Somewhat rarely it is an independent 
stop. 

(9) Ch. Flute d’Amour 4 ft. A small-scale Gedeckt of 4 ft. pitch. 
This stop is, perhaps, the most beautiful and most useful of the soft 
4 ft. Flutes. Like the Gedeckt 8 ft., it combines well with all the other 
stops. 

(10) Rohr Floete 8 ft. Occasionally, this stop is found in place of a 
Gedeckt or St. Diapason. In modern organs, the pipes are made quite 
similar to those of the Gedeckt, but they generally have a small hole 
bored through the “stopper.” This hole modifies the tone somewhat by 
giving greater prominence to the second and fourth overtones. (See 
Chapter IV.) A Rohr Floete 4 ft. is, occasionally, found in the Sw. in 
place of a Flauto Traverso, or in the Ch. in place of a Flute d’Amour. 

(11) Gt. Doppel Floete 8 ft. The pipes of this stop are somewhat 
like those of a large Gedeckt; but they are of double width and have a 
mouth on each side of the pipe, whence the name. The tone is a dis- 
tinct Flute-tone, very full and of considerable volume, due to the two 
mouths and copious winding. In the Gt. organ, this stop is always 
useful: first, as a solo stop of considerable beauty; second, in combina- 
tion with on ‘egee or with the Harmonic Flute 4 ft.; third in adding 
volume to the Diapason; and fourth, in ing 
tones of the Gamba and Diapason. sat eam ig 2 


Clarabella 8 ft. A full-toned, open, wood Flute, which is very popular 
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in England and some years ago was popular here. At that time, it 
was, frequently, the only 8 ft. Flute stop in the Gt. or Ch. of many or- 
gans. Of late years, it has been superseded by the Doppel Floete or 
the Gross Flute. 

Gross Flute (or Gross Floete) 8 ft., Gt. or So. This is a powerful 
8 ft. Flute-tone stop which is common in this country. The pipes are 
large-scale, open, wood pipes, copiously winded, similar to a large-scale 
Clarabella. The tone is heavy and of much carrying power; more 
powerful but less refined than that of the Doppel Floete. It adds con- 
siderable volume when combined with a Diapason; blends well with a 
Gamba; and acts somewhat as a “ pacifier’? when combined with a 
Diapason and a Gamba, as it seems to prevent the “ quarreling ” (inter- 
ference, q. v.), which is sometimes noticeable when a Gamba and a 
Diapason are combined without any other stop. 

Tibias. A group of stops, known as the “Tibia Family,” deserve 
special mention, on account of their great value in welding together the 
other tone-colors of the organ. The pipes are of extra large scale, are 
generally sounded by a heavy wind, and the tone of the different stops 
of the family is full, clear, and very powerful. The principal stops of 
this family are: The Tibia Major, Tibia Minor, Tibia Plena, Tibia 
Clausa, of 16 and 8 ft. pitch, and the Tibia Dura of 4 ft. pitch. Obvi- 
ously, such large-scale and powerful stops are suitable only for large 
organs. 

The Tibia Major 16 ft. and Tibia Minor 8 ft. are the German stops 
of the Tibia family. The Tibia Minor has also been made in England. 
The Tibia Clausa 8 ft., Tibia Dura 4 ft., and Tibia Plena 8 ft. were in- 
vented by the late Mr. Robert Hope-Jones. The Tibia Clausa is a very 
large-scale Gedeckt, with a powerful, clear Flute-tone. The Tibia 
Dura has open, wood pipes of peculiar shape. The tone is bright and 
powerful. The Tibia Plena is the most powerful of the Tibias. Its 
pipes are large-scale, open, wood pipes. 

Philomela. This is a powerful Flute-tone stop of the Tibia class. 
The pipes are large-scale, open, wood pipes, frequently with double 
mouths. The tone is a powerful and bright Flute-tone. 

Spitz Floete 8 ft. This is a species of the Flute-tone stops which is 
found frequently in the Sw. or Ch. as a second Flute-tone stop: i.e., 
in addition to the Gedeckt or Melodia, It has a bright Flute-tone tending 
towards a string-tone. The pipes are open metal pipes with conical- 
shaped tops. 

Flauto Traverso. The Flauto Traverso is a Harmonic Flute (see 
Chapter III) and is frequently found as an 8 ft. stop, but more fre- 
quently as a 4 ft. stop in the Sw. or Ch. The pipes are made nearly like 
those of the Melodia, except that they are of double length and have a 
small hole near the middle, which causes the pipes to sound the first over- 
tone (octave). Originally, the tone of this stop possessed a slight “lip 
tone,” intended to imitate the tone of an orchestral flute; but this char- 
acteristic in an organ stop is unsatisfactory, and has been discarded. In 
this country, the 4 ft. Flauto Traverso is frequently found in the Sw., and 
is a most useful stop, in both large and small organs. Its tone combines 
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well with the tone of many other stops, and it can be used in many ways. 
As a solo stop in the Ch., it is, perhaps, less useful than a Flute d’Amour. 
The latter stop, having stopped pipes and not being harmonic, has a more 
limpid Flute-tone. Occasionally, the Flauto Traverso, when used as a 
solo stop and played staccato, has a disagreeable tendency to “ hoot.” 

Harmonic Flute 4 ft., Gt. This stop is quite different from the Flauto 
Traverso, though frequently substituted for it. The pipes are open, 
metal pipes of double length, with a small hole near the middle which 
causes the pipes to sound the first overtone (octave) instead of the 
fundamental tone. The tone is a bright Flute-tone; occasionally some- 
what cloying, and less delicate than the tone of the Flauto Traverso. 
It combines well with the tone of the other stops of the Gt., and brightens 
various combinations. In large organs, we frequently find 8 ft. Har- 
monic Flutes of this character. 

Flute 8 ft., Ped., also called Pedal Flute or Bass Flute. A powerful 
8 ft. Flute-tone, much in contrast to the Ped. Gedeckt, which has a soft 
Flute-tone. The pipes are large-scale, open, wood pipes. In many organs, 
this stop is derived from the Ped. Diapason (wood) 16 ft. by the addi- 
tion of 12 pipes to supply the necessary upper octave. This plan of 
augmentation or extension is convenient, and, generally, satisfactory in 
Ped. stops. Theoretically, to extend a Diapason and call the extension 
a “ Flute” seems an anomaly. If a 16 ft. metal Diapason were extended, 
the extension could not be called a “ Flute,” as both the pipes and tone- 
quality would be distinctly Diapason. On the other hand, the 16 ft. 
wood Diapason is practically a large-scale, open Flute of 16 ft. pitch. 
Its tone is very heavy and is the foundation of the Ped. organ. Hence, 
from the power and weight of tone, it may well be called “ Pedal Dia- 
pason.” However, when the stop is extended, the tone-quality of the 
upper pipes is so recognizable as that of a powerful, open Flute that it 
must, necessarily, be called “ Flute.” In many organs this extension of 
the 16 ft. wood Diapason is called “ Octave 8 ft.,” but the anomaly is 
only transferred, for the Octave is always considered Diapason-tone, 
and this extension of the 16 ft. wood Diapason does not produce a 
Diapason-tone. 

Flautino 2 ft. The tone of this stop is delicate and of Flute-quality. 
It sounds two octaves above the fundamental pitch of the manual. The 
pipes are small, slender, open pipes. The stop has two functions; first, 
it supplies brilliancy to the larger combinations of. the manual, by 
strengthening the third overtone (fifteenth) ; Second, when it is properly 
Voiced, it assists in producing many delicate and useful combinations of 
8 and 2 ft., 16 and 2 ft., or 16, 8, 4, and 2 ft. pitch. 
aercele Es sa ags shiek eee stop, somewhat fuller and louder 
cane oe nding two octaves above the fundamental pitch 

an pipes are open, metal pipes, frequently of double 
length, thus being harmonic. If not too shrill, the stop is useful in | 
various combinations in the Ch., besides adding brilliancy to the Full Ch. 

Flute Céleste 8 ft., II Rks. A Flute Céle 


: : ste consists of two sets of 
Flute pipes, tuned slightly apart in pitch, which produce an undulating 


tone of Flute-quality. In old Continental organs, such a stop was 
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called “ Unda Maris.” The principle of the stop is similar to that of the 
Voix Céleste, but numerous difficulties arise in the voicing of a Flute 
Céleste, and only a small proportion of the stops named “ Flute Céleste ” 
can be considered a success. It is extremely difficult to produce an even 
and pleasing undulation of Flute-tone. If the two ranks are of 8 ft. 
pitch, and the scale of each rank is nearly the same, the tone is liable 
to “wobble” and sound distressingly out of tune, on account of “ inter- 
ference” (q. v.) or “sympathy.” The most pleasing Flute Céleste that 
the author ever heard was made by E. F. Walcker and Son, of Germany, 
and was named “Bifra.” It consisted of one rank of stopped, wood 
Flute pipes of 8 ft. pitch, and a rank of open, metal Flute pipes of 4 ft. 
pitch, tuned slightly sharp, so as to produce a slow wave. <A slow 
Tremolo was attached to the stop. The tone of a good Flute Céleste is 
very pleasing, and the stop is useful, mostly by itself, in contrast to other 
tone-qualities. 


C. StTRING-TonE Stops 


The String-tone stops of the organ exert an influence on the tone of 
combinations quite similar, though in a smaller degree, to the influence 
of the tone of the stringed instruments of the orchestra. These stops 
add not only color, but vitality, to the tone of organ combinations; and 
many beautiful effects are produced by their aid which cannot even be 
suggested by any other stops. While the tone-quality of these stops 
possesses a few of the characteristics of the tone of the stringed instru- 
ments, it must be remembered that the vibrations of a column of air 
within a pipe cannot successfully be made to imitate the tone produced 
by the vibrations of the strings of the Viol family. The friction of the 
bow on the strings causes a “bite” in the tone which probably never 
can be imitated in the tone of organ pipes. 

Gamba 8 ft. The full name of this stop is Viola da Gamba (or Viol 
de Gambe), from the name of the stringed instrument which the stop 
is intended to imitate. This instrument is a Viol which is held between 
the legs, whence the name. From an etymological view-point, the name 
“ Gamba” (which means “leg”) for an organ stop is most inappropri- 
ate. However, the necessity for abbreviated names on the draw-stops 
and long usage have established this name for the stop. 

There are many modifications of the Gamba, in most of which the 
imitation of the orchestral instrument is remote. The early Gambas 
had pipes of slenderer scale than those of the Diapason, with mouths 
cut low. The tone-quality, from a modern view-point, was only slightly 
stringy. These stops, in American organs, were most always placed in 
the Gt. They were of much utility, though frequently slow of speech. 
The more modern Gambas consist of open, cylindrical, metal pipes (fre- 
quently made of pure tin), of very slender scale (frequently the pipes 
have less than half the diameter of the Diapason pipes), with mouths 
cut low and narrow. A wooden roller or a bridge is generally placed 
across the mouth of the pipes to increase the string-tone quality. If 
the stop is placed in the Gt., the tone is keen and pungent, though some- 
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what full. If the stop is placed in the So. organ, the wind-pressure is 
generally greater and the tone-quality is more stringy though of a 
forced quality. The higher overtones are well developed, at the expense 
of the ground-tone. 

In the Gt. organ, the stop is used for solo purposes, in the tenor 
range; is combined with a Doppel Floete (or a Gross Flute) for a piano 
Gt. combination; or is combined with a Harmonic Flute 4 ft., for a 
special combination of a cutting character. When added to the com- 
bination of a Doppel Floete (or Gross Flute) and Diapason, the Gamba 
adds firmness. It rarely combines well with a Diapason alone, a firm 
Flute-tone being necessary to weld together the tones of a Diapason and 
a Gamba. Occasionally, a stop named “ Gamba” which is practically a 
Salicional is found in the Sw. 

Salicional 8 ft., Sw. or Ch. A Salicional is a small-scale Gamba 
which is usually placed in the Sw., though it is, occasionally, found in 
the Ch. The character of the tone varies in different organs. In large 
modern organs, in which the Sw. contains both a Salicional and a Viol 
d’Orchestre, the Salicional is generally of the old style; i.e., a small- 
scale, old-fashioned Gamba, having a somewhat stringy but not pungent 
tone. Salicionals of this character are also found in many old organs, 
which have only this one string-tone stop in the Sw. 

In many small, modern organs, the Salicional is more like a soft Viol 
d’Orchestre, and has a keen, pungent: string-tone. The tone of such 
Salicionals in these small organs, frequently, is too prominent in the 
soft combinations, because it cuts through the tone of the other stops to 
an objectionable degree. The object of a keen, pungent tone in a 
Salicional is, generally, to give the desirable string-quality to the Voix 
Céleste, of which it is a part. An old-fashioned Salicional, especially in 
the Sw. which also contains a Viol d’Orchestre, is veiy useful, as it 
gives the only satisfactory graduation of tone between the Aoline and 
the Gedeckt. Useful combinations with such a Salicional are: Salicional 
and Gedeckt, Salicional and Flute 4 ft., and Salicional and Violina 4 ft., 
unless the Flute 4 ft. and Violina are voiced too loud. A Viol d’Orches- 
tre, if present, supplies all that an old-fashioned Salicional lacks. I+ 
will be noticed that, in organs which contain only one 8 ft. string-tone 
stop in the Sw., the organist must often compromise somewhat in select- 
ing his combinations. If there are two such stops, e. g., Viol d’Orchestre 
and Salicional, all the various shadings of tone-color which require 
these stops are available. 

A Salicional, whether of an old-fashioned or a modern type, is a 
useful stop in the Sw. It may be used alone for soft harmony or ac- 
companiment to soft solo stops of the Ch., and is useful in the eombina- 
tions mentioned above. Occasionally, it is useful tc even the tones of 
the scale of a poor Oboe, or to re-enforce the tone of a good Oboe. 

In very old organs that have only four or five stops in the Sw., we 
occasionally find a Viola 8 ft. which is a cross between a Dulciana and 
a Salicional, both in power and tone-quality. In a few modern organs 
we find a Viola 8 ft. which has a strong string-tone quality. 

Viol d’Orchestre 8 ft., Sw. The modern Viol d’Orchestre is the 
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keenest and most pungent of the string-tone stops, though it is less 
powerful than a Gamba. It was invented about 1885 by Messrs. Michell 
and Thyne of England. The pipes are open, cylindrical, metal pipes 
(often of pure tin), extremely slender scale (the lowest pipe has abeut 
one-third of the diameter of a Gamba pipe), with a mouth cut low and 
partially covered with a roller. 

As previously stated, the tone of the Viol d’Orchestre is a keen, pun- 
gent, and animated string-tone. It combines well with the various 
Flute-tone and reed-tone stops, but rarely blends with any tone-qualiiy. 
It generally retains its own individuality in dll combinations. To be 
more specific, a Viol d’Orchestre combined with a 4 ft. Flute gives a 
pleasing combination, but the tone of each stop remains distinctly dis- 
cernible. On the other hand, if an old-fashioned Salicional and a 4 ft. 
Flute are combined, the tones of the two stops blend so well that they 
are hardly distinguishable in the resultant tone. 

The Viol d’Orchestre is a good solo stop, if one avoids the two upper 
octaves. It may be used alone, for sustained harmony, but generally 
requires a combination with other stops for short chords or arpeggios. 
It may be used to strengthen the tone of the reeds, as it does not destroy 
any of their characteristics; and it may be used to add firmness to the 
stronger combinations of its manual. 

Voix Céleste (Ger. Vox Celestis) 8 ft., Sw., Ch., or Ech. In stop 
nomenclature, the word “ Céleste” is used to indicate a set, or “rank” 
of pipes which is tuned slightly sharp (or flat). This difference of pitch 
produces an undulating effect, when this rank of pipes is combined with 
another rank of about the same character, which is tuned to the normal 
pitch. In modern organs this rank of pipes is connected with a com- 
panion rank of about the same power and tone-color, and both ranks. 
are brought on at once by means of one draw-stop. The Voix Céleste 
varies in different organs. Generally, it consists of two ranks of string- 
tone pipes (Viol d’Orchestre or Salicional). Occasionally, we find a 
stop named “ Voix Céleste” which consists of two ranks of Moline 
pipes. A Voix Céleste of the latter character is very soft and of lim- 
ited combinational utility, as it has practically no influence on any other 

stop, on account of its extreme softness. It seems to me advisable to 
name such a stop “ Unda Maris” (q. v.), reserving the name “ Voix 
Céleste” for the string-tone stop of undulating character, and “ Viol 
Céleste ” for the delicate, undulating stop of the Viol family. The pri- 
mary effect of the undulations is somewhat similar to the effect of a 
number of violins playing in unison. There is generally a slight dif- 
ference in pitch between the instruments, which adds “ nerve ” or “ vital- 
ity ” to the ensemble. Likewise, the difference in pitch between the two 
ranks of a Voix Céleste gives “nerve” and “vitality” to the tone of 
the stop. The tone of a good string-tone Voix Céleste is the nearest 
approach to the tone of a violin or cello of any stop in the organ. 

A whole chapter could be devoted to the numerous uses of a good Voix 
Céleste, but it would be repeating various statements which will be 
found in other parts of the book; therefore, it is only necessary to state 
here the general uses of this stop. It is an excellent solo stop, is ef- 
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fective in harmony, and exerts much influence on the tone of combina- 
tions. It adds vitality to the tone of the reeds, when they are used as 
solo stops, and increases the firmness and assertiveness of several mixed 
combinations. The real influence of the Voix Céleste, in the various 
combinations mentioned above, varies according to the keenness and 
power of the individual Voix Céleste. 

Incidentally, it should be noted that, in large organs, we sometimes 
find a Céleste which is tuned flat instead of sharp. This rank of pipes 
is, generally, intended to be used in addition to the two ranks of a Voix 
Céleste, for the purpose of increasing the undulating effect. 

Viol or Muted Viol 8 ft. This stop may be called a very delicate 
Viol d’Orchestre, as it produces a keen string-tone, but of delicate and 
subdued character. The pipes are generally of slenderer scale than 
those of the Viol d’Orchestre, and taper towards the upper ends. When 
well voiced, it is a most beautiful soft, string-tone stop, which may be 
used alone or combined with other equally soft stops. A Viol Céleste 
consists of two ranks of Viol pipes, one rank tuned slightly sharp. In 
reality this stop is a soft Voix Céleste. 

Viol d’Amour 8 ft., Ch. or Gt. Theoretically, this stop is a very soft 
string-tone stop, even softer than an old-fashioned Salicional, but in 
this country, it is generally voiced like a very soft Violin Diapason, and 
is placed in the Ch. or Gt., as an accompaniment stop, somewhat 
stronger than a Dulciana. Its tone possesses more character and volume 
than the tone of a Dulciana, but it is not assertive like the tone of the 
regular string-tone stops. The pipes are small-scale, cylindrical, metal 
pipes, with somewhat delicate intonation. This stop is extremely useful 
for the accompaniments of solo combinations of the Sw., when a Dul- 
ciana is too soft and indefinite. 

Fugara 4 ft., Ch. or Sw. In this country this stop is generally a soft 
Octave Salicional, and is used for combinational purposes. In several 
organs it is the 4 ft. string-tone stop of the Ch., and as such, is quite 
useful in brightening several combinations of that manual. It may also 
be used as an 8 ft. stop, by playing an octave lower, thus serving as a 
mild-toned Salicional. This stop is sometimes named “ Salicet 4 ft.” 

r ‘‘ Gambette 4 ft.” 

Violina (or Violin) 4 ft., Sw. This stop, like the previous one, is 
rarely found outside of this country; and even in this country, it is now- 
a-days less common in new organs than formerly. It seems to me that 
the neglect of this little stop is unfortunate. If it is voiced about 
one-third as loud as an old-fashioned Salicional, with little or no cutting 
string-tone quality, it has a combinational value which cannot be ap- 
proached by any present-day substitute. If it is voiced with a somewhat 
keen string-tone quality, its tone is frequently objectionable, as it cuts 
through the tone of the other stops in the combination to a disagreeable 
degree. Perhaps the name of the stop is the cause of its unpopularity; 
for the tone of such a stop, as is described above, has no suggestion of 
the tone of a violin. Combined with a Saliciona!; Gedeckt, or Bourdon 
16 ft., the Violina gives several useful, delicate donibinntlons! which are 
serviceable for the soft accompaniment of solo stops or of voices. The 
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pipes are generally medium scale, metal pipes, frequently tapering 
towards the upper ends. 

Violone 16 ft., Ped. This stop, the most common 16 ft. string-tone 
stop in the Ped., has slender-scale, wood pipes, considerably smaller than 
those of the Diapason. The tone is somewhat stringy, and occasionally 
suggests the tone of a contra bass. In large organs we also find a 
Contra Gamba 16 ft., which generally has metal pipes and a pronounced 
string-tone. The Violone is useful as the logical Ped. stop for the 
manual string-tone stops. A Contra Gamba is generally too strong for 
such a purpose. When a Violone is added to a Bourdon 16 ft., it gives 
firmness and additional power to the Ped. tones. A Contra Gamba 16 ft. 
has the same effect when it is added to a Diapason 16 ft. 

Cello 8 ft., Ped. This stop is the only 8 ft. Ped. stop in many old 
organs; but in modern organs it is more commonly one of three such 
stops — Flute (or Octave), Gedeckt, and Cello. In old organs the pipes 
are generally medium-scale, metal pipes. In modern organs the stop 
is generally an extension of a Violone; and as such, the pipes are wood 
pipes, except those of the upper octave, which frequently are metal 
pipes. The tone of a Cello is slightly stringy; oftentimes hard rather 
than stringy. This stop is rarely satisfactory for “Cello effects,” these 
being better obtained from a manual Voix Céleste. A Cello is useful to 
strengthen the 8 ft. octave of the Ped. combinations, and gives firmness 
to all the loud combinations. In a few organs we find a Cello on one 
of the manuals, which closely resembles a Viol d’Orchestre. Occasion- 
ally the stop has the full name — “ Violoncello 8 ft.” 


D. Reep-Tone Stors 


Oboe 8 ft. Among the reed-tone stops, the most common is the Oboe 
8 ft., in the Swell organ. In very old organs, this stop is frequently 
called *‘ Hautbois ” or “ Hautboy.”” In many small organs in this 
country, the Oboe is the only reed-tone stop in the organ; and it is in- 
cluded in nearly every well-balanced organ of any size. Undoubtedly, 
this is due to the great utility of the stop, both as a solo stop and as a 
combinational stop. In a few organs which have no reed-tone stop in 
the Gt., we occasionally find a Cornopean (q.v.) in the Swell organ, in- 
stead of an Oboe. This stop is substituted for the purpose of providing 
a stronger reed-tone for the Full Organ, in the absence of a Trumpet 
in the Great organ; the one stop (Cornopean) being intended to answer 
for both Oboe and Trumpet. From the point of economy, pure and 
simple, there seems to be but little criticism of this substitution, but from 
a tonal point of view, the substitution is questionable. A Cornopean, if 
voiced loud enough to answer for a Gt. Trumpet, is not a good substitute 
for an Oboe, as it is much too loud. On the other hand, if the Cornopean 
is voiced soft and smooth enough to be a fairly good substitute for an 
Oboe, it is of little value as a substitute for a Gt. Trumpet. 

The pipes of an Oboe are slender-scale, inverted conical, metal pipes. 
Technically, the pipes are known as “ beating reeds,” in contradistinction 
to “free reeds,” and have slender tongues beating on closed shallots. 
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The tone of a modern Oboe stop is a quiet, smooth, but firm, reed-tone, 
which is absolutely free from rattle, unless the pipes are “‘ out of voice.” 
It is devoid of the plaintive quality which is characteristic of the or- 
chestral instrument. In old organs, and in a few very small modern 
organs, the Oboe terminates at tenor C. The octave below is omitted, 
for the sake of economy, or is supplied by another stop, called “‘ Bassoon ” 
or “Bassoon Bass,” which has only twelve pipes of the lowest octave. 
In a few organs, not of modern construction, the above two stops are 
combined into one stop called ‘‘ Oboe and Bassoon.” In modern organs, 
the word “Bassoon” is dropped, and the stop, which runs through the 
entire compass, is always called “ Oboe.” A few organs contain an addi- 
tional complete stop called ‘Bassoon 8 ft.,” but the tone of this stop 
is quite different from that of an Oboe. This stop should not be con- 
founded with the Contra Bassoon 16 ft. or Contra Fagotto 16 ft. (q. v.). 
Incidentally, it should be noted that the upper twelve pipes of an Oboe, 
and also of all 8 ft. reed-tone stops, are flue pipes, as reed pipes are 
rarely carried above the pitch c’. 

A modern Oboe is an excellent solo stop, when used either alone, or in 
combination with such stops as a Gedeckt, Rohr Floete, Bourdon, Flute 
4 ft., Salicional, Viol d’Orchestre, or Voix Céleste. It combines well 
with most of the stops on its manual. It is also effective when used in 
harmony, either close or open position, and is a useful stop for strength- 
ening the combinations of medium power, either in organ music or in 
accompanying voices. 

Salicional Oboe, or String Oboe 8 ft., Sw. A keen, hard, and forced 
string-tone stop, which is sometimes substituted for an Oboe, in small 
organs. The pipes are very slender-scale, metal, flue pipes, like those of 
a Viol d’Orchestre; or very slender-scale, wood pipes, with a roll across 
the mouth of the pipes. The name of this stop is unfortunate, and 
somewhat of a paradox. Reed-tone stops require the attention of a tuner 
more frequently than the other stops. Small organs, which are located 
beyond the services of a tuner, may well have the reed-tone stops 
omitted; and a keen string-tone stop, like a Viol d’Orchestre, may well 
be substituted for an Oboe; but why call such a stop any kind of an 
Oboe? The tone of the stop would be no less attractive under a more 
appropriate name. 

If an organ contains a “ Salicional Oboe,” it must be substituted for 
the Oboe, in the registration, as far as is possible. Occasionally, it will 
have to be omitted, as the combination will be more satisfactory without 
the stop. Personal taste, and the exigencies of the individual organ, 
must be the sole guide. 

Orchestral Oboe 8 ft. A slender-scale Oboe, the tone of which some- 
what resembles the plaintive tone of the orchestral instrument. The 
pipes are made and voiced differently by different pipe-makers; but in 
all Orchestral Oboes the overtones are more pronounced than in the or- 
dinary Oboe. For this reason; the stop is less satisfactory in harmony 
than a regular Oboe. As a solo stop, alone or in combination with other 
stops, the Orchestral Oboe is valuable. Its tone-quality is fascinating 
and haunting. 
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Trumpet 8 ft., Gt. A powerful reed-tone stop, found in the Gt. of 
most organs. The pipes are inverted conical, metal pipes; larger in 
seale than those of an Oboe. The tongues of the reeds are thicker, and 
generally have a greater curvature than those of an Oboe; which gives 
more “clang” to the tone, indicating the presence of many of the 
higher overtones. : 

The tone of a Trumpet is powerful, rich, thick, and vibrant. If sup- 
ported by a proper amount of foundation tone, and surrounded by 
sufficient mixture-work of not too assertive character, the Trumpet gives 
dignity and power to the Full Organ. It can rarely be used alone, as a 
solo stop, though some special solo effects, of short duration, are obtained 
by combining a Trumpet with one or two Diapasons and heavy Flutes. 
In all small combinations the tone of the Trumpet is conspicuous, as it 
does not blend with the tone of the other stops. A good Trumpet, com- 
bined with a Diapason and a Tibia or Gross Flute, can be played in har- 
mony (mostly below c?), for the purpose of producing an effect some- 
what like the tone of the brass instruments of the orchestra when 
played forte. 

Tuba or Tuba Mirabilis 8 ft., So. or Gt. A Tuba Mirabilis is an ex- 
tremely powerful reed-tone stop — the most powerful stop in a modern 
organ. The pipes are large scale, inverted conical pipes, generally made 
of extra heavy metal. The tongues of the reeds are thick and the wind- 
pressure is extreme, occasionally being as high as 30 inches, whereas 
the wind-pressure of many Trumpets is only 4 or 6 inches, and sometimes 
even less. A 16 ft. extension of the Tuba is, frequently, called “‘ Ophe- 
cleide 16 ft.,”? and the 32 ft. extension of the same stop in the Ped. is 
called *“‘ Bombarde 32 ft.” 

The tone of a Tuba Mirabilis is most powerful and assertive, fre- 
quently harsh, being intended to stand out above the tone of the Full 
Organ. Sometimes the stop is called “‘ Tuba Magna,” or “ Tuba Ma- 
jor.’ A Tuba Minor, frequently called ‘“‘ Tuba,” when the organ con- 
tains also a Tuba Mirabilis, is smaller and much less powerful than a 
Tuba Mirabilis. This stop is substituted for a Trumpet in the Gt., in 
some modern organs. The tone of the Tuba Minor is smooth and full, 
and possesses some blending property, though it is, frequently, less 
brilliant than the tone of a Trumpet, owing to the absence of many of 
the higher overtones. 

Cornopean 8 ft., Sw. A Cornopean is practically the Trumpet of the 
Sw. organ; and as such, it is frequently made like a small-scale Trum- 
pet. The best stops of this name, however, have a smoother and more 
refined tone than a Trumpet, and possess more blending property. Like 
a Trumpet, the pipes of a Cornopean are of inverted conical shape. 
They are of larger scale than the pipes of an Oboe, but smaller than 
those of a Trumpet. The tongues of the reeds are fairly thick, with 
more curvature than those of an Oboe. 

The tone of a Cornopean is strong, full and resonant. This stop is 
valuable in the Sw. organ, and has many uses. It gives firmness and 
body to the tone of the Full Sw., and renders that tone influential when 
the Sw. is coupled to the Gt. If a Full Sw. is coupled to a F Gt. combina- 
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tion, opening and closing the swell produces more of an effect when 
there is a good Cornopean in the Sw. than when it is absent. Unlike a 
Gt. Trumpet, a Cornopean is a good solo stop, especially if it is combined 
with a few other stops. In a few cases, a Cornopean, combined with an 
Oboe, Flute 4 ft., Voix Céleste, and Vox Humana, suggests the tone of 
the lower register of the G string of a Violin, if this combination is used 
as a solo combination in that register. A Cornopean is also useful as 
the chorus reed of the Sw., and many effects in harmony are obtainable 
with this stop. Occasionally, it is necessary to substitute a Cornopean 
for an Oboe (or to add it to the Oboe) for a solo passage, when the 
only combination in the Gt. or Ch. which is available for a moving 
accompaniment is too loud for the Oboe. 

Contra Fagotto 16 ft., or Contra Bassoon 16 ft., Sw. While the 
name of this stop signifies a Double Bassoon, the stop is rarely voiced 
to imitate the tone of that instrument. In this country, a Contra Fa- 
gotto is very common as the 16 ft. reed-tone stop of the Sw. organ. It 
generelly consists of slender-scale, inverted conical, metal pipes, with 
narrow reed tongues. The scale of both pipes and tongues is slenderer 
than those of an Oboe. The tone is generally soft, nasal, and somewhat 
piquant. It combines well with the 8 ft. Flutes, is a good solo stop, and 
forms an excellent 16 ft. foundation for the reed combinations. In 
large organs a Double Trumpet 16 ft. is frequently substituted for a 
Contra Fagotto, or is added to that stop in the Sw. organ. This stop 
is much like a 16 ft. Cornopean. It has more power and body than a 
Contra Fagotto, but it is less satisfactory as a solo stop. A large-scale 
Double Trumpet is found in the Gt. in some organs. 

Clarinet 8 ft., Ch. Unlike the other reed-tone stops already described, 
a Clarinet has cylindrical, metal pipes, of about one-half the length of 
the pipes of the other 8 ft. reed stops. As the tongues of the reeds are 
much larger than those of the other reed stops, the unison pitch is ob- 
tained, notwithstanding the short pipes. The pipes generally flare at 
the upper ends, or are surmounted by a sliding bell which modifies the 
tone and assists in the tuning. By means of the above-mentioned de- 
tails, a smooth, hollow reed-tone, of great beauty, is obtained. Cylindri- 
cal pipes for reed stops have a tendency to strengthen the even-numbered 
overtones, at the expense of the odd-numbered overtones; and, like stopped 
flue pipes, they produce a peculiar, hollow tone which is characteristic. 
The tone somewhat resembles the tone of the orchestral Clarinet. The 
treble of the stop is far superior, being smooth, even, and less shrill; but 
the bass of the stop possesses none of the richness of that portion of the 
tone of the orchestral instrument. 

The stop is an excellent solo stop, used alone or combined with other 
stops. A modern Clarinet is effective in close harmony, in the middle 
octaves, but many of the older stops have a coarse and rattling tone 
which prevents such use. Full Ch. and Full Organ rarely includes the 
Clarinet, as its tone is not necessary or beneficial in such combinations. 

Trombone 16 ft., Ped. In the Ped. organ, a 16 ft. reed-tone stop is, 
frequently, named “ Trombone”; principally because the functions of 
the stop are similar to those of the Bass Trombone of the orchestra, 
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rather than on account of any similarity of tone. The pipes, wood or 
metal, are inverted conical shape. The tongues of the reeds are heavy, 
and are often re-enforced by a weight attached to the lower end. 

Contra Trombone 32 ft., Ped. Sometimes an independent stop, but 
frequently a 32 ft. extension of the 16 ft. Trombone. The principal 
function of these two stops is to give weight, body, and depth, to the 
Ped. notes, in Full Organ passagés. Occasionally, the stop is used in 
melodic phrases, in the Ped. part, when F combinations are employed on 
the manuals. 

Posaune 16 ft., Ped. Generally a heavy Trombone. 

Tromba (or Trombe) 8 ft., Gt. or Ped. As a manual stop, a Tromba 
is a species of Trumpet. As a Ped. stop, a Tromba is generally 
an augmentation of a 16 ft. Trombone, by the addition of the necessary 
twelve upper pipes. The lower 30 (or 32) pipes serve as a Trombone 
16 ft., and the upper 30 (or 82) pipes serve as a Tromba 8 ft. The 
middle 18 (or 20) pipes are thus used in both stops. The function of this 
stop is to supply the 8 ft. pitch of a similar character to the 16 ft. 
pitch of the Trombone, principally in Full Organ passages. 

Clarion 4 ft., Gt. or Sw. This stop bears the same relation to an 8 ft. 
Trumpet that an Octave bears to an 8 ft. Diapason. It is, in reality, 
an Octave Trumpet, only it is of small scale and less powerful. In the 
Sw. this stop can be considered as an Octave Cornopean. The principal 
functions of the Clarion are to add brilliancy to the Full Sw. or Gt., and 
to supply the 4 ft. tones in the heavy reed combinations. Occasionally, 
the stop can be used with a 4 ft. Flute, playing an octave lower than 
the music is written, for a Trumpet combination, which is somewhat 
softer than the 8 ft. Trumpet. 

Vox Humana 8 ft., Sw. or Ech. From a historical point of view, the 
Vox Humana received its name in several attempts (years ago) to imi- 
tate the tone of the human voice. Very little success resulted from these 
attempts. In a very few instances, the stop, combined with a Gedeckt 
which was, generally, slightly out of tune, and much influenced by vari- 
ous echoes and cross echoes of the barren auditoriums, produced an effect 
somewhat suggestive of a girlish soprano voice. Continued experi- 
menting has developed a stop which possesses much beauty and useful- 
ness, notwithstanding its failure as an imitation of the human voice. 

It seems to me that the Vox Humana is a much-maligned stop, due 
largely to its unfortunate and inappropriate name. One English writer 
has written: “Instead of resembling the human voice, its tone is any- 
thing from Punch’s squeak to the bleating of a nanny-goat.” The stop 
has been variously dubbed “the gas pipe,” and “ Nux Vomica with a 
gargle.” I suspect that the stop would escape much of the criticism, 
and would be judged on its merit as a distinctive tone-color, if it were 
called by some less inappropriate name. If organ stops were numbered 
like the stops in French reed organs, and this stop were “ Number 36,” 
no one would expect an imitation of the human voice, and hence, would 
not be disappointed. One would then accept the tone of the stop just as 


it sounds. : 
The tone of the best Vox Humanas, without resembling the tone of a 
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human voice in the slightest degree, has a strikingly beautiful quality 
of tone. Aside from its own beauty as an individual tone-quality, its 
“ timbre-creating ” power is of much value in stop combinations, but it 
must be used with moderation. When a Vox Humana is combined with 
reed-tone or string-tone stops, it may be called a good tone-color intensi- 
fier, if I may be allowed to use the term, in the absence of any other 
satisfactory term. The tone of an Oboe, as a solo stop, is frequently 
improved and rendered more animated by the addition of a Vox Hu- 
mana. The tone of a Voix Céleste, if it is a real string-tone Voix 
Céleste, is intensified, and frequently seems to have more vitality, if a 
soft Vox Humana is combined with it. A combination, consisting of a 
Cornopean, Oboe, Salicional, and Flute 4 ft., as a solo combination, fre- 
quently gains warmth and emotion by the addition of a Vox Humana. 
These illustrations are but a few of the many instances when this stop 
may be used to improve other tone-colors. A Vox Humana sounds well 
alone, as a solo stop or in harmony. It combines well with a Gedeckt, 
Rohr Floete, or a 4 ft. Flute. 

The pipes are large-scale, cylindrical, metal pipes, of varying lengths. 
The stop is always an 8 ft. stop in pitch, but the lowest pipe is never 
8 ft., or even 4 ft., in length. The length varies with different pipe- 
makers, from about 2 ft. down to even 10 inches. The pitch of each 
pipe is, therefore, controlled entirely by the reed, and each pipe-maker 
has his own method of shaping the tongues. In this country, the tops 
of the pipes are, generally, covered with a metal cap, which almost 
closes the upper ends of the pipes; only a narrow crack at one edge 
being left open. This cap regulates the tone to a large degree. The 
tone is thin and nasal, but of much character. The Tremolo is always 
used with the stop; in fact, most modern Vox Humanas are connected 
directly with a Tremolo, which is thus drawn with the one draw-stop. 
In this country, a very few Vox Humanas have two pipes to each note. 

French Horn. See Addenda on page 61. 

Musette 8 ft. This stop was originally an imitation of the bagpipe 
and the tone was produced by “ free reeds” (q. v.). In recent years, it 
has consisted of slender “beating reeds” and very small-scale pipes. 
The construction of the pipes varies with individual pipe-makers. 
Sometimes the pipes have metal caps and are pierced with a small hole 
about one-third from the top. The tone is a smooth reed-tone of piquant 
quality. 

Free Reeds. A variety of reed-tone pipes, whose tone is produced by 
free reeds (similar to the reeds of a cabinet organ), instead of by beating 
reeds, was somewhat popular at one time. Now-a-days, they are some- 
what rarely employed, as more satisfactory tone-colors can be produced 
and kept in order by the use of beating reeds. There still exist some 
good specimens of “ free reed ” stops in old organs: e.g., Cor Anglaise, 
Cremorne, Clarinet, Euphone, and Physharmonica. The last-named 
stop is the only one of the list which is still made with “free reeds.” 

A few stops have such a hybrid quality of tone that they cannot be 
positively classed with any one of the five qualities of tone: e.g., Quin- 
tadena, Gemshorn, Erzahler and Nitsua. 
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A Quintadena 8 ft., Sw. or Ch., may be called an outgrowth of a 
Quintaton (or Quintaten), which is a narrow Gedeckt, made and voiced 
so as to sound the twelfth (second overtone) quite prominently with the 
ground tone. In this country, the Quintadena has been greatly developed, 
and is now a distinctive stop, quite unlike the original Quintaton. 

The pipes of a Quintadena are large-scale, metal pipes, with low, nar- 
row mouths and beards. They are stopped at the top with sliding metal 
caps, and are so voiced that they sound the twelfth almost as loud as 
the fundamental tone. In the classification of stops a Quintadena must 
necessarily be called “a hybrid.” The stopped pipes produce only the 
even-numbered overtones, like a Gedeckt, but their large scale and the 
shape of the mouths prevent any similarity to the Gedeckt tone-quality. 
In this country two kinds of Quintadenas are in use. A rather loud 
stop, voiced for solo use only, is frequently placed in the Ch., and a much 
softer one for both solo and harmony use is found in the Sw. The 
principal difference in the two stops is in their volume and power. 

In the Sw. a Quintadena is a useful stop both by itself and in com- 
bination. It frequently can be substituted for a Salicional, for a variety 
of tone-color, and can be combined with a Gedeckt or Flute 4 ft. 
(much the same as a Vox Humana), both for harmony and soft solo 
uses. It may be added to other combinations as a “ timbre-creator.” 
The louder stop in the Ch. is a beautiful solo stop. 

Gemshorn 8 ft., Ch. or Gt. This stop is also a hybrid. Some people 
class it as a Flute-tone stop, while others are undecided whether to call 
it a string-tone or a Diapason-tone stop. The pipes are slender and 
taper from the mouth to the top of the pipe, being about one-third of 
the diameter at the top. This shape causes the prominence of the fourth 
and fifth overtones, to which is attributed the peculiar tone-quality. 

The tone is soft, slightly reedy in character, but of a clear and beauti- 
ful quality. Being somewhat louder, and possessing more character, 
than the tone of a Dulciana, a Gemshorn is very useful for soft accom- 
paniments, in passages which require more definiteness in the accompan- 
iment than can be obtained with a Dulciana. The stop is useful by itself, 
for its own tone-color; is a good soft solo stop; and adds character when 
it is combined with other soft stops, such as Melodia and Gemshorn, or 
Flute 4 ft. and Gemshorn. Occasionally we find a 4 ft. Gemshorn in the 
Sw. or Ch., in place of a Violina, or Fugara. 

Erzahler 8 ft. A modern stop, invented by Mr. Ernest M. Skinner, 
of a pronounced quality of tone, which is of a hybrid character. The 
pipes are conical shaped, even more so than Gemshorn pipes, and produce 
a tone which exerts considerable influence of a varied character in small 
combinations. This influence is largely due to the great prominence of 


the first overtone (octave). 
The Kleiner Erzahler has two ranks of smaller-scale pipes, one rank 


tuned sharp producing the céleste wave. 
Nitsua 8 ft. A stop somewhat like a Gemshorn which is found in 


the Austin organs. 
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E. Tue Percussion SToPs AND THEIR USE 


Outside of the various “ Traps” which are found in theatre organs 
and need not be considered here, the most common Percussion stops are 
the Chimes and Carillons, the latter also called “ Celesta” and “ Harp.” 

Chimes, or ‘Cathedral Chimes” as they are occasionally named, 
consist of 20 (sometimes more) tubular bells, hung on a frame, and 
sounded by the stroke of electro-pneumatic hammers which are generally 
covered with felt. The most usual compass of a set of Chimes is from 
A to e? (20 notes). 

The tone of Chimes consists of a series of prominent overtones or 
harmonics in which the fundamental tone is either absent or so faint 
that it cannot be discerned. The fourth overtone of the natural har- 
monic series is so overpowering in the tone of a chime that it determines 
the pitch of the chime. To illustrate, the organist should sound one of 
the chimes several times—C for example—to accustom the ears to 
the confusion of overtones and to definitely locate the pitch of the chime 
in the ear. Then he should play the triad of C (C, E, G) on a soft stop, 
while continuing to sound the chime. It will be observed that the tone 
of the chime does not accord with the tones of the triad. One will, at 
first, declare that the chime is “out of tune.” If the organist should 
sound the chime again and play the triad of A-flat (A-flat, C and E-flat), 
it will be found that the tone of the chime is perfectly consonant with 
this triad. While the recognized pitch of the chime is C, its harmonic 
series of overtones is A-flat, E-flat, A-flat, C, etc. The fourth overtone 
(C) is so prominent that it determines the pitch of the chime, but the 
series of overtones exerts so much influence on the tone of the chime 
that the chime sounds more or less “ out of tune” with any other series 
of overtones, such as the triad of C (C, E, G) or the triad of F 
(F, A, C). 

As a further illustration, the organist should play the first four 
measures of the hymn-tune “ Bethany” (“ Nearer, my God, to Thee”) 
on the Chimes. 


Without the harmony of the hymn-tune, the melody sounds pleasing 
when played on the Chimes; but if the organist plays the harmony on a 
soft stop at the same time that he plays the chimes, he will observe that 
the chimes marked 2, 3, 4, 7, 8, and 10 sound dissonant to the harmony 
— “out of tune ” — while the chimes marked 1, 5, 6, and 9 are perfectly 
in accord with the harmony. The fourth overtone of the natural har- 
monic series, to which reference is made, is the “third” of a triad: 
and only those notes of the melody which are the third of their respective 
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triads will be perfectly in accord with the harmony. According to the 
overtones of the chimes, the melody should be harmonized thus to have 
each chime sound perfectly in tune: 


If these triads are played with the chimes, it will be found that each 
chime sounds “in tune”; but even the harmonic progressions of the 
most ultra-modern composers have not yet prepared our ears for such 
progressions of harmony. 

By exercising a little care, the organist can produce many beautiful 
effects with the Chimes, but if he ignores the scientific principle of the 
overtones in the chimes he will produce effects which will distress every 
musical ear. 

Notice how Meyerbeer treated one bell in the fourth act of “The 
Huguenots,” where the bell is sounded for the massacre of the Hugue- 
nots. A stroke of the bell sounding tenor F is accompanied by the 
B-natural below, played on the bassoons and clarinets. This B-natural 
is the same as C-flat, which is the sixth overtone of the series of which 
F is the fourth overtone (low D-flat being the fundamental tone). The 
B-natural is a diminished fifth below the F of the bell, and is in perfect 
accord with the bell. The effect is very impressive. If the composer had 
written a note of the triad of F (C or A) for the wind instruments the 
effect would have been intolerable. 

There are numerous themes or melodies in which a chime can be 
sounded with some of the notes of the melody and produce a pleasing 
effect, provided the chimes are not sounded with the “intervening notes 
of the melody. If the organist accompanies the melody which is being 
played on the chimes with the harmony played on a soft stop, especially 
if the harmony is played below the pitch of the Chimes, his musical ear 
frequently will be shocked. It is sometimes possible to accompany the 
melody which is played on the Chimes with the harmony, if the latter is 
played on a soft stop or combination two or three octaves higher than 
the octave of the Chimes. Such hymn-tunes as “ Eventide” (“ Abide 
with me”) and “Lux Benigna” (“ Lead, Kindly Light”) are suitable 
for such treatment. If the harmony is played in the upper octaves of 
the Swell with the Vox Humana and Gedeckt, or with the Voix Céleste 
and Flute 4 ft., the difference between the harmonic series of the Chimes 
and the chords is less pronounced and the Tremolo assists in destroying 
the apparent dissonance between the harmonics of the two tone-colors. 

Various composers of organ music have introduced the Chimes in 
the registration of certain sections of their compositions with very pleas- 


ing effect: viz., 
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Evening Chimes Wheeldon 
Echo Bells Brewer 
Evening Bells and Cradle Song Macfarlane 
Chanson du Soir Frysinger 
In Moonlight Kinder 
Sunset (Pastoral Suite) Demarest 
Sunset and Evening Bells Federlein 
Meditation (from Suite in G-minor) Truette 
Vesper Hymn Truette 


Carillons. The organ stop called “ Carillons,” like its prototype in 
the orchestra, from time to time has varied considerably in form. Four 
or five distinct forms have been used with different degrees of success, 
and, in like manner, the name of the stop has varied. Besides “ Caril- 
lons”’ the stop has been called “ Glockenspiel,” “Gongs,” ‘ Chimes,” 
“ Stahlspiel,” “ Clochettes,” and in the present day, “ Harp” and “ Ce- 
lesta.” 

One form of this stop was a set of small bells which were struck by 
some form of a pneumatic hammer. 

An ancient form of the stop which is now obsolete, was a set of gongs, 
over which was situated a set of metal bars. The resonant gongs were 
made of brass and were tuned by being filled with plaster of Paris, 
until the required pitch was obtained. This form of Carillons was much 
affected by the temperature of the building and rarely remained in tune. 

A third form of Carillons is a set of tubular bells; but in this coun- 
try, this form of the stop is called “ Chimes” (q. v.). 

A fourth form of the stop, which is now also obsolete, was a mixture 
stop or combination of flue pipes, of different pitch, but always tuned to 
a high pitch, such as the 12th, 17th and 22nd. The stop was generally 
used with some kind of a 4 ft. Flute, such as a Night Horn, to give 
definiteness to the pitch; and a Tremolo was added to produce a wave- 
like effect. These stops were rarely in tune, as the pipes were so small 
that slight changes of temperature put them out of tune. 

Different organists with different organs have produced bell effects 
with special combinations of stops peculiar to the individual organ. On 
one organ, a Bourdon 16 ft., Flautino 2 ft., and Vox Humana produce a 
good bell imitation. On another organ a soft Gedeckt in the Gt., coupled 
with a Harmonic Flute of 8 ft. pitch and a Tremolo in the Solo organ, 

with which is combined a soft Céleste i in the Sw., produces a fairly good 
bell effect. 

A fifth form of Carillons, variously called ‘“ Carillons,” ‘ Harp,” 

r “Celesta,” which is most successful and popular now-a-days, is a 
set of bars, made either of steel or glass, which are struck by pneumatic 
hammers. These bars are placed either in a horizontal position on a 
frame, or are suspended in a vertical position from a frame. Under- 
neath each bar is placed a short section of wood pipe with its lower end 
closed. This pipe acts as a resonator; adds breadth and roundness to 
the tone, which would, otherwise, be of thin metallic quality; and pre- 
vents the pitch being easily affected by changes of temperature. Felt 
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hammers, somewhat like those of the pianoforte, are so arranged that, 
by means of a collapsible pneumatic bellows, they are caused to strike 
the bars and rebound to their normal position. Generally some form 
of a damper is connected with the action to prevent the bar vibrating 
after the key is released. The tone thus produced is of a peculiar bell 
quality, and when heard at some distance is very pleasing. 
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In organ music the Carillons (“ Celesta” or “ Harp”) can be used 
with considerable success in several different manners. Short arpeggioed 
chords, as at A, of eight or ten notes, produce a good harp effect. Some- 
times this effect is heightened if a soft Gedeckt or 4 ft. Flute is added. 


Carillons and Gedeckt. 


A good variation of this effect, which sounds like two distinct manuals, 
is to use the Gedeckt with the Carillons, and sustain the chord which 
has been played in a quick arpeggio manner as at B. 


Carillons. e e Carillons, 
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Another good effect is produced by playing two or three notes together 
in thirds or chords, as shown in a short excerpt from a Capriccio of 
Faulkes at C. ~These should be played staccato and if alternated with 
a Flute stop the effect is improved. 

A passage in the Berceuse of the same composer (D) can be played 
with good effect on the Carillons while the melody is played with the 
other hand on the Vox Humana. 


Slow melodies in single notes and rapid scale passages frequently do 
not sound well when played on the Carillons. With the former the 
pitch is too wavering and uncertain. With the latter the fact that the 
steel bars vibrate beyond the length of the notes, even if dampers are 
provided, makes such passages discordant. With chords and arpeggios 
this condition acts advantageously and adds to the good effect of the 
chords and arpeggios. The Carillons combine well with flutes of eight 
and four-foot pitch and sound well in contrast to strings and soft reeds, 
but when combined with strings and reeds in the same chords or arpeg- 
gios they are less satisfactory. 


F, TREMOLO (TREMULANT) 


The Tremolo is a mechanical appliance which is attached to the 
wind-chest of each of the manuals except that of the Gt. organ, by 
means of which a rapid and regular disturbing of the wind supply 
causes an undulation of the tone of such pipes as are on the wind-chest 
with which the Tremolo is attached. 

The effect of a Tremolo on the tone of the pipes is somewhat similar 
to the effect of the shake of the left hand, with which players of the 
violin and violoncello produce a vibrato. With the tone of some stops 
and combinations, a Tremolo adds nerve and vitality. With the tone of 
other stops and combinations, the effect of a Tremolo may be called a 
“ mixer” of tone-colors and overtones. 

A good illustration of the “mixing” property of a Tremolo is the 
familiar practice of an artist painter. He paints two contiguous lines 
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of different colors; e.g., green and yellow. Before the paint is dry, 
the painter, with a soft brush, makes a short and gentle wavy motion 
across the two colors, in such a manner that the line of demarcation 
is entirely obliterated, and a rainbow effect, or a complete blending of 
the colors, is the result. The outside edges of the two colors preserve 
their original color, but elsewhere the separate colors cannot be dis- 
tinguished. 

A somewhat similar effect on the peatiitant tone-color of a combination 
of stops is often produced by the Tremolo. For a practical illustration, 
draw the Sw. Bourdon 16 ft., and the Flautino 2 ft. Hold a chord with 
the R. H. anywhere in the two upper octaves of the manual. The effect 
will generally be unpleasant. The individuai tones of the two stops 
stand out too prominently. The tone of the Flautino is the third over- 
tone of the Bourdon and does not blend at all with the fundamental tone 
of the Bourdon. If a Tremolo is added, an entirely different effect is 
produced as the tones of the two stops are thereby “‘ mixed ” and blend 
well. The same effect will be noticed with a Vox Humana without a 
Tremolo. The prominent overtones which are characteristic of this stop 
do not blend at all until a Tremolo is added. 

Notwithstanding this valuable “mixing” property of a Tremolo, 
quite a number of organists condemn the stop altogether, and pronounce 
it “a cheap and tawdry abomination.” These same organists recog- 
nize and admire the vitality which a solo violinist or cellist imparts to 
sustained melodies with the aid of the vibrato or tremolo. The fact that 
there is no similar effect possible with the wood-wind instruments of 
the orchestra, cannot properly justify the stigmatizing of the effect of 
a Tremolo as an illegitimate effect. It is distinctly an organ effect and 
can be used with great advantage; though it is, of course, possible to 
weary the ears with an excess. The Tremolo is much misunderstood, 
both in its use and in its abuse. 
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French Horn. A very successful imitation of the tone of the orchestral 
instrument has, in late years, been introduced in organs by such well- 
known builders as the Ernest M. Skinner Organ Co., and the Hook- 
Hastings Organ Co. The pipes of the former are large-scale, inverted 
conical, metal pipes, and are capped at the upper ends. The reed 
tongues are slender and are inserted in extra heavy shallots. The tone 
closely resembles the tone of the orchestral instrument even to what is 
known as “ the bubble.” 


CHAPTER V 
COUPLERS AND OCTAVE COUPLERS 


CoupPLERS are mechanical contrivances by means of which the various 
departments of an organ can be connected and played as one depart- 
ment: e.g., by means of the Sw. to Gt. Coupler, the Sw. organ is 
“ eoupled ” to the Gt. organ, and can be played from the Gt. manual, 
with or without the stops of the Gt. sounding. There are eight kinds of 
Couplers; viz.: 


Manual to Manual Unison e. g. Sw. to Gt. 8 ft. 
Manual to Manual Sub Sw. to Gt. 16 ft. 
Manual to Manual Super ”» Sw. to Gt. Aa Ets 
Manual on Itself Sub % Sw.-tonsw. 1G .tts 
Manual on Itself Super ” Sw. to Sw. aot 
Manual to Pedal Unison ” Gt. to Ped. 8 ft. 
Manual to Pedal Super ” Sw. to Ped. Artt, 
Pedal to Pedal Super ” Ped. to Ped. 4 ft. 


The Manual to Manual Couplers connect one manual with another 
manual, so that the first-named manual can be played from and with the 
second-named manual. The Manual to Pedal Couplers connect a manual 
with the Pedal. The Manual and Pedal on Itself Couplers cause each 
key to sound its octave. (Note: Care should be taken to use correct 
names for the couplers. In these couplers the first department of the 
name of the coupler is coupled to the second department of that name: 
i.e., Sw. to Gt. means that the Sw. is coupled to the Gt., not the reverse. 
The term “ Ped. to Gt.,” which is frequently found in printed music, is 
a misnomer. The) Ped. cannot be played from the Gt. The correct name 
is Gt. to Ped.) 

These couplers are grouped into three classes: viz., Unison (8 ft.), 
Sub (16 ft.), and Super (4 ft.) Couplers. The Unison Couplers couple 
the same notes between the manuals or between the manual and Pedal. 
The Sub Couplers couple the octave below, and the Super Couplers 
couple the octave above. In modern organs the individual Sub and 
Super Couplers are more frequently named, “16 ft.” and “4 ft.” Coup- 
lers, although collectively they are called “ Sub” and “ Super ” Couplers. 

The term “ Super-Octave Coupler” in old organs caused some con- 
fusion, on account of the presence of a stop named “ Super-Octave,” 
which sounded two octaves above the unison pitch. In modern organs 
this stop is generally named “ Fifteenth,” the significance of the name 
being obvious and the confusion avoided. 

In many modern organs the couplers do not act through one another: 
i.e., a Gt. to Ped. Coupler does not include the Sw. when the Sw. to Gt. 
is on. A Sw. to Gt. does not include the Sw. to Sw. 16 or 4 ft., if these 
couplers are on. In a few modern organs, some of the couplers are 
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specially designed to act through one another. There are advantages 
and disadvantages with both kinds of couplers. In a few organs, in 
which the couplers do not act through one another, a special coupler, 
“Gt. to Sw.,” is provided. This enables the organist to use Full Gt., 
Full Sw., and Sw. to Sw. 16 and 4 ft. Couplers, together, playing on the 
Sw. In other organs, Sw. to Gt. 16 and 4 ft. Couplers are provided (in 
addition to the Sw. to Sw. 16 and 4 ft. Couplers), which obviates the 
necessity of the Gt. to Sw. Coupler. 

The Unison Manual Couplers (also called “8 ft. Couplers”), Sw. to 
Gt., Ch. to Gt., and Sw. to Ch., as well as the additional couplers for the 
Solo and Echo, when the organ contains these manuals, have two uses: 
first, for the purpose of combining the stops of two manuals into one 
tonal combination; and second, for the purpose of re-enforcing the tone 
of one manual by the addition of several stops of another manual. 

The Sw. to Gt. Coupler is probably the most used, and likewise the 
most abused, coupler in the organ. Many organists draw this coupler 
when they sit down at the organ, and do not push it off until they close 
the organ. While it is a most useful adjunct in playing, it is frequently 
unnecessary and sometimes objectionable to have it on. In small organs 
the tone of the Gt. organ, except when only the soft stops are being used, 
is frequently thin, unless the 8 and 4 ft. stops of the Sw. are coupled. 
Furthermore, many of the louder combinations of the Gt. are enriched 
by the addition of several stops of the Sw. Obviously, Full Gt. is im- 
proved by the addition of Full Sw. On the other hand, if a Flute solo 
is played on either an 8 or 4 ft. Flute stop on the Gt., the Sw. to Gt. 
Coupler, if on, mars the effect. Again, contrast is frequently destroyed, 
when the player is alternating between somewhat soft combinations on 
the Sw. and on the Gt., if the manuals are coupled; e. g., if the player 
is alternating between the Gt., with 8 and 4 ft. Flutes, and the Sw., 
with Oboe, Salicional and Flute 4 ft., the sharp contrast between these 
two combinations is missed, if the Sw. stops are heard when playing on 
the Flutes. These two combinations coupled together produce a very 
pleasing effect, but the contrast between the separate combinations is 
sacrificed if the Sw. to Gt. Coupler is on. 

Oceasionally, an organist plays a solo on the Gt., with the accompani- 
ment on the Sw., without the Sw. to Gt. A short F passage for the Gt. 
Diapason follows, which in turn is followed by a repetition of the first 
passage for solo and accompaniment. To add the Sw. to Gt., when 
drawing the Gt. Diapason, is unnecessary and frequently awkward. 
Many similar passages are simplified, without any loss of effect, by 
omitting the Sw. to Gt. Coupler. 

The Ch. to Gt. Coupler, except in large organs, is somewhat limited 
in usefulness. A few solo combinations, such as the 8 ft. Flute of the 
Gt. combined with the 8 and 4 ft. Flutes of the Ch.; the Gamba of the 
~ Gt. combined with the 4 ft. Flute of the Ch.; and the 8 ft. Flute of the 
Gt. combined with the Clarinet of the Ch., are useful. The MF com- 
binations of the Gt. are sometimes enriched by coupling the Flutes of 
the Ch. to the Gt. In larger organs a much greater variety of similar 


combinations is possible. 
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The Sw. to Ch. Coupler is likewise limited in usefulness. A few dis- 
tinct combinations of the stops of the two manuals are possible, espe- 
cially in large organs. All the 8 and 4 ft. stops of each manual, with 
the Sw. to Ch. Coupler, or Full Sw. and Full Ch. coupled together, 
produce good accompaniment combinations for the louder solos of the Gt. 

In old organs which have mechanical action, the manual couplers 
generally make the key action so stiff, that rapid execution in Toccatas 
and like compositions is extremely difficult, if not impossible. In play- 
ing such compositions, it is advisable, and oftentimes imperative, to 
omit the Sw. to Gt. Coupler, until the last chords of the composition. It 
is preferable to sacrifice a little of the volume of tone, rather than to 
seriously mar the execution of the composition. 

Manual to Pedal Couplers. The primary uses of the Manual to Pedal 
Couplers are: first, to re-enforce the tone of the pedal stops; second, to 
enable the performer to play with the Pedal, the bass notes of the 
manuals which cannot conveniently be played with the left hand; and 
third, to produce solo effects on the Pedal keyboard. When both hands 
are playing harmony on one manual, and the pedal-part is a melodic 
bass part of that harmony, the manual should generally be coupled to 
the Pedal. If the pedal-part is an independent pedal-part, instead of a 
melodic bass, or if the pedal notes are staccato bass notes, it is fre- 
quently more effective to omit the Manual to Pedal Coupler, except in 
loud passages when the coupler is necessary. If there is no soft 8 ft. 
stop in the Pedal organ, and the 16 ft. stop proves too indefinite in 
pitch and power, an 8 ft. Flute on one of the manuals can be coupled 
to the Pedal, to supply the additional tone which is lacking in the Pedal 
organ. 

If various short phrases are played alternately on two different man- 
uals, and the changes are too sudden to permit changing of the Manual 
to Pedal Couplers, it is frequently advisable to compromise, by coupling 
one of the manuals to the Pedal, letting that coupler suffice for all the 
phrases. When this is necessary, the organist should select that coupler 
which does not prove objectionable with either manual; e.g., if the 
phrases alternate rapidly between the Sw. (with 8 and 4 ft. stops and 
Oboe) and the Ch. (with Melodia and Flute 4 ft.), the Sw. to Ped. does 
not answer for both manuals, as the Oboe stands out too prominently 
in the pedal notes when the phrase is played on the Ch. On the other 
hand, the Ch. to Ped. is less objectionable when playing on the Sw. On 
some organs, however, even this compromise is impossible, as the Flute 
4 ft. in the Ch. stands out too prominently when one is playing on the 
Sw. 

It is perhaps needless to state that the Manual to Pedal Couplers 


should always be used in very loud passages, when the pedal part is the 
real bass of the passage. 


OcTAVE COUPLERS 


In considering Octave Couplers, it seems advisable to consider first 
the old-style octave couplers, as their effects and uses are not only much 
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limited, but are radically different from those of the modern octave 
couplers. The oidest octave coupler is the “Sw. to Gt. 8-Va.,” which 
connects the octave above of the Sw. to the Gt. This coupler was 
placed in nearly every small two-manual organ which was built thirty 
or forty years ago, as well as in a few three-manual organs of that 
period. As the action of these old organs in nearly every case was 
mechanical, these octave couplers moved the keys of the Sw. organ 
and made the action of the Gt. very stiff. 

The prime object of this octave coupler was to increase the power of 
the organ, without a corresponding increase of the cost, which would 
have been necessary if additional stops had been provided. Unfortu- 
nately, this “increased power ” was frequently shrill and objectionable. 
However, in some of these old organs which are still in existence, a few 
fairly agreeable combinations can be obtained, with the aid of the Sw. 
to Gt. 8-Va. Coupler. If the softest stop in the Sw. is drawn, with the 
Sw. to Gt. and Sw. to Gt. 8-Va. Couplers, quite an agreeable combina- 
tional tone is produced by playing on the Gt. manual (without any stops 
of the Gt. organ drawn). Naturally, the character of this combination 
is much varied by the character of the softest stop in the Sw. In many 
of these old organs, the softest stop is variously called, “Gamba,” 
“ Salicional,” or “ Viola,” but it possesses only a fraction of the real 
tone-quality of these stops, as we know them now-a-days. If the soft- 
est stop happens to be a Keraulophon, Dulciana, or A®oline, the tone of 
the combination is much more delicate and agreeable. Occasionally, a 
St. Diapason in the Sw. can be used to advantage with these two coup- 
lers; and quite rarely, a Flute 4 ft., if one plays an octave lower. 

Sometimes an agreeable combination on the Gt. is produced by draw- 
ing a Dulciana (or Keraulophon) on the Gt., the softest stop that is on 
the Sw., and the Sw. to Gt. 8-Va. Coupler (without the Sw. to Gt. Uni- 
son Coupler). A good Flute-tone combination is obtained by drawing the 
8 ft. Flute (Melodia, Clarabella, or Hohl Floete) on the Gt., the St. 
Diapason on the Sw., and the Sw. to Gt. 8-Va. Coupler. Occasionally, a 
solo combination on the Gt., corresponding to the Melodia and Piccolo of 
a modern Ch. organ, can be produced by drawing the 8 ft. Flute on the 
Gt., the Flute 4 ft. on the Sw., and the Sw. to Gt. 8-Va. Coupler. The 
accompaniment of such a solo combination, if the organ is a two-manual 
organ, must be played on the Sw. an octave lower than it is printed. 
Adding the Sw. to Gt. Unison Coupler sometimes gives an agreeable 
variation of this combination. 

As I have reiterated many times, the agreeable effect of each of these 
combinations is much influenced by the relative power of the stops named, 
in the individual organ. On some old organs every one of these com- 
binations is pleasing; but on some other old organs, many, if not all, of 
these combinations are objectionable. In many of these old organs the 
key action, being mechanical, is so stiff that it is almost impossible to 
use both the Sw. to Gt. and the Sw. to Gt. 8-Va. Couplers in rapid 
music. 

While all the combinations mentioned above, which include the Sw. to 
Gt. 8-Va. Coupler, are intended specially for old organs, many of them 
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can be used with even greater effect on modern organs. The presence of 
the Sw. to Sw. 16 and 4 ft. Couplers in modern organs (especially treated 
later) does away with the necessity of resorting to the roundabout 
method of obtaining some of the desired combinations, which is necessary 
in the old organs. 

The next octave coupler which came into use was the Ch. to Gt. Sub- 
Octave Coupler, which was introduced primarily to add 16 ft. tone to 
the Gt. organ, without providing a separate 16 ft. stop. This coupler 
was rarely included except in organs which had pneumatic action; 
hence, it did not stiffen the key action of the Gt. when it was drawn. The 
use of this coupler in modern organs will be considered later. 

Since the introduction of the two octave couplers, previously men- 
tioned, there has been a steady and rapid improvement in organ action, 
which has been accompanied by a corresponding improvement and in- 
crease of octave couplers. In a modern four-manual, electric organ, 
which contains an Echo organ, it is possible to have over twenty octave 
couplers, as follows: — 


List oF OCTAVE COUPLERS IN A MODERN FourR-MANUAL ORGAN 


Sw. to Sw. 16 ft. 

Sw. to Sw. hits 

Ch. to Ch. 16 ft. Somewhat rare. 
Ch. to Ch. 4 ft. 

So. to So. 16 ft. 

So. to So. 4 ft. 

Ech. to Ech. TOs ate 

Ech. to Ech. 4 ft. 

Gt. to Gt 16 ft. Rare and questionable. 
Gt. to Gt 4 ft. Somewhat rare. 
Sw. to Gt. 16 ft. 

Sw. to Gt Aa ep 

Ch. to Gt 16 £t. 

th. to Gt 4 ft. Somewhat rare. 
So. to Gt. 16 ft. 

So. to Gt A ft. 

Sw. to Ch 16 ft. Somewhat rare. 
Sw. to Ch Asatte 

Gt. to Ped 4 ft. Somewhat rare. 
Sw. to Ped Ast 

Ch. to Ped. 4 ft. Somewhat rare. 
So. to Ped. ATi. 

Ped. to Ped. 4 ft. 


In modern organs, the pipes of the Sw. are generally extended an 
octave above the compass of the manual, 73 pipes in all, so that the 
4 ft. Coupler may have the same effect in the upper octave of the man- 
ual as in the other octaves. Otherwise, the octaves would cease at c? 
and the notes above this note would sound much weaker than those 
below. In a few organs, the pipes of some or all of the other manuals 
are also extended. The only disadvantage of this extension of the com- 
pass is, that the pipes of the extended octave are so tiny that they are 
much affected by the slightest change of temperature and are generally 
more or less out of tune. 
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In modern organs, there are three distinct uses of the octave couplers 
(16 and 4 ft.): First, they are used in various ways to strengthen the 
tone of the louder combinations; such as increasing the power of Full 
Sw., by adding the 4 ft., 16 ft., or both, couplers. Second, they are used 
to produce a variety of distinct tonal effects; such as a Flute-tone stop 
with a.4 ft. coupler, a string-tone stop with a 16 ft. coupler, or a com- 
bination of the two colors with one’or both couplers. Lastly, they are 
very valuable for the purpose of modifying the tone of solo combina- 
tions; such as adding a 16 ft. Coupler to a reed or string-tone solo stop, 
or to a combination of such stops. 

The first use of the octave couplers just mentioned,—to increase 
the power of a manual or of the whole organ — is fraught with danger. 
Frequently the Full Organ of a small organ, which, otherwise, has an 
agreeable though somewhat subdued tone, is rendered almost intolerable 
by the addition and frequent use of an octave coupler. If this organ 
has but a few stops in the Gt., and the 4 ft. Flute of the Sw. is a loud 
one, the Sw. to Gt. 4 ft. Coupler renders the Full Organ harsh and 
shrill. If this 4 ft. Flute is omitted when the octave coupler is on, the 
effect is much less offensive, but there is an inborn tendency, among 
young organists, to draw all the stops in sight, when playing FF, even if 
one particular stop spoils the effect of the whole organ. In larger or- 
gans, the above mentioned 4 ft. Flute is generally less obtrusive, and 
besides, there are more and heavier stops in the Gt. to absorb and bal- 
ance the tone of this Flute in octaves. 

In a large Swell organ, the addition of the 4 ft. Coupler adds both 
brilliancy and power. As such a Swell organ always has between six and 
ten 8 ft. stops, and one or two 16 ft. stops, the effect of the octaves on 
the 4 ft. stops is counterbalanced by the addition of the octaves of the 
16 and 8 ft. stops. If this Swell organ has 73 pipes for each stop, the 
upper octave of the manual is provided with the additional octaves, when 
the 4 ft. Coupler is on. Otherwise, the upper octave of the manual 
should be used sparingly, when the 4 ft. Coupler is on, as the octaves of 
the coupler end with c* and the notes above c® are proportionately 
weak. 

Using the 4 ft. Coupler on the Ch., for the purpose of increasing the 
power of that manual, also requires special thought. If the Piccolo 
(2 ft.) of the Ch. is on, with the 4 ft. Coupler, the effect is generally 
very objectionable. The best method to add power to the Ch., by means 
of the Ch. to Ch. 4 ft. Coupler, is to use only the 16 and 8 ft. stops, when 
the 4 ft. Coupler is on. If the 4 ft. Flute is not very loud, it can be 
included, if the music does not run too high. 

The 16 ft. couplers, when used for the purpose of increasing the 
power of a manual, also require more thought than is frequently given 
to them. The Sw. to Sw. 16 ft. Coupler frequently causes the Full Sw. 
to sound gruff and objectionable. This is generally due to the Sw. Bour- 
don 16 ft., which becomes a 32 ft. manual stop, if the Sw. to Sw. 16 ft. 
Coupler is on. When this Bourdon is somewhat loud, the effect of the 
Sw. to Sw. 16 ft. Coupler is improved if the Bourdon is omitted. A 16 
ft. reed-tone stop (Contra Fagotto) frequently produces a similar ob- 
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jectionable effect, and is better omitted if the Sw. to Sw. 16 ft. Coupler 
is on. The Ch. to-Gt. 16 ft. Coupler is useful in adding 16 ft. tone to 
the Gt. organ, but the 16 ft. stop of the Ch. frequently should be 
omitted, as it produces a 32 ft. manual effect, which is not often desired. 

In very large organs, the objectionable features of the octave couplers 
are much minimized; and furthermore, using both the 16 ft. and 4 et 
couplers together frequently overcomes the objectionable feature of either 
coupler when used singly. 


Tur SECOND UsE OF THE OCTAVE COUPLERS 


In a moderate-sized Swell organ there are at least two distinct com- 
binations of 8 and 4 ft. Flute-tone. Practically every Swell organ con- 
tains an 8 ft. Flute stop (Gedeckt, St. Diapason, or Rohr Floete) and a 
4 ft. Flute (Flauto Traverso, Harmonic Flute, Rohr Floete, or Wald 
Floete). These two stops together produce a combination of 8 and 4 ft. 
Flute-tone. Likewise, nearly every moderate-sized Swell organ contains 
either a 16 ft. Bourdon or a 16 ft. Lieblich Gedeckt. This 16 ft. stop 
combined with the 8 ft. Flute-tone stop, if one plays an octave higher, 
produces another combination of 8 and 4 ft. Flute-tone, but of a some- 
what different character from the first-mentioned combination. In this 
Swell organ the number of 8 and 4 ft. Flute-tone combinations is in- 
creased from two to five, by means of the 16 and 4 ft. couplers. The ex- 
act difference in tone-color between some of these combinations may be 
slight, but the discerning organist has the chance to choose the in- 
dividual combination which, in both color and power, best produces the 
effect desired. The five combinations are: — 


Gedeckt 8 ft. and Flauto Traverso 4 ft. 

Bourdon 16 ft. and Gedeckt 8 ft. (playing an octave higher). 
Gedeckt 8 ft. and 4 ft. Coupler. 

Bourdon 16 ft. and 4 ft. Coupler (playing an octave higher). 
Flauto Traverso 4 ft. and 16 ft. Coupler. 


Sua O29 POis 


The real difference between Nos. 2 and 8 is as follows: in No. 2 
(playing an octave higher) the 8 ft. tone from the Bourdon is generally 
softer than the 4 ft. tone from the Gedeckt; while in No. 3 the 4 ft. tone 
from the 4 ft. Coupler is of exactly the same power as the 8 ft. tone of 
the Gedeckt. The difference between Nos. 8 and 4 is very slight, but 
No. 4 has a trifle more delicate tone, as the Bourdon is softer than the 
Gedeckt. ; 

The above illustration with three Flute-tone stops can be partially 
duplicated with two string-tone stops. It will be readily observed how 
the finer shades of tone-color can be produced by a discriminating use 
of the stops and octave couplers. 

With a combination of two Flute-tone stops of 8 and 4 ft. pitch and 
two string-tone stops of 8 and 4 ft. pitch, the variety of effects can be 
increased, with the aid of the octave couplers, from 15 to 60. In the 
following table is indicated the number of combinations (60) which are 
possible with these four stops combined with the 16 and 4 ft. couplers. 
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The term “ combination ” is somewhat ambiguous, in referring to single 
stops, but it has long been customary to use the term in this manner, 
as there is no other word which designates the use of the various 
stops singly and collectively. The fifteen combinations numbered 1, 5, 
9, 18, 17, 21, 25, 29, 33, 37, 41, 45, 49, 53, and 57 are possible without 
the aid of the couplers. 
List oF 60 PossIBLE CoMBINATIONS WiTH Four SToPS AND THE 
OCTAVE COUPLERS 


1. Salicional 
2: i“ with 16 LG: 
Be ” ” 4 ” 
4, id i164” 
5. Gedeckt 
” ” 
4 % : 16 e (upper three octaves only) 
8. HH ” 16&4” (upper three octaves onl 
9. Flute 4 ft. z 
10. 3”? ” 16 9 
a: 2 LTA ” (lower three octaves only) 
12. My ” 16&4” 
13. Violina 
14. bed ” 16 3”? 
15. ty eee A ” (lower three octaves only) 
16. a ACA ” 
17. Gedeckt and Salicional 
18. ? 2, a ” 16 ” (upper three octaves only) 
19. ” ” ” ” 4 Phd 
20. ” ” ” ” 16&4 ” 
21. Gedeckt and Flute 4 ft. 
SUA bed ” ” 16 ” 
23. ”? ” ” ” 4 ” 
24, ” ” ” ” 16&4 ” 
25. Gedeckt and Violina 
26. 2) ” ” 16 ” 
ONT, ” ” ” ” 4 ” 
28. ”? ” ” ” 16 & 4 ” 
29. Salicional and Flute 4 ft. 
30. ” ” ” ” ” 16 ” 
31 ” ” ” ” ” 4 ”? 
32. ” ” ” ”» 9» 46 & 4” 
833. Salicional and Violina 
34. ” ” ” 16 ” 
85 ” ” ” ” 4 ” 
36. ” ” ” ” 16 & 4 ”? 
37. Flute 4 ft. and Violina (lower four octaves only) 
38. ” ” ” ” ” 16 ” 
39. ” a2 2 He esa ” (lower four octaves only) 
40, Us 2 te » ” 16&4” (lower four octaves only) 
41. Ged. Sal. and Violina 
42 2? ” ” ” ” 16 9 
43. 99 ” ” ” ” 4 ” 
44. ” ” ” ” ”? 16 & 4 ” 
45. Ged. Sal. and Flute 
A6 ” ” ” ” ” 16 ” 
AT. ” ” ” ”? ” 4 ” 
AS. ” ” ” ” ”» 1664” 
49. Ged. Flute and Violina 
50. ” ” ” ” ” 16 ” 


70 ORGAN REGISTRATION 


51. Ged. Flute and Violina with 4 ft. 


52. ? 16&4 ” 
58. Sal. Flute and Violina 

54 ” ” ”? ” ” 16 ” 
55. ” ”? ”» 9”? ”? 4 ” 
56. ” ” ” ” ” 16 & A ” 
57. Ged. Sal. Flute and Violina 

58 bed ” ” 9? ” ” 16 ” 
59. ” ” ” ” ”) ” 4 ” 
60. 39 ” ” ” ” ” 16 & 4 ” 


It will be observed that a few combinations (Nos. 6, 8, 11, 15, 18, 387, 
39, and 40) are unsatisfactory in part of their compass. The exact ex- 
tent to which these combinations can be used varies with different 
organs. 

While there is a certain amount of ‘similarity in the tone of some of 
these combinations, a close analysis shows a difference of either tone- 
color or power, which indicates the great variety of shading that is 
possible in organ combinations: e.g., A Gedeckt 8 ft. with a 4 ft. 
Coupler (No. 7) and a Flauto Traverso 4 ft. with a 16 ft. Coupier 
(No. 10) both produce a combination of 8 and 4 ft. Flute-tone. The 
exact color of these combinations, however, is somewhat different, as a 
Gedeckt -has stopped pipes and a Flauto Traverso has open pipes of 
double length (harmonic). A Salicional 8 ft. with a 4 ft. Coupler 
(No. 3) and a Violina 4 ft. with a 16 ft. Coupler (No. 14) both produce 
a combination of 8 and 4 ft. string-tone, but the tone of a Violina is 
much softer and more delicate than the tone of a Salicional; hence there 
is quite a difference in the tone of the two combinations. 

Several of the combinations included in the above list are seldom 
used, but many of the combinations are used frequently. 

The octave couplers are used with the Diapason-tone stops to gain 
power and volume rather than to produce a variety of tone-color, as 
the Diapason-tone stops, except the Dulciana, Unda Maris, and Moline, 
are characterized by their power and volume. Many beautiful effects 
of a delicate character are produced by the Dulciana, Unda Maris, and 
AXoline, combined with the octave couplers; but when these couplers 
are used with the full Diapasons, the general effect is increased volume 
and power. 

Quite a number of combinations, principally of Flute-tone, of different 
pitch, selected from the 16, 8, 4, 2, and 1 ft. octaves, are possible with 
the aid of the 16 and 4 ft. couplers. These combinations are better 
suited for sustained chords than for repeated chords, and are more ef- 
fective in the upper half of the manual than in the lower half. Arpeg- 
gios and a few solo passages sound well on many of the combinations. 


Obviously, no passages of a polyphonic character should be attempted 
on any of these combinations. 
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A List oF CoMBINATIONS OF 16, 8, 4, 2, AND 1 FT. PitcH, Mostiy or 
FLUTE-TONE, WHICH ARE POSSIBLE AND EFFECTIVE ON MANY SWELL 
ORGANS, WITH THE AID OF THE 16 AND 4 FT. COUPLERS 


Bourdon 16 ft. and Gedeckt 8 ft. with 4 ft. Coupler 
Bourdon 16 ft. and Flauto Traverso 4 ft. 

Bourdon 16 ft. and Flauto Traverso 4 ft. with 4 ft. Coupler 
Bourdon 16 ft. and Violina 4 ft. .’ 

Bourdon 16 ft. and Violina 4 ft. with 4 ft. Coupler 
Bourdon 16 ft. and Flautino 2 ft. 

Bourdon 16 ft. and Flautino 2 ft. with 4 ft. Coupler 
Bourdon 16 ft., Gedeckt 8 ft., and Flute 4 ft. 

Bourdon 16 ft., Gedeckt 8 ft., and Flute 4 ft. with 4 ft. Coupler 


Bourdon 16 ft., Gedeckt 8 ft., and Violina 4 ft. 

Bourdon 16 ft., Gedeckt 8 ft., and Violina 4 ft. with 4 ft. Coupler 
Bourdon 16 ft., Gedeckt 8 ft., and Flautino 2 ft. 

Bourdon 16 ft., Gedeckt 8 ft., and Flautino 2 ft. with 4 ft. Coupler 
Gedeckt 8 ft., Flute 4 ft., and Flautino 2 ft. 

Gedeckt 8 ft., Flute 4 ft., and Flautino 2 ft. with 4 ft. Coupler 
Gedeckt 8 ft., Flute 4 ft., and Flautino 2 ft. with 16 and 4 ft. Couplers 
Violina 4 ft. and Flautino 2 ft. (lower octaves) 


Violina 4 ft. and Flautino 2 ft. with 16 ft. Coupler 
Violina 4 ft., Flautino 2 ft., and Afoline 8 ft. with 16 and 4 ft. Couplers 
Violina 4 ft. and A®foline 8 ft. with 16 and 4 ft. Couplers 
Flautino 2 ft. and AXoline 8 ft. with 16 and 4 ft. Couplers 


As with all the combinations of stops which are mentioned in this 
work, the effect of these combinations is materially influenced by the 
relative power of the individual stops. In some Swell organs the 2 ft. 
stop is a Fifteenth (Diapason-tone) instead of a Flautino (Flute-tone). 
On such organs it is doubtful if those combinations of the above list 
which include the 2 ft. stop will be found desirable. If the Bourdon is 
louder than the Gedeckt many of the combinations which include the 
Bourdon are undesirable. In a well-regulated Swell organ, the Bourdon 
is several scales smaller than the Gedeckt, the Flauto Traverso 4 ft. is 
softer than the Gedeckt, and the Flautino is softer than either of these 
stops. 

ee every one of these combinations is improved by the addition 
of a Tremolo. Without a Tremolo the different octaves of the combina- 
tions are too distinctly audible; but with a Tremolo, which acts as a 
“tone-color mixer,” the several octaves are so blended together that 
one hears only the composite tone-color. This composite tone-color is 
quite different from the effect of the several octaves, which are so dis- 
tinctly audible when a Tremolo is omitted. 

In three of the above combinations, an A®oline is included. Although 
this stop is so soft that its addition to most combinations has practi- 
cally no effect, in these particular combinations it adds a pleasing effect, 
by supplying a very soft ground-tone of 16 and 8 ft. pitch, with the aid 
of the 16 ft. Coupler. 

In quite a number of organs, the Sw. organ contains a Rohr Floete 
8 ft. instead of a Gedeckt or St. Diapason; and in some other organs, 
there is a Rohr Floete 4 ft. instead of a Flauto Traverso 4 18, Some of 
the combinations of the above list are effective with the substitution of 
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these stops, but frequently this substitution renders the combinations 
objectionable. If these Rohr Floetes are full-fledged Rohr Floetes, with 
inharmonic overtones more or less pronounced, many of the specified 
combinations, in which these stops are substituted, will not be pleasing; 
but if the Rohr Floetes are only slightly modified Gedeckts, though 
labeled “ Rohr Floete,” the combinations will be acceptable. 


THIRD USE OF THE OCTAVE COUPLERS 


The octave couplers can be used with much effect to modify the tone of 
solo combinations of reed-tone, string-tone, or of combinations of both 
reed and string-tone. This use of the octave couplers is especially popular 
with many organists, some of whom rarely use these couplers in any 
other manner. A solo combination of reed-tone or string-tone is much 
strengthened by the addition of the 16 ft. Coupler, provided the solo 
does not run into the two lower octaves of the manual. Besides being 
strengthened, the tone of the combination sounds more dignified with 
this coupler added. On the other hand, the addition of the 4 ft. Coupler 
adds power and brilliancy, but reduces the dignity of the combination. 
Almost any combination of 8 ft. reed-tone or string-tone with a 4 ft. 
Flute-tone stop sounds well with a 16 ft. Coupler added. If, instead of 
combining a 4 ft. Flute-tone stop with the reed-tone or string-tone com- 
bination, one uses an 8 ft. Flute-tone stop, the effect (with the addition 
of the 16 ft. Coupler) is not quite so pleasing, as the sub-octave of the 
8 ft. Flute-tone somewhat unbalances the desired predominance of the 
reed-tone or string-tone. This is best illustrated on a staff as below:— 


At A, the whole note represents the 8 ft. string-tone and the black 
note represents the 4 ft. Flute-tone. As this Flute-tone is generally 
softer than the 8 ft. string-tone, the black note is smaller than the whole 
note. At B we see the result of the addition of the 16 ft. Coupler. At 
C, the whole note also represents the 8 ft. string-tone and the black note 
represents the 8 ft. Flute-tone. As the 8 ft. Flute-tone is nearly as 
loud as the 8 ft. string-tone, both notes are of the same size. At D, is 
indicated the result of the addition of a 16 ft. Coupler. A comparison 


of B and D shows to the eye the difference in the audible effect of these 
two combinations. 


A Partiau List or EFrective Soto CoMBINATIONS, WITH THE AID oF 
THE 16 FT. COUPLER 


Oboe with 16 ft. Coupler 
Cornopean with 16 ft. Coupler 
Voix Céleste with 16 ft. Coupler 
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Salicional or Viol d’Orchestre 

Vox Humana 

Oboe and Gedeckt 

Cornopean and Gedeckt 

Salicional or Viol d’Orchestre and Gedeckt 

Voix Céleste and Gedeckt 

Vox Humana and Gedeckt 

Oboe and Flute 4 ft. 

Cornopean and Flute 4 ft. “i 

Salicional or Viol d’Orchestre and Flute 4 ft. 

Voix Céleste and Flute 4 ft. 

Vox Humana and Flute 4 ft. 

Oboe, Gedeckt, and Flute 4 ft. 

Cornopean, Gedeckt, and Flute 4 ft. 

Salicional or Viol d’Orchestre, Gedeckt, and 
Flute 4 ft. 

Voix Céleste, Gedeckt, and Flute 4 ft. 

Vox Humana, Gedeckt and Flute 4 ft. 

Oboe, Vox Humana, and Flute 4 ft. 

Oboe, Sal. or Viol d’Orchestre, and Flute 4 ft. 

Oboe, Voix Céleste, and Flute 4 ft. 

Oboe, Gedeckt, Vox Humana, and Flute 4 ft. 

Oboe, Gedeckt, Sal. or Viol d’Orchestre, and 
Flute 4 ft. 

Oboe, Gedeckt, Voix Céleste, and Flute 4 ft. 

Vox Humana, Sal. or Viol d’Orchestre, 
Flute 4 ft. 

Vox Humana, Gedeckt, Sal. or Viol d’Orchestre, 
and Flute 4 ft. 

Vox Humana and Voix Céleste 

Vox Humana, Voix Céleste, and Gedeckt 

Vox Humana, Voix Céleste, and Flute 4 ft. 

Vox Humana, Gedeckt, Voix Céleste, and Flute 


A ft. 
Cornopean and Oboe 
Cornopean and Viol d’Orchestre 
Cornopean and Voix Céleste 
Cornopean and Vox Humana 
Cornopean, Oboe, and Gedeckt 
Cornopean, Oboe, and Viol d’Orchestre 
Cornopean, Oboe, and Voix Céleste 
Cornopean, Oboe, and Vox Humana 
Cornopean, Oboe and Flute 4 ft. 
Cornopean, Viol d’Orchestre, and Flute 4 ft. 
Cornopean, Voix Céleste, and Flute 4 ft. 
Cornopean, Vox Humana, and Flute 4 ft. 
Cornopean, Gedeckt, and Viol d’Orchestre 
Cornopean, Gedeckt, and Voix Céleste 
Cornopean, Gedeckt, and Vox Humana 
Cornopean, Voix Céleste and Vox Humana 
Cornopean, Oboe, Gedeckt, and Viol d’Orchestre 
Cornopean, Oboe, Gedeckt, and Voix Céleste 
Cornopean, Oboe, Gedeckt, and Vox Humana 
Cornopean, Oboe, Gedeckt, and Flute 4 ft. 
Cornopean, Oboe, Viol d’Orchestre, and Flute 

4 ft 


Cornopean, Oboe, Voix Céleste, and Flute 4 ft. 

Cornopean, Oboe, Vox Humana, and Flute 4 ft. 

Cor., Oboe, Gedeckt, Viol d’Orchestre and Flute 
4 


and 


Cor., Oboe, Gedeckt, Voix Celeste and Flute 4 ft. 


with 
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. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 


. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 


. Coupler 
. Coupler 


. Coupler 


. Coupler 
. Coupler 
. Coupler 
. Coupler 


. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
. Coupler 
with 16 ft. 
with 16 ft. 
with 16 ft. 
with 16 ft. 
with 16 ft. 
with 16 ft. 


with 16 ft. 
with 16 ft. 
with 16 ft. 


with 16 ft. 
with 16 ft. 


Coupler 
Coupler 
Coupler 
Coupler 
Coupler 
Coupler 


Coupler 
Coupler 
Coupler 


Coupler 
Coupler 
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Cor., Oboe, Gedeckt, Voix Céleste, Vox Humana, 


and Flute 4 ft. with 16 ft. Coupler 
Clarinet with 16 ft. Coupler 
Clarinet and Melodia_(or Concert Flute) with 16 ft. Coupler 
Clarinet and Flute 4 ft. with 16 ft. Coupler 
Clarinet, Melodia and Flute 4 ft. with 16 ft. Coupler 


Cor., Oboe, Gedeckt, Vox Humana, and Flute 4 ft. with 16 ft. Coupler 


(Note: The above combinations are generally unsatisfactory below 
middle C, and sound better above f! than below.) 


It will seem, at first glance over the above list, that the difference 
between many of the combinations is hardly distinguishable. On some 
organs, this is true: e. g., if the Cornopean is very loud and out of pro- 
portion with the balance of the stops in the Sw., a majority of the com- 
binations, which contain this stop, will sound so nearly alike that one can 
hardly distinguish them. If, however, this stop has a tone proportionate 
to that of the other stops in that manual, it will be easy to distinguish 
between all the combinations: e.g., between the Cornopean alone, and 
the Cornopean combined with an Oboe; between the Cornopean, Gedeckt, 
and Vox Humana, and the Cornopean, Voix Céleste and Flute 4 ft., etc. 

There are but a few organs on which every one of the above list of 
combinations sounds satisfactory. A certain group of combinations 
is especially attractive on one organ, and an entirely different group of 
combinations is especially effective on another organ. Although the list 
is long, it is by no means complete, as no attempt has been made to 
have the list exhaustive. 

With many of the combinations indicated in the above list, a 4 ft. 
Coupler can be substituted for the 16 ft. Coupler. This substitution, 
however, does not change the tone-quality of the combination, but ren- 
ders it an octave higher: e.g., an Oboe and Flute 4 ft., with a 4 ft. 
Coupler, produces the same resultant tone as an Oboe and Flute 4 ft., 
with 16 ft. Coupler, if one plays an octave higher on the latter combina- 
tion. Obviously, if one plays in the same octave, with the 4 ft. Coupler, 
the effect is different from the combination with the 16 ft. Coupler, 
though the real tone-color remains the same. 

In most of the combinations of the above list, the 4 ft. Coupler can be 
added to the 16 ft. Coupler, rendering the tone louder and more brilliant. 
With those combinations which contain a Flute 4 ft., it is doubtful if 
the addition of the 4 ft. Coupler is desirable, as the effect is generally 
unpleasant. 

A further variation of these solo combinations can be produced by 
substituting a Bourdon 16 ft. for the 16 ft. Coupler. The 4 ft. Coupler 
can be used in addition to the Bourdon, with those combinations which 
do not contain a Flute 4 ft. 

The 16 and 4 ft. couplers, between two manuals, have their own distinct 
usages. Besides being used, in a general way, to add power and volume 
to a manual, by coupling the octaves of another manual, these couplers 
are convenient for special effects. When the organist desires a combina- 
tion of two tone-colors, of different pitch, each of a certain power, which 
cannot be obtained on one manual, he frequently can obtain the desired 
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combination from two manuals, with the aid of the 16 or 4 ft. couplers 
between those manuals; e.g., draw Doppel Floete 8 ft. on the Gt., 
Oboe on the Sw., with Sw. to Gt. 4 ft. Coupler. If one plays on the Gt. 
an octave lower than the music is printed, this combination produces a 
solo effect which is entirely different from any combination which can be 
obtained on the Sw. Again, draw Gt. Doppel Floete, Ch. Clarinet, and 
Ch. to Gt. 16 ft. Coupler. A solo played on the Gt. gives a combination 
of Clarinet 16 ft. and Doppel Floete 8 ft., which is entirely different from 
Clarinet and Hohl Floete or Concert Flute of the Ch. Lastly, draw Gt. 
Doppel Floete, Sw. Flauto Traverso 4 ft., and Sw. to Gt. 4 ft. Coupler. 
An obligato played on the Gt., with this combination, gives 8 and 2 ft. 
Flute-tone. The 2 ft. tone can be made louder or softer as desired, by 
opening and closing the swell. Many other combinations, of a similar, 
special character, can be obtained by the aid of the 16 and 4 ft. couplers 
between two manuals. 

In modern organs, a mechanical stop, frequently called a “ Coupler,” 
is named “ Unison Off.” This mechanism first appeared in this coun- 
try as “Great Organ Separation,” and was generally a piston that 
cut out all the stops of the Gt. organ, when this piston was “ off.” Now- 
a-days, a separate stop, piston, or tablet, for “ Unison Off” is provided 
for each manual, in many large organs. This mechanism, while not, 
strictly speaking, a coupler, is used only in connection with the Couplers. 
its object is to silence the unison pitch of the manual, leaving in opera- 
tion only such couplers (16 and 4 ft.) as are drawn. By its aid, the 
organist can arrange special combinations of 16 and 4 ft. pitch, or 8 and 
2 ft. pitch; e. g., if a Gedeckt is drawn, with 16 and 4 ft. Couplers, three 
Gedeckt pipes (16, 8, and 4 ft. pitch) sound with each key. If the 
“ Unison Off ” is in operation, the unison pitch is silenced, and only the 
16 and 4 ft. pitch of the couplers sound with each key. If a Flauto 
Traverso 4 ft. is drawn, with 16 and 4 ft. Couplers, and the “ Unison 
Off ” is in operation, a combination of Flauto Traverso 8 and 2 ft. is the 
result, as the 4 ft. pitch is silenced. Any 8 ft. stop can be used alone, 
as a 4 ft. stop, by drawing the 4 ft. Coupler and “ Unison Off”; and 
any 4 ft. stop can be used alone, as an 8 ft. stop, by drawing the 16 ft. 
Coupler and “ Unison Off.” 

It will thus be seen that a great variety of combinations can be pro- 
duced with the aid of the 16 and 4 ft. couplers; but the organist must 
use discretion in making up the combinations, as many unpleasant ef- 
fects will be produced if he combines stops and couplers at random. The 
16 ft. couplers should rarely be used when the combination contains a 
16 ft. stop and the harmony runs low. The 4 ft. couplers frequently 
produce harsh effects when 4 ft. stops are included in the combination; 
especially if reed or string-tone stops are included, and the music runs 
high. Furthermore, the effect of all the combinations depends as much 
on the character of the music which is played on the combinations, as 
upon the combinations themselves. I reiterate over and over again that 
the relative power of the individual stops in each organ has much to do 
with the effect of all combinations of stops and couplers. 


CHAPTER VI 


COMBINATION MOVEMENTS 


COMBINATION Movements (thumb pistons, pedals or pedal studs) are 
mechanical appliances which are placed in organs for two purposes: 
First, for changing various groups of stops, collectively, without the 
necessity of removing the hands from the keys for the purpose of 
manipulating the draw-stops. Second, for changing large groups of 
stops with one motion of either hand or a foot, irrespective of whether 
or not the hands are removed from the keys. Various kinds of combina- 
tion movements are found in existing organs, though several kinds are 
practically obsolete, being found only in very old organs. 


List OF COMBINATION MoVEMENTS 


COMBINATION PEDALS 


Fixed combinations, movable, single-acting. 

Fixed combinations, movable, double-acting. 

Fixed combinations, non-movable, locking down. 
Adjustable ec: binations, non-movable, locking down. 
Adjustable combinations, non-movable, mutually-releasing. 
Adjustable combinations, movable (double-acting). 


Ce 


COMBINATION PISTONS 
(Thumb Pistons) 


7. Fixed combinations, non-movable, non-releasing. 

8. Fixed combinations, non-movable, mutually-releasing. 

9. Adjustable combinations, non-movable, mutually-releasing. 
0. Adjustable combinations, movable (double-acting). 


PEDAL PISTONS OR STUDS 


11. Pedal duplicate of No. 8. 
12. Pedal duplicate of No. 9. 
13.° Pedal duplicate of No. 10. 


“ Adjustable ” combination movements are those which can be “ set” 
r “adjusted ” at the pleasure of the organist, either at the console or 
within the organ case. 

“ Fixed ” combination movements are those awe cannot be changed 

“adjusted ” by the organist. 

of Rea chine ” pedals move the draw-stops in only one direction, 
either all out or all in. 

“ Double-acting ” pedals or pistons give the specific combination of 
stops by drawing the necessary stops and pushing in such other stops 
as happen to be “ out.” 

“Movable” combination pedals or pistons move the draw-stops and 
in modern organs are necessarily “ double-acting.” Recently, “‘ Movable 
Combinations ” have been termed “ Absolute Combinations.” 
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“ Non-movable ” (also called “ Immovable” and “ Dead ”) combination 
pedals or pistons have no effect on the draw-stops. Recently, “ Non- 
movable Combinations ” have been termed “ Dual Combinations.” 

Combination Pedals which “lock down” serve to continue their 
specific combinations until the pedal is released. They have no effect 
on the draw-stops and are not affected by other pedals or pistons. 

“ Mutually-Releasing ” pistons or’ pedals release each other, the one 
pushed last remaining “on.” In some organs the thumb piston remains 
“in” until released by another piston or by the “Zero Piston.” In 
other organs the thumb piston springs back to its normal position when 
the thumb is removed from the piston, although the combination remains 
“on” until released. (Special ‘‘ Combination Indicators” are gen- 
erally provided in organs which have the last-named style of combina- 
tion movements.) A separate piston called “ Release” or “ Zero Pis- 
ton” releases any combination which is “on” in that department (Gt., 
Sw., Ch., etc.), and another piston called “ Double Release” or “ Double 
Zero” releases all the combinations in all the departments at once. 

Two other kinds of “Releases” are found in various organs. A 
thumb piston labeled ‘‘ Pedal Release,” in combination with the systems 
numbered 7 and 8 in the above table, puts off the loud pedal stops that 
are brought on by any piston, without affecting the manual stops that 
are brought on by the piston. A “ Combination Pedal Release” is a 
mechanical pedal which releases all combination pedals that are locked 
down. 

The old-style combination pedals (Nos. 1 and 2) are found only in 
very old organs that have mechanical stop-action. Old organs that have 
“ tracker-pneumatic ” action (in contradistinction to ‘“ tubular-pneu- 
matic” or “ electro-pneumatic” action) generally contain combination 
pedals of the style numbered 3 in the above table. 

The earliest combination piston (No. 7) had a “ fixed” combination 
and the piston remained “in” until released by a small auxiliary piston 
which was located beside the combination piston. This style of com- 
bination piston is likewise found only in very old organs. 

Modern combination movements (pistons or pedals) may be classed 
as either “fixed ” or “ adjustable,” and “ movable” or “ non-movable.” 

The “adjustable” combination movements (pistons or pedals) are 
universally preferred to the “fixed” combination movements. There 
is, however, a wide diversity of opinion among organists on the relative 
merits of the “movable” and “non-movable” combination movements. 

There are various methods of adjusting the combinations on the pis- 
tons, according to the particular builder of the organ. If the combina- 
tion pistons are of the non-movable type, the combinations are frequently 
adjusted by means of thumb-keys in a “ recorder-frame,” which is located 
at a convenient point inside the organ, or located in two draws under- 
neath the draw-stop jambs at either side of the console. If the combina- 
tion pistons are of the movable type, the adjusting is generally effected 
at the console by means of an “‘ adjuster piston ” (or stop). The desired 
combination is first drawn, and, while holding in the piston on which the 
combination is to be adjusted, the adjuster piston is pressed in. This 
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locks the combination on the particular piston which is held in. In some 
organs this process is reversed: i.e., after the desired combination has 
been drawn, the adjuster piston is pushed in and the combination piston 
is pushed last, which locks the combination on that piston. Another 
method of adjusting the combination is to hold in the piston while draw- 
ing the stops of the combination. In this method, the combination is 
automatically locked on the piston which is held in. 

Pedal studs, which are frequently duplicates of some of the thumb pis- 
tons, possess a certain amount of convenience, though, from their char- 
acter and position, many awkward and unintentional situations are 
sometimes caused. Their use requires the greatest caution, and special 
care must be exercised to avoid accidentally touching them with a foot 
at inopportune moments. 

The Sforzando (Sfz) is a combination pedal which brings on Full 
Organ with all couplers (with or without the Tuba according to taste). 
It has no effect on the draw-stops and is therefore classed as “non- 
movable.” In some organs it locks down. In other organs it is “ revers- 
ible.” 

Several other pedals and pistons, whose function is akin to that of 
the combination movements, are frequently classed with the combina- 
tion movements, although they control only individual stops instead of 
combinations. A reversible pedal (or piston) which puts on or off the 
Gt. to Ped. Coupler (generally named “ Gt. to Ped. reversible”) is fre- 
quently classed with the combination movements. Similar reversible 
pedals (or pistons) which operate the Sw. to Ped., Sw. to Gt., and So. 
to Gt. Couplers, or a Tremolo, are sometimes provided. 

The primary object of combination movements is to facilitate the 
changing of several stops at moments when the demand upon the hands 
in the performance of the music is such that insufficient time is avail- 
able to change the stops, one by one, by means of the draw-stops. Com- 
bination movements, therefore, enable the organist to quickly make 
changes of stops that would, otherwise, be impossible or that would 
cause awkward breaks in the flow of the music. 

The various uses of these combination movements are multitudinous, 
according to the size of the organ and the style of the composition which 
is being performed. Different organists use the various combination 
movements in quite a different manner. With modern organs, some 
organists obtain nearly all their stop changes by means of the com- 
bination movements, while other organists manipulate the draw-stops 
in conjunction with the combination movements and oe obtain a ie 
number of varied combinations. 

In old organs that have only the stereotyped “ P. and F. Gt.”” combina- 
tion movements, the use of the combination movements is naturally 
limited, although by combining hand-manipulation of the stops with the 
combination movements the utility of the combination movements is 
frequently increased. In such organs, the F. Gt. combination pedal 
generally brings on all the stops of the Gt., although the Trumpet is 
frequently omitted, being out of tune or out of commission entirely. As 
an example, let us suppose that the organist is playing on the Sw. (the 
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combination of stops is immaterial), and has only the Dulciana drawn 
on the Gt. A few measures later he desires Gt. to Oct. If the F. Gt. 
combination pedal does not bring on the Ped. Op. Diapason, the organist, 
while playing on the Sw., can put on Full Gt. by means of the F. Gt. 
combination pedal, and, at the instant that he changes to the Gt. man- 
ual, he can put off the few undesired stops by the right hand. If the 
F’. Gt. combination pedal brings on the Ped. Op. Diapason, the organist 
must make the two movements, suggested above, at the instant that he 
changes to the Gt. manual. 

In many of these old organs the P. Gt. combination pedal is “ single- 
acting,” being available only to reduce from a larger combination to the 
P. combination. On such organs, if the organist wishes to add the 
Melodia (or Hohl Floete) to the Dulciana (or Keraulophon), which is 
already on, he can put down the F. Gt. pedal, and immediately after- 
ward the P. Gt. pedal, thus obtaining the Melodia and Dulciana. Obvi- 
ously, this method is of no value, except when there is insufficient time 
to draw the Melodia by hand. 

In modern organs, in which the combination movements are thumb 
pistons with fixed combinations of the movable type, the combination 
pistons can be used, not only to give their specific combinations, but to 
assist in obtaining other combinations which are somewhat like the 
specific combinations. By putting on or off one or two stops, an instant 
after the specific combination is brought on by the piston, the desired 
combination can frequently be obtained: e. g., if a combination piston 
of the movable type brings on the Cornopean, Oboe, Violin Diapason, 
Gedeckt, Salicional and Flute 4 ft., and the organist does not wish the 
Cornopean or Violin Diapason in the combination, he can put off those 
stops by hand immediately after pushing the piston which brings on 
the whole combination. Again, if he wishes the Bourdon and the 
Flautino in addition to all the stops which are brought on by the piston, 
he can draw those two stops by hand immediately after bringing on the 
whole combination by the piston. 

If the combination pistons are of the non-movable type, one can also 
use them to assist in obtaining combinations which are more or less un- 

like the specific combinations of the pistons. While one cannot put off 
any stop which is on by means of a piston of the non-movable type, one 
can add one or two stops to the combination of a piston which brings on 
a smaller combination, and thereby obtain the desired combination; e. g., 
consider the same two illustrations of the preceding paragraph. One 
cannot put off the Cornopean or Violin Diapason if it is brought on by 
a piston of the non-movable type, but the next smaller combination is 
frequently the 8 and 4 ft. stops without the Oboe or the Violin Diapason, 
and one can add the Oboe immediately after the smaller combination 
has been brought on. The Bourdon and Flautino can be drawn by addi- 
tion to the combination, the same as with the piston of the movable type. 

If the combination movements are “ adjustable” instead of “ fixed,” 
it is unnecessary to make use of the plan suggested in the two preceding 
paragraphs. The desired combinations can be adjusted on the pistons 
if the organist so desires. 
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The adjustable feature of modern combination movements is a great 
adjunct, though its use by different organists is of a widely varying 
character. When giving an organ recital on a modern organ which 
contains numerous adjustable combination pistons, some organists adjust 
all the principal combinations of each composition just before playing 
the composition. Other organists adjust most of the combination pis- 
tons to general combinations just before beginning the program, and re- 
adjust only a few pistons during the program for certain radically 
different combinations as occasion requires. The latter method has the 
advantage that the organist can associate certain combinations with 
certain pistons, and thus avoid the necessity of charging the mind with 
numerous changes of combinations on these pistons, at the beginning of 
each composition. 

It is not necessary, nor is it advisable, to adjust beforehand every 
combination of stops which is to be required in playing a certain com- 
position. Oftentimes, it requires less effort (physical and mental) to 
make certain changes of stops by means of the draw-stops at the re- 
quired moment, than to adjust the combination on a piston beforehand, 
remember the number of the piston, and to operate the piston at the 
required moment. Undoubtedly, there are certain changes of stops 
which cannot satisfactorily be made by means of the draw-stops. With- 
out question, these changes should be adjusted on the pistons as required. 

Each organist uses certain combinations of stops as a basis in plan- 
ning his registration; although this basis may differ a great deal with 
different organists. Certain general combinations are used many times 
by every organist in the course of a recital. If these combinations are 
adjusted on some of the pistons at the outset, and the other pistons are 
reserved for the special combinations which are required only occa- 
sionally, the necessity for adjusting a large number of pistons before 
playing each composition is absent. In this manner the long delays 
between the compositions of a program, which the audience is sometimes 
compelled to endure, may be avoided. 

Many modern organs contain from twenty to forty, or even more com- 
bination movements. (Pistons, pedals and pedal studs are frequently 
found in the same organ.) When the young organist has occasion to 
play an organ of this character, he should study the combinations as 
he finds them, If necessary he should write down upon a piece of paper ~ 
the combination of stops which is on each combination move- 
ment. Familiarity with the tone-color of each stop, as explained in the 
previous chapters, will enable him to determine the stops which are 
included in the combinations. With care and a little experience, he can 
soon get a bird’s-eye view (so to speak) of all the combination move- 
ments, so that he can proceed intelligently with the selection of com- 
binations for the compositions which he is to play. 

Further suggestions for the use of the combinaticn movements may 
be found in the chapters devoted to the registration of individual com- 
positions on specific organs. 


CHAPTER VII 
THE GRAND CRESCENDO 


A GRAND Crescendo is a mechanical appliance, operated by means of 
a shce similar to, and located beside, the balanced swell pedals, which 
brings on some of the couplers and nearly ail the speaking stops (one at 
a time), from the softest to the loudest, thus producing a crescendo 
from the softest stop to the Full Organ. The reverse process releases 
the stops (one at a time) and produces a diminuendo. In modern tubu- 
lar and electric organs, the mechanism of the Grand Crescendo is ex- 
tremely simple. The crescendo can be made as slowly as desired or in- 
stantly; it can be halted or reversed at any point; in fact, the control 
of the crescendo is absolute. 

The selection of the progressive order of the stops in the Grand 
Crescendo is of vital importance. Theoretically, there is but one entirely 
satisfactory order for the Grand Crescendo in each organ, though the 
order is different in different organs. In planning the order of the 
stops for a Grand Crescendo, one should keep in mind the object, nature, 
and use of the appliance. The primary object of the Grand Crescendo 
is to bring on the stops progressively, one at a time, from the softest to 
the loudest. Many of the best crescendos in organ music are made in an 
entirely different manner from the progressive order of a Grand Cres- 
cendo. This, however, has no influence on the specific order of stops 
which should be selected for the Grand Crescendo. 

In most three-manual organs, it is possible to draw the stops one at a 
time (while holding a single chord), in such a progressive order that 
the crescendo is even and gradual, from the softest stop to the Full 
Organ. Naturally, the swell pedals must be operated judiciously in 
connection with such a crescendo, to avoid the sudden increase of power 
when some louder stops are first added. If the progressive order of the 
stops for the Grand Crescendo is planned in this manner, and the swell 
pedals, which cannot be controlled by the Grand Crescendo, are operated 
judiciously by the organist in the middle of the crescendo, an even and 
gradual crescendo will be produced by the Grand Crescendo. 

The position of the couplers in the order of the stops is of no less 
importance than the position of the speaking stops. In some Grand 
Crescendos, all the unison couplers are brought on in a bunch at the 
first move of the Crescendo shoe. If one uses the Crescendo only when 
playing on the Gt., this plan is unobjectionable; but the presence of the 
Gt. to Ped. Coupler at the outset proves to be an annoyance if one is 
playing on the Sw. or Ch., while using the Grand Crescendo. 

To illustrate the various points mentioned above, I give the progressive 
order of the stops in a Grand Crescendo, as arranged in a certain three- 
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manual organ which I have in mind. The relative power and intensity 
of such stops as the Salicional, Cornopean, and all the 4 ft. stops, varies 
in different organs, and frequently causes a change of the position of 
these stops in the Crescendo. 


PROGRESSIVE ORDER OF THE STOPS FOR A GRAND CRESCENDO IN A THREE- 
MANUAL ORGAN WITH 36 SPEAKING STOPS 
(Sw. and Ch. swells closed at the outset) 


Sw. to Gt., Ch. to Gt., and Sw. to Ped. 
Sw. AXoline and Bourdon Bass 
Ch. Dulciana 
Sw. Salicional 
Ped. Bourdon 
Sw:.Gedeckt (St. Diapason) 
Sw. Violina 4 ft. 
Sw. Flute 4 ft. 
Ch. Melodia 
Sw. Diapason 
Ped. Gedeckt 8 ft. 
Sw. Oboe 
Open the Sw. swell one half 
Ch. Flute d’Amour 
Open the Ch. swell one half 
Sw. Viol d’Orchestre 
Open the Sw. swell wide 
Gt. Doppel Floete 
Gt. Gamba (old style) 
A—Ch. Diapason 
Gt. Flute Har. 4 ft. 
Sw. Cornopean 
Ped. Violone 
Sw. Bourdon Treb. and Flautino 
B—Sw. Dolce Cornet 
Open Ch. swell wide 
Ped. Cello 
Gt. Diapason 
Gt. to Ped. 
Ped. Diapason (16 ft.) 
Gt. Octave 
C—Gt. 16 ft. Diapason 
Ped. Flute 8 ft. 
Ch. Piccolo 
Gt. 12th and 15th 
Gt. Mixture 
Gt. Trumpet 


Note: The following stops are purposely omitted from the Grand 
Crescendo: Vox Humana, Voix Céleste, Clarinet, and Tremolos; Sw. to 
Ch., Ch. to Ped., and all Sub and Super Couplers. 

Note: Obviously, this order cannot be followed in every organ with 
the same specification, although it is satisfactory in this particular organ. 

A Grand Crescendo is useful, in its entirety, to gradually increase the 
volume of tone from any particular combination to the Full Organ. In 
the reverse order, it is useful to gradually reduce the volume of tone 
from Full Organ to whatever combination has been previously prepared. 
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This particular Grand Crescendo can be used as far as the point in- 
dicated by “ A ” while playing on the Sw. or Ch. without the intrusion of 
any objectionable stop. It can be used on the Sw. as far as the point 
indicated by “B” (Full Sw.) without the intrusion of the Gt. to Ped. 
Coupler. It can be used as far as the point indicated by “C” for the 
combination, Gt. to Octave, Full Sw., Couplers and appropriate Ped. 
Obviously, it can be used in any position while playing on the Gt., as a 
partial crescendo or as a crescendo to the Full Organ. 

The above Grand Crescendo is useful for various purposes besides 
producing a crescendo. If one wishes to add the Sw. to Gt. or the Sw. 
to Ped., while playing, a slight movement of the Grand Crescendo brings 
on these stops without adding any other stop. If one is playing on the 
Sw. with Salicional (or Voix Céleste or Oboe) and Flute 4 ft. and 
desires to add the Gedeckt without removing the hands, a slight move- 
ment of the Grand Crescendo adds that stop. If one is playing on the 
Sw. Gedeckt and Flute 4 ft. and wishes to add the Salicional, it can be 
added by a slight movement of the Grand Crescendo. If one is play- 
ing the accompaniment to a solo combination, on the Ch. Dulciana, and 
wishes the Melodia for a few measures, the Grand Crescendo up to that 
point will add that stop. 

If one is about to play a March or other movement which requires 
F Gt., Full Sw., F Ped., Gt. to Ped. and Sw. to Gt., for the first section; 
and Oboe, Gedeckt, and Flute 4 ft. in the Sw., Dulciana in the Ch., and 
Bourdon in the Ped., without any coupler, for the second section; the 
stops which are required for the second section can be drawn at the 
outset, and the Grand Crescendo opened to the point indicated by “C” in 
the above order. The entire change of stops for the second section can 
then be secured by closing the Grand Crescendo. 

In some organs of this size, the 16 and 4 ft. Couplers are included in 
the Grand Crescendo. If the organ also contains a SFZ pedal, the 16 
and 4 ft. Couplers are generally connected with that pedal and omitted 
from the Grand Crescendo. The Grand Crescendo is thus used a great 
deal for a Full Organ pedal. 

If the Grand Crescendo, at its various stages, does not give the specific 
combinations which the organist wishes, the Crescendo should be com- 
bined with the piston combinations or with the individual stops which 
can be drawn by hand. 

If the Grand Crescendo is so arranged that it brings on Full Sw. and 
Full Ch., before bringing on any stop in the Gt.; or if it brings on the 
Gt. to Ped. Coupler at the outset; or if the order of the stops is such 
that certain stops come on too early to produce a gradual crescendo; the 
utility of the appliance may be somewhat restricted, but the organist 
must use his ingenuity to devise a method of avoiding the objectionable 
features of the individual Grand Crescendo. He can make a liberal use 
of its good features and will soon discover roundabout methods of 
obtaining his desired combinations and effects. 


CHAPTER VIII 
BORROWED STOPS — DUPLEXED AND UNIFIED CHESTS 


A “BorroweEp Stop” is a second draw-stop, by means of which the 
individual stop whose name it bears can be played from some other key- 
board than the one with which its first draw-stop is primarily connected, 
without the assistance of a coupler. It is of the nature of a “ Special 
Coupler,” which couples one specific stop to some other keyboard, without 
including any of the other stops of its own department which would be 
included by a regular coupler. 

As an example, the Sw. Bourdon 16 ft. is frequently “ borrowed ” in 
the Pedal organ, by means of a second draw-stop labeled, “ Ped. Lieb- 
lich Bourdon 16 ft.” This “ borrowed ” stop enables the organist to use 
the 30 (or 32) lower pipes of the Sw. Bourdon as a soft Ped. stop 
(softer than the regular Ped. Bourdon). Unlike the Sw. to Ped. Coupler, 
which produces the same result, if the Bourdon alone is drawn in the 
Sw., this “borrowed ” stop does not prevent the organist using any or 
all of the Sw. stops at the same time, in whatever manner he may desire. 

In modern organs, various individual stops are frequently “‘ borrowed ” 
on other manuals. Furthermore, all the stops of a manual are sometimes 
“borrowed ” on another manual; i. e., a duplicate set of draw-stops is pro- 
vided for the second manual, so that any one or all of the stops may be 
played independently from the second manual. When all, or nearly all, 
the stops of one manual are “ borrowed ” on another manual, the manual 
is said to be “ duplexed ” or provided with a “ duplex chest.” Sometimes, 
such a chest is called a “unified chest,” but this term more properly 
signifies that all the stops on that chest can be played, by means of 
separate draw-stops, from each of the other manuals, as well as from 
the Pedal. 

Borrowing stops from one department for another department of the 
organ, under certain limitations, is convenient, advantageous, and com- 
mendable. It should, however, be used only when necessary, and should 
be carried out with a keen sense of the value of individual and dis- 
tinct tone-colors, and their importance on the different manuals. Bor- 
rowing the 16 ft. Bourdon of the Sw., to supply a 16 ft. Lieblich Gedeckt 
in the Ped., is always commendable, and cannot cause any annoying 
complications; but borrowing the 16 ft. Ped. Bourdon for a 16 ft. Quin- 
taton on the Gt. (in the absence of any other 16 ft. stop on the Gt.) 
seems to me to be questionable. In the first case, the pipes of the Sw. 
Bourdon, which are utilized in the Ped. Lieblich Bourdon, are the 30 
(or 32) lower pipes, and their use as a Ped. stop does not interfere with 
any passage work which is played on the Bourdon with other stops in the 
Sw. In the second case, the pipes of the Ped. Bourdon, which are being 
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played on the Gt. manual, as the borrowed stop called “ Quintaton,” 
cause many silent notes in the Ped. phrases, and this is generally very 
annoying. 

“ Borrowing ” or “ Duplexing ” is utilized to advantage in small or- 
gans, where either insufficient space or insufficient funds make it nec- 
essary. In such instances, it is a convenience which enables the organist 
to use separate stops and groups of stops on two manuals at the same 
time, thus permitting a greater variety in his registration than would 
be possible without the borrowed stops. 

A stop which is “ duplexed ” for two manuals is not “just as good” 
as two separate stops, though, by a little compromising, it can occasion- 
ally be made to answer for the two stops. “ Borrowing” or “ Duplex- 
ing” never increases the size of an organ, notwithstanding the addi- 
tional draw-stops, which frequently mislead the unwary. The small boy 
who changes a dime into two nickels may feel that in the two coins 
he has more money than in the one coin. The two nickels, oftentimes, 
are more convenient than a dime (especially in a telephone booth), but 
they are never “more money.” ‘ Borrowed” or “duplexed” stops are 
similar. They are a convenience but they never make “ a larger organ.” 

In larger organs, some forms of “ duplexing” are very convenient. 
An Echo organ, with a duplex chest, can be used like a small two-manual 
Echo organ. The Chimes, if borrowed on a second manual or on the 
Pedal, have their utility much increased. The 16 ft. Dulciana in the Ch., 
when borrowed, is a useful Ped. stop. 

Unfortunately, “ duplexing” or “ borrowing” is sometimes carried to 
the extreme. If a Tuba of the Solo organ is borrowed in the Gt. and is 
called “ Trumpet”; is borrowed in the Sw. and is called “ Oboe”; is 
borrowed in the Ch. and is called “ Clarinet’; is borrowed in the Ped. 
and is called ‘‘ Trombe,” — all these separate borrowed stops using the 
same single set of reed pipes, — it seems to me that such “ borrowing ”’ is 
ad nauseam. The stop is the same Tuba in each case and, if borrowed 
on several manuals, ought not to be called by radically different and im- 
proper names. 

If a small Swell organ which contains three speaking stops (Gedeckt, 
Salicional and Flute 4 ft.) and the usual 16 and 4 ft. Couplers is duplexed 
so as to be played also from the Gt., the following combinations for solo 
and accompaniment are possible: — 


Solo on Gt. Gedeckt Accompaniment on Sw. Salicional 

Solo on Gt. Flute 4 ft. Accompaniment on Sw. Salicional 
or Gedeckt 

Solo on Gt. Gedeckt and Flute Accompaniment on Sw. Salicional 
or Gedeckt 

Soloon Gt. Gedeckt and Salicional Accompaniment on Gt. Gedeckt or 
Salicional 

Solo on Gt. Salicional and Flute Accompaniment on Sw. Gedeckt or 
Salicional 

Solo on Sw. Gedeckt and 4 ft. Accompaniment on Gt. Gedeckt or 

Coupler Salicional gt 
Solo on Sw. Salicional and 4 ft. Accompaniment on Gt. Salicional 


Coupler or Gedeckt 


86 ORGAN 

Solo on Sw. Flute 4 ft. and 16 ft. 
Coupler 

Solo on Sw. Flute with 16 and 4 
ft. Couplers 

Solo on Sw. Ged., Sal. and 4 ft. 
Coupler 

Solo on Sw. Ged., Sal. and 16 ft. 
Coupler 

Solo on Sw. Ged., Sal. with 16 and 
4 ft. Couplers 

Solo on Sw. Ged., Flute and 4 ft. 


Coupler 

Solo on Sw. Ged., Sal. and 4 ft. 
Coupler 

Solo on Sw. Sal., Flute and 16 ft. 
Coupler 


Solo on Sw. Ged., Sal., Flute and 
16 ft. Coupler 

Solo on Sw. Ged., Sal., Flute and 
4 ft. Coupler 

Solo on Sw. Ged., Sal., and Flute 
with 16 and 4 ft. Couplers 
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Accompaniment 
Salicional 
Accompaniment 
Salicional 
Accompaniment 
Salicional 
Accompaniment 
Salicional 
Accompaniment 
Salicional 
Accompaniment 
or Gedeckt 
Accompaniment 
or Gedeckt 
Accompaniment 
or Gedeckt 
Accompaniment 
or Gedeckt 
Accompaniment 
or Gedeckt 
Accompaniment 
or Gedeckt 


on Gt. 
on Gt. 
on Gt. 
on Gt. 
on Gt. 
on Gt. 
Gt. 
Gt. 
Gt. 
Gt. 
Gt. 


on 


on 


on 


on 


on 


Gedeckt or 
Gedeckt or 
Gedeckt or 
Gedeckt or 
Gedeckt or 
Salicional 
Salicional 
Salicional 
Salicional 
Salicional 


Salicional 


In several of the above combinations one stop is drawn on both 


manuals. 


With such combinations the organist must not play passages 


which include the same notes in both solo and accompaniment. 


Note: 


more fully illustrated in Chapter XVIII, 


The practical use of a duplexed Swell organ in registration is 


CHAPTER IX 
ECHO ORGANS AND ANTIPHONAL ORGANS 


AN “Echo Organ ” is, theoretically, a few stops enclosed in a swell- 
box, so located in some remote part of the church, or hall, that a distant 
effect is produced when these stops are played. By common consent, a 
Swell organ of any number of stops, which is located some distance from 
the main organ (frequently at the other end of the church), is called an 
“Echo Organ,” for want of a more appropriate term, even if only a few 
real “ echo effects ” are possible on such an organ. 

In organ music, the occasions when a bona fide “ echo” is desired are 
rare, and such an echo is frequently best produced by the A®oline (or 
softest stop) in the Sw. organ; but many charming effects of distant 
music, or of music from different locations, can be produced with the aid 
of the so-called “ Echo Organs.” 

The stops which are most commonly found in real “ Echo Organs ” 
are as follows: — 

A very soft string-tone stop: e.g., a Muted Viol, with or without a 
Céleste rank to produce a very soft Viol Céleste. 

A soft Dulciana (“Dolce”), with or without a “sharp rank” to 
produce an Unda Maris. 

A soft Lieblich Gedeckt 8 ft., sometimes slightly modified and called 
“Fern Flute.” 

A soft 4 ft. Flute d’Amour or Wald Floete. 

A Vox Humana, and occasionally Carillons and Chimes. 

The larger so-called ‘‘Echo Organs” are, frequently, similar to 
medium-sized Swell organs, and contain, in addition to the above list of 
stops, a 16 ft. Lieblich Bourdon, Diapason, Oboe, soft Mixture, and 
various special stops. 

Generally, the stops in both kinds of echo organs are voiced with a 
distinctly different tone-quality from that of similar stops in the main 
organ: e.g., many organs have a Vox Humana in the Sw. and a second 
Vox Humana, of a different quality, in the Echo organ. 

The principal use of the echo organ is for sections and phrases of 
compositions, which are suitable for distant effects. The return of a 
quiet theme or section of a composition is frequently very effective if 
played on a soft combination in the Echo organ. Repetitions of phrases, 
if not too loud, are sometimes effective when played antiphonally. Bona 
fide echo effects are sometimes possible. One common use of the Echo 
organ requires special consideration: viz., using the Echo organ and the 
main organ at one and the same time. The various ways in which this 
is possible are as follows: — 


87 


88 ORGAN REGISTRATION 


A solo on the Sw. or Ch., with accompaniment on the Echo. 

A solo on the Echo, with accompaniment on the Sw. or Ch. 

Chords or a melody on the Echo, with an obligato on the Sw. or Ch. 

Chords or a melody on the Sw. or Ch., with an obligato on the Echo. 

The two organs (Sw. and Echo) coupled together. 

If the Echo organ is so located that the relation of its tone to that of 
the Sw. organ has practically the same angle for the audience that it 
has for the player, the player’s ears are a sufficient guide in choosing the 
registration for the above combinations of the Echo and Swell organs. 
If, however, the audience sit between the main organ and the Echo 
organ, i. e., the Echo organ is at the other end of the church from the 
main organ, the organist must remember that the relative power of the 
two departments of the organ is materially different in the ears of those 
who sit near the Echo organ from what it is in his ears. To be more ex- 
plicit, if the organist plays a solo (R. H.) on the Echo Vox Humana, and 
an accompaniment (L. H.) on the Sw. Gedeckt, the relative power of the 
two stops may be satisfactory to the player, but those of the audience who 
sit at the back of the church (near the Echo organ) cannot hear the ac- 
companiment at all, as the nearness of Vox Humana causes it to sound 
so much louder than the distant Gedeckt that the latter is practically in- 
audible to those who are sitting near the Echo organ. If the larger part 
of the audience is sitting near the Echo organ, the organist must reg- 
ulate the power of the accompaniment (in the above illustration) so that 
it sounds much louder to him than the Vox Humana. If the larger part 
of the audience is sitting near the main organ, he must regulate the 
power of the accompaniment so that it sounds well-balanced in his own 
ears. If the audience is evenly distributed between the two departments 
of the organ, the organist should regulate the relative power of the two 
stops for the centre of the church, which means that the accompaniment 
must sound a little too loud to the player. 

One especially effective combination of the Echo organ coupled to the 
Swell organ, both hands being played on the Swell, consists of the Echo 
Vox Humana coupled to the Sw. Voix Céleste; the two swell pedals 
being so manipulated that part of the time the tone of the Vox Humana 
predominates and part of the time the tone of the Voix Céleste pre- 
dominates. This effect is similarly obtained by coupling the Sw. and Ch. 
together and was frequently used by Mons. Alex Guilmant in playing 
his Elevation in A-flat. 

Antiphonal Organs: Many of the large Metropolitan churches con- 
tain two distinct, good-sized organs, one at either end of the church, 
with which innumerable antiphonal effects (loud and soft) are possible. 
Many of these churches originally possessed only a fine old organ in the 
west gallery. The advent of chancel choirs necessitated chancel organs, 
with which the old gallery organs have been electrically connected. As 
the console is generally located near the chancel, the gallery organ is 
frequently called the “ Antiphonal Organ,” even if it is considerably 
larger than the chancel organ. Quite a number of entirely new organs 
of this character have been built in recent years. Oftentimes, these 
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“ Antiphonal organs” are complete in themselves, and an entire recital 
can be given on them, played from the console at the chancel. 

The selection of the registration for an “ Antiphonal organ” is sub- 
ject to the same influences which obtain in all organs of its size, with 
the addition that personal taste and judgment must be exercised in 
selecting on which organ the various sections of the compositions shall 
be played. In many compositions, the first or main theme can be played - 
on the main organ, and the second theme played on the antiphonal organ. 
Returning to the main organ for the return of the first theme, the climax 
can be played on both organs coupled together. If the composition is 
made up of several short phrases the phrases can be played alternately 
on the main and the antiphonal organs. Frequently, the best contrast 
is obtained by playing a whole composition on the antiphonal organ after 
the preceding composition (or part of the service) has been played on 
the main organ. Frequently, a Fugue can be rendered effective by play- 
ing the “ exposition ” of the Fugue on the antiphonal organ and playing 
the entrance of the several voices in the “ recapitulation” on the main 
organ. 


CHAPTER X 
COMBINING ORGAN STOPS 


Arter the young organist has become familiar with the properties and 
characteristic tone-color of the individual organ stops, he will be well 
repaid, if he becomes equally familiar with the theoretical effect which 
the tone of each stop exerts on the tone of each other stop, in com- 
bination. 

The question is occasionally asked: “Is it worth while for the 
student to devote much time and thought to the theory of stop com- 
binations, in view of the fact that many combinations sound so differ- 
ently on different organs?” It seems to me that the organist who is 
thoroughly familiar with the theory of stop combinations has, at the 
outset, a larger grasp of the possibilities of any organ, in the way of 
tonal coloring, than he who relies wholly on a “hit or miss” method of 
“trying ” the stops at random. While theory and practice do not al- 
ways go hand in hand, a full knowledge of the theory not only explains 
the tonal .effects of the combinations, be they good or bad, but assists 
the student in his endeavor to overcome the bad effects of some com- 
binations, which, theoretically, ought to be pleasing. Furthermore, a 
familiarity with the tone of organ stops, and the influence of the various 
tone-colors in combination, gives the student a larger power of differ- 
entiation, in selecting his tonal combinations, and withal enables him 
to vitalize some combinations which, otherwise, would sound character- 
less. 

When two organ stops are combined, the resultant tone is influenced 
by one or more of four distinct factors or elements, which contribute 
to produce the resultant tone: first, by the primary quality of tone of 
the individual stops (Diapason, Flute, String or Reed); second, by 
certain specific acoustical principles which vary even in different stops 
of the same fundamental quality of tone (open and stopped pipes, har- 
monic stops, and stops which have certain overtones suppressed or over- 
developed) ; third, by the relative power of the two stops; and fourth, 
by the relative pitch of the two stops (16, 8, 4, and 2 ft. stops). If we 
combine a Flute-tone and a string-tone stop, each of which is of 8 ft. 
pitch, and the two stops have exactly the same power, only the first 
two of the above mentioned factors exert any influence on the resultant 
tone of the combination. Furthermore, the second of the four factors, 
in this particular case, may happen to be very small. In this event, the 
resultant tone of the combination possesses hardly any pleasing char- 
acter. Such a combination is sometimes found in old two-manual or- 
gans. In such organs, we occasionally find in the Gt. a mediocre Melodia 
(or Hohl Floete), whose tone is “tubby ” rather than beautiful. In the 
Sw. we may find a Gamba, the tone of which is raspy rather than 
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stringy, and is slow and uncertain in both speech and pitch. These two 
stops in combination produce a resultant tone which is far from beauti- 
ful, being devoid of any attractive character. 

On the other hand, let us combine an Oboe and a Flauto Traverso 4 £t.; 
in a modern organ. The two stops have different fundamental tone- 
qualities (reed and Flute); they are of different power (the Flute 
generally being about a third softer than the Oboe); the overtones of 
the two stops are pronounced but are entirely unlike; and the two stops 
are of different pitch (8 and 4 ft.). All four of the factors, to which 
reference has been made, are present, and produce a resultant tone which 
has definite character and is pleasing. 

To consider a more extreme example, let us combine a Vox Humana 
with a soft Bourdon 16 ft., and observe the result. First, we have in 
this combination reed-tone and Flute-tone; second, the Vox Humana is 
rich in overtones, while the Bourdon, with its stopped pipes, produces 
only the even-numbered overtones; third, the Bourdon is softer than 
the Vox Humana; fourth, the stops are of different pitch. The resultant 
tone has a most pronounced character and is generally very pleasing 
(above tenor C). 

Thus will it be observed that the character of the resultant tone of 
combinations of stops is more pronounced and, withal, more attractive, 
if three or all four of the above named factors are present in the com- 
bination. 

In combining three or more stops, the same principles hold true; and, 
with a due regard for the influence of these four factors, we can build 
up composite tone-color of much character and beauty. 


In registration, certain stops are used singly as well as in combina- 
tion. Although single stops cannot correctly be called “ combinations,” 
it is frequently necessary to so class them; for example, if a Gedeckt and 
a Violina are used for one phrase, and a Salicional alone for the follow- 
ing phrase, reference is made to the contrast “of these two combina- 
tions.” There seems to be no way of avoiding this seeming inconsistency, 
and common custom (with long usage) justifies its continuance. 

In combining the stops, more particularly the soft stops, the greatest 
variety of combinations, and I may say many of the most effective com- 
binations, are obtained by combining stops of different pitch. While 
combinations of two or three stops of the same pitch —e. g., Oboe and 
Gedeckt; Salicional and Gedeckt; Vox Humana and Salicional — are gen- 
erally effective and satisfactory, one can obtain more varied and possibly 
more pleasing combinations of tone-color by combining an 8 ft. stop with 
a 4 ft. stop, both stops being of the same or different fundamental qual- 


ities of tone. Examples: — 


8 ft. Flute-tone with 4 ft. string-tone. 
8 ft. Flute-tone with 4 ft. Flute-tone. 
8 ft. string-tone with 4 ft. Flute-tone. 
8 ft. string-tone with 4 ft. string-tone. 
8 ft. reed-tone with 16 or 4 ft. Flute-tone. 
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Occasionally, 8 and 4 ft. Flute-tone stops do not combine well; e.g., 
we occasionally find, as stated elsewhere, a Rohr Floete of the original 
type, which is so voiced that the “ inharmonic overtones ” (see page 30) 
peculiar to this stop, are quite prominent. Such a stop does not combine 
well with a Flauto Traverso 4 ft., as the overtones of the two stops 
“quarrel.” If such a Rohr Floete is used with an Octave Coupler, 
chords in close position sound out of tune. This peculiarity of the Rohr 
Floete is frequently covered up if an additional 8 ft. stop is used in the 
combination. 

As already stated, one of the important factors which influence the 
resultant tone of combinations is the relative power of the stops. Dif- 
ferent stops of the same fundamental quality of tone, and even of the 
same specific name, vary in intensity, and the resultant tone of com- 
binations is more or less modified by this difference in intensity. 

Let us consider, for a moment, the stops of a well-regulated Swell 
organ, for an illustration, and let us use the numerals 1 to 18 to indi- 
eate the relative power of the several stops. This will give a table 
somewnat like the following. (The Avoline is frequently so extremely 
soft that one cannot accurately indicate its power in such a table, but 
this point is immaterial.) 


16 ft. Bourdon 6 | 4 ft. Flauto Traverso 5 
8 ft. Open Diapason 14 | 4 ft. Violina 3 
8 ft. Viol d’Orchestre 10 | 2 ft. Flautino o 
8 ft. Voix Céleste 12 Dolce Cornet 5 
8 ft. Salicional 6 | 8 ft. Cornopean 18 
8 ft. Gedeckt 8 | 8 ft. Oboe 12 
8 ft. Aoline 1, %, or % | 8 ft. Vox Humana 8 


In this connection, I may say that the relative power of the tone of the 
different stops in a manual, especially the power of the 4 ft. stops, com- 
pared with the power of the 8 ft. stops, is much under-estimated. Some 
organ builders consider the 4 ft. stops only as factors in supplying the 
necessary amount of tone in the 4 ft. octave, for the sole purpose of 
building up the volume of the tone in the loud combinations and in the 
Full Organ. The importance of the 4 ft. stops, in their combinational 
use, is much greater than in their use in very loud combinations. 

With this table in view, the relative power of the stops in a few two- 
stop combinations can be indicated as follows: — 


Gedeckt (8) and _ Salicional (6) 
Gedeckt (8) + Flauto Traverso (5) 
Gedeckt (8) a Violina (3) 
Salicional (6) Y Flauto Traverso (5) 
Salicional (6) ie Violina (3) 
Bourdon (6) fc Violina (3) 
Bourdon (6) de Flauto Traverso (5) 
Oboe (12) rf Gedeckt (8) 
Oboe (12) S Flauto Traverso (5) 
Vox Humana (8) a Gedeckt (8) 


Vox Humana (8) % Flauto Traverso (5) 
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Vox Humana (8) and Bourdon (6) 
Voix Céieste (12) ss Gedeckt (8 
Voix Céleste (12) s¢ Flauto Traverso (5) 


It will be observed that in all these combinations the principal stop is 
louder than the secondary stop. If the secondary stop is louder than 
the principal stop, the combination is generally unsatisfactory and should 
not be used. The author has played Swell organs, of which a compara- 
tive table like the above would rank the Flauto Traverso 10, the Bour- 
don 9, the Violina 9, and the Vox Humana 8. On these organs the fol- 
lowing combinations were unsatisfactory and practically intolerable: — 


Salicional (6) and Flauto Traverso (10) 
Gedeckt (8) se Violina (9) 
Vox Humana (3) 4 Gedeckt (8) 
Vox Humana (8) es Flauto Traverso (10) 
Vox Humana (3) se Bourdon (9) 


From the description of the tone of various stops, and the tonal 
effects which are produced by the addition of certain fundamental 
tone-colors to the same or other tone-colors (see table on the following 
page), the student ought to be able to formulate the tonal effect which is 
produced when several stops are combined. Having observed that the 
combination of a Gedeckt and a Salicional produces a composite tone of 
string and Flute quality, without any specially distinctive character; and 
having observed the characteristics of such stops as the Flauto Traverso 
4 ft., the Violina, the Oboe, and the Diapason; the student should know, 
without trying the combinations, that the addition of a Violina to the 
above combination adds a little delicate brilliancy; that the addition of a 
Flauto Traverso 4 ft. adds more pronounced brilliancy, with an improved 
definiteness of pitch; that the addition of an Oboe gives firmness and a 
further increase of power and volume. 

If the indicated registration calls for an Oboe and a Flute 4 ft. for 
a solo combination, and this combination, on the organ on which the 
student is playing, is weak and ineffective, he should remember that the 
addition of a keen, string-tone Salicional or a Viol d’Orchestre intensi- 
fies the tone-color of the solo combination, and makes it more effective. 
He should remember that the addition of a real Voix Céleste increases 
the power and vitality of the combination; that the addition of a 
Gedeckt makes the tone rounder and fuller, but covers up part of the 
real Oboe quality. He should remember that, if all these added stops 
are insufficient, he can add, as a last resort, the Diapason, although 
he should be conscious that the tone of this stop will overshadow the 
Oboe quality in the solo combination. 

If the student, when playing on a certain organ, observes that the 
Vox Humana and Flute 4 ft., which are indicated in the printed regis- 
tration, are unsatisfactory, on account of the preponderance of the 
tone of the Flute, he should understand that an 8 ft. stop must be added. 
If he wishes to retain the approximate character of the Vox Humana, 
he should add a Voix Céleste or at least a Salicional. If the only 8 ft. 
stop that is available is a Gedeckt, he must add that stop, although he 
knows that it will overshadow the Vox Humana quality. 
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If the student wishes to obtain a large volume of string tone, sug- 
gestive of the combined strings of the orchestra, he must first draw 
the Gamba of the Gt., the Voix Céleste of the Sw., the Viol d’Amour of 
the Ch., and the Sw. to Gt. and Ch. to Gt. Couplers. In all probability, 
he will feel that something is wanting in this combination of string-tone 
stops, as the tone does not meet his expectation. If there is a Gamba 
Céleste in the Solo organ, he can couple this stop to the Gt. To fur- 
ther increase the intensity of the combination, he can add a soft Oboe 
and Flauto Traverso of the Sw. These two stops are not string-tone 
stops, but the Oboe possesses some of the characteristics of the string- 
tone stops, and the Flauto Traverso sharpens the combination; hence, 
these two stops help to intensify the combinational tone. Lastly, the 
addition of a Vox Humana, as a “timbre creator,” will add a little of 
the vitality which is so noticeable in the combined strings of the or- 
chestra. 

In this manner, the student can select and build up the larger com- 
binations from his knowledge of the tonal influences of the individual 
stops. 

In large churches and halls, very soft stops and small combinations 
of stops are frequently inadequate, as their tone is nearly inaudible in 
part of the auditorium. Under such conditions it is necessary to en- 
large the combinations. A passage of music which, under ordinary 
circumstances, sounds well as a solo, played on an Oboe and Flauto 
Traverso, with the accompaniment played on a Dulciana, when played 
in a large church or hall may require the addition of a Cornopean and 
possibly a Viol d’Orchestre for the solo, and the addition of a Melodia 
or other 8 ft. Flute for the accompaniment. Other combinations must 
likewise be enlarged for such auditoriums. 


COMBINATIONS WITH REED-TONE STOPS 


Many of the old-style reed-tone stops are so coarse in tone-quality, 
and so uncertain in speech and pitch, that it is frequently necessary to use 
an 8 ft. Flute-tone stop with the reed-tone stop. It is unwise to use an 
old-style Oboe alone, as some of the pipes frequently have the unfortu- 
nate habit of not speaking or of “breaking” into one of the overtones 
— sounding some note other than the one desired. By combining a St. 
Diapason with such an Oboe, the roughness of the reed-tone is some- 
what disguised, and the player is fairly sure of producing a tone of 
correct pitch with each note that is played. 

Most modern reed-tone stops are practically free from these short- 
comings, and do not require the assistance of 8 ft. Flute-tone stops. A 
modern Oboe is such a fine example of the perfection of reed voicing 
that it can be used alone, as a solo stop or in harmony. However, 


other stops are frequently combined with the Oboe, each for some spe- 
cific reason, as follows: — 
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1. To strengthen the tone, and yet preserve much of the character- 
istic tone-color of the Oboe, add Salicional, Viol d’Orchestre, or even a 
Voix Céleste. 

2. To broaden the tone and to make it rounder and fuller, somewhat 
at the expense of the real Oboe quality, add a Gedeckt, or other 8 ft. 
Flute. 

3. To make the tone heavier —more bulky, so to speak—add a 
Diapason. 

4. To make the tone louder (approximately), add a 4 ft. Coupler. 
This addition sometimes produces a harsh effect. 

5. To make the tone more cutting and definite, add a Flauto Traverso, 
or some other 4 ft. Flute. 

6. To make the tone heavier and more dignified, add a 16 ft. Coupler. 

Note: Obviously, the tone which is produced by the Oboe pipes is 
not varied any by the addition of these stops, but the resultant tone of 
the combinations may be described as above. 

Needless to say, further modifications of the tone of an Oboe are 
produced by adding two or more stops, the effect being a combination of 
the effects already described; for example: — 

1. An Oboe, Voix Céleste, Flute 4 ft. and 16 ft. Coupler, produce a 
combination of reed-tone and string-tone, dignified by the 16 ft. Coupler, 
and brightened by the 4 ft. Flute. 

2. An Oboe, Gedeckt, and Flute 4 ft. produce a round, full tone, in 
which the tone of the Oboe is less pronounced. 

8. A composite solo combination, having a little of the volume, 
warmth and flexibility of the tone of a violin, used principally between 
C and c?, may frequently be obtained by combining the following stops: — 
Oboe, Cornopean (if not too coarse and strong), Voix Céleste, Vox 
Humana, Flute 4 ft., and Tremolo. If the music is mostly above c?, the 
16 ft. Coupler can be added with good effect. 


COMBINATIONS WITH A CORNOPEAN 


What has already been stated relative to the effect which is produced 
by combining certain stops with an Oboe, may be repeated for a Cor- 
nopean; with the exception that the greater power and volume of the 
tone of the Cornopean lessen the influence of the specific stops, when they 
are combined with it, and in a few cases, completely cover up the tone 


of some of the added stops. 


CoMBINATIONS WITH A Vox HUMANA 


The stops most frequently combined with a Vox Humana are the 
Gedeckt (St. Diapason), Flauto Traverso or other 4 ft. Flute, Salicional, 
Voix Céleste, and Bourdon 16 ft. A Vox Humana is frequently added to 
other combinations, when its own special character is partially over- 


shadowed, being merged in the resultant tone. 
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1. A Gedeckt, combined with a Vox Humana, covers up some of the 
distinctive reed-tone quality of the Vox Humana, but produces a fuller 
tone than the following: — 

2. A Flauto Traverso 4 ft., combined with a Vox Humana, preserves 
the distinctive quality of the Vox Humana, but makes the tone more 
cutting and pronounced. 

3. A Voix Céleste, combined with a Vox Humana, gives a rich com- 
bination of reed and string-tone. Obviously, if either stop is much louder 
than the other, its tone will predominate. 

4. A soft Bourdon 16 ft., combined with a Vox Humana, produces 
a somewhat mysterious effect, which is often pleasing, when used between 
c! and c?. 

5. Other combinations of a more composite character are: — 

Vox Humana, Voix Céleste and Flute 4 ft. 
Vox Humana, Gedeckt and Flute 4 ft. 
Vox Humana, Voix Céleste and Bourdon 16 ft. 

A 16 ft. Coupler can be used with all the above combinations, espe- 
cially for solo purposes, except those combinations which contain a 
Bourdon 16 ft. 

Individual opinions of such combinations as those just mentioned 
differ. Some writers go so far as to state that a Voix Céleste must 
never be added to such combinations as those above. With all due 
deference to those who differ with me, it seems to me that we can look 
to the orchestra for many examples where the strings are used in similar 
combinations. 


COMBINATIONS WITH A CLARINET 


The distinctive tone-quality of a Clarinet is such that only 8 and 4 ft. 
Flute-tone stops can be combined with it without destroying some of its 
tone-quality. While string-tone stops are occasionally combined with a 
Clarinet, the real Clarinet-quality of tone is overshadowed in such com- 
binations, unless the tone of the string-tone stops is quite soft. The 
most usual combinations are: — 


Clarinet and Gedeckt. Fuller than a Clarinet alone. 

Clarinet and Melodia (Hohl Floete). Somewhat heavy. 

Clarinet and Flute d’Amour (or Flauto Traverso 4 ft.). Sharp 
and clear. 

Clarinet and Soft Doppel Floete. Heavy but effective. 

Cer iiee Ch.; Doppel Floete or Melodia Gt., Ch. to Gt. 16 ft. 
oupler. : 


The last combination is a good solo combination when played on the Gt. 
COMBINATIONS WITH A TRUMPET 


The tone of a Trumpet is a powerful and thin reed-tone; generally too 
thin, in proportion to its power, to be used alone. Hence, a Diapason 
8 ft. is generally combined with it. A strong-toned 8 ft. Flute is gen- 
erally beneficial, and the addition of a 4 ft. Harmonic Flute brightens 
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the resultant tone. For greater reed-power, in the absence of a Tuba, the 
Trumpet is generally re-enforced by all the 8 and 4 ft. stops of the Gt. 


COMBINATIONS FOR THE ACCOMPANIMENT OF SoLo COMBINATIONS 


In small organs, the number of stops and combinations which are 
suitable for the accompaniment of solo combinations is limited. The 
Dulciana of the Ch. or Gt. is frequently the only stop which is available 
for the purpose of accompanying a solo on the Sw. In larger organs, 
especially if the Ch. is in a swell-box, one can use the 8 ft. Flute (Melo- 
dia, Hohl Floete, or Flauto Traverso). A Flute d’Amour 4 ft. can also 
be used alone, playing an octave lower. If there is a Viol d’Amour 8 ft. 
or a Gemshorn 8 ft., either stop is suitable for soft accompaniments. 
A 4 ft. Fugara or Violina in the Ch. can also be used, if one plays an 
octave lower. For louder accompaniments on the Ch., more stops must 
be used, sometimes including the Diapason (Geigen Principal). 

For soft accompaniments played on the Sw. more combinations are 
available. The softest stop, Moline, Dolce or Dolcissimo, if used alone, 
is generally too soft for an accompaniment. If the 4 ft. Coupler is 
used with it, this stop is sometimes sufficient for an accompaniment of 
the softest solo stop of the Ch. The Salicional alone, unless it has a 
very pungent string-tone, is available. A Gedeckt alone can be used 
for a short time only, as the ear tires of its cloying character, when this 
stop is used alone for a long time. A Gedeckt (or Rohr Floete) and a 
Salicional, a Gedeckt and a Flute 4 ft. or a Gedeckt and a Violina, are 
most serviceable combinations for P accompaniments. When more 
power is required, the Diapason or even the Oboe can be added. One 
or two of the 8 ft. stops with a 4 ft. Coupler also give a good Mp ac- 
companiment. 

In addition to the above combinations, one frequently finds it desir- 
able to use such stops as a Voix Céleste or even a Vox Humana for ac- 
companiments. These stops either alone or in combination give a 
striking character to the accompaniment which is pleasing and fre- 
quently necessary. Short repeated chords do not sound well on such 
combinations, but accompaniments, which are somewhat melodic in 
themselves, require definite character in the combination, and sound well 
on the combinations named. 

For loud accompaniments, all the 8 and 4 ft. stops with the Oboe, and 
even the Full Sw., can be used with good effect. On the Gt., if the ac- 
companiment is sustained in character, a Doppel Floete, or a Gross 
Floete can be used for a few measures. If more power and body are 
required, a Gamba or a Harmonic Flute can be added. 

For very heavy accompaniments to the solos on the Gt. Full Sw., or 
Full Ch. (without Clarinet), or even the two combinations with Sw. to 


Ch. Coupler, are serviceable. 
COMBINATIONS OF COMPOSITE TONE 


Thus far, only combinations of distinctive tone-color have been 
treated. For many compositions, and for many passages in other com- 
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positions, such combinations are unsatisfactory. Louder, fuller, and 
larger combinations are necessary. These larger combinations are 
generally called “Chorus Combinations ”; the power and volume being 
more important than the distinctive tone-color. In fact, many stops of 
several qualities of tone have a tendency to destroy the distinctive color 
of most of the individual stops. A few of the more common “ Chorus 
Combinations ” are: — 


Sw. All the 8 and 4 ft. stops, without reeds. 
Sw. ee 8 and 4 ft. stops, with Oboe. 


seal: 
Gt. All the 8 ft. stops, without reeds. 
Gt. All the 8 and 4 ft. stops, without reeds (with or without a 16 ft. 


. Melodia, Diapason and Flute 4 ft. 
Ch. All the 8 and 4 ft. stops, without reeds. 


APPROPRIATE PEDAL COMBINATIONS 


“ Appropriate Pedal Combinations ” are a problem; partially because 
few organs have a sufficient number of stops in the Pedal department, but 
principally because theory and practice, in combining organ stops, can- 
not always coincide. If one is playing on a Flute-tone combination of 8, 
or 8 and 4 ft. stops, the Pedal combination, theoretically, ought to be 
Flute-tone. For this purpose we use a Bourdon, with an 8 ft. Gedeckt, 
or with a manual to Pedal Coupler. This is generally satisfactory. 

If one is playing on an 8 ft., or 8 and 4 ft., Diapason combination, the 
Pedal combination, theoretically, ought to be 16 and 8 ft. Diapason- 
tone. The 16 ft. Diapason in the Pedal organ is frequently too loud 
and ponderous for many manual Diapason combinations, and the Dul- 
ciana 16 ft. is too soft. Therefore, we are compelled to use 16 and 8 ft. 
Flute-tone (Bourdon and Gedeckt), 16 ft. Dulciana, 16 ft. string-tone 
(Violone) and manual to Ped. Coupler, presuming that all the stops 
named are in the individual organ. 

If one is playing on a string-tone combination, the Ped. 16 ft. string- 
tone stop (Violone or Double Gamba) is much too heavy, except in 
those cases when the manual string-tone combination is loud, being re- 
enforced by other stops. For the string-tone combination, we more fre- 
quently use (in the Ped.) the Bourdon 16 ft., with or without a Cello or 
Gedeckt, and a manual to Ped. Coupler. A 16 ft. Dulciana is frequently 
included. 

If one is playing on a reed-tone combination, the “appropriate Ped. 
combination ” is, theoretically, a 16 ft. reed-tone stop (Double Bassoon 
or Contra Fagotto). Generally, neither of these stops, if used alone, is 
satisfactory for this purpose. If neither of the stops is in the organ, 
we are again compelled to use the 16 ft. Flute-tone (Bourdon) with or 
without a Cello (string-tone) or a Gedeckt (Flute-tone), and a manual 
to Ped. Coupler. 

In selecting “appropriate Ped. combinations” for the. combination 
pistons or combination pedals, it is customary, first, to select a suffi- 
cient volume of 16 and 8 ft. tone, principally Flute-tone; second, to add 
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as much “appropriate tone” as possible without making the Ped. com- 
bination obtrusive. With such a compromise, the player can add any 
special Ped. stop which is available for any emergency. 

For the softest Ped. passages, one must use the softest 16 ft. Ped. 
stop which is available. In some organs, the Bourdon of the Sw. is 
“borrowed” in the Ped. as a “ Lieblich Gedeckt.” A few organs have 
a distinct Leiblich Bourdon 16 ft. which is not “borrowed.” In some 
other organs, the 16 ft. Dulciana of ‘the Ch. is “borrowed” in the Ped. 
In the absence of each of these three stops, one can use the Bourdon 
Bass of the Sw. (if the stop is divided) with the Sw. to Ped. Coupler, 
in the passages which do not require other stops in the Sw. As a last 
resort, one must use the Ped. Bourdon 16 ft. If this is much too loud, it 
is frequently necessary to play the Ped. notes staccato. 

If the Pedal part is melodic, or is a moving bass part of the harmony, 
an 8 ft. tone must be added to the Bourdon, if possible; either a Ped. 
Gedeckt 8 ft., or a manual to Ped. Coupler. Likewise, if the Pedal part 
consists of short detached notes of some rhythmic importance, an 8 ft. 
tone is necessary, to give definiteness to both the rhythm and the pitch. 
In the absence of a Ped. Gedeckt, the Ch. to Ped. Coupler with the 
Melodia in the Ch. sometimes answers as a compromise. In two-manual 
organs, with the Melodia in the Gt., this compromise is rarely accept- 
able, as the Melodia is generally too powerful for such a purpose in 
such organs. A Cello 8 ft. in the Ped. rarely answers for such pas- 
sages, as the tone of a Cello is somewhat hard and inflexible. 

As the manual combinations increase in power, more power is like- 
wise required in the Ped. part. If the organ does not contain a number 
and variety of Pedal stops, the organist is frequently obliged to resort to 
numerous compromises. If the organ contains a Violone 16 ft. in the 
Ped., this stop, with the Bourdon 16 ft. and Gedeckt 8 ft., with or with- 
out a manual to Ped. Coupler, answers for the MF Ped. combinations. 
One can occasionally strengthen the Ped. part by using two manual to 
Ped. Couplers, with such manual stops as are available; e.g., if one 
is playing on the Sw., with a fairly loud combination, and the Ped. 
combination, even with the Sw. to Ped. Coupler, is inadequate, one can 
add the Ch. to Ped. (or Gt. to Ped. in some two-manual organs), after 
drawing the Melodia in the Ch. (or Gt.). Furthermore, a 4 ft. Flute 
ean sometimes be included in the Ch. (or Gt.) combination. If one is 
playing the passage under consideration on the Ch., the Sw. to Ped. 
Coupler can rarely be used if the Oboe is on,.as the tone of the Oboe 
in the bass octave (by means of the Coupler) is objectionable in the 
Ped. part. , 

For special solo passages in the Pedal part, one must generally ob- 
tain the desired tone-color by coupling manual stops to the Ped., 
though occasionally an 8 ft. Flute, Cello, reed-tone stop, or Chimes, is 
available, and can be used as a distinct Ped. stop. Ped. combinations for 
specific passages are suggested in the chapters which are devoted to 


the registration of specific compositions. 
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SPECIAL COMBINATIONS 


Combinations-of 16, 8, 4, and 2 ft. Flute-tone are sometimes desirable, 
particularly in the upper octaves, for certain effects. In the Sw. organ, 
such combinations are obtained in four distinct ways, the resultant tone 
varying somewhat in each of the combinations, as follows: — 

1. Bourdon 16 ft., Gedeckt (St. Diapason) 8 ft., Flauto Traverso 4 
ft., and Flautino 2 ft. 

2. Bourdon 16 ft., Gedeckt 8 ft., Flauto Traverso 4 ft., and 4 ft. 
Coupler. 

8. Gedeckt 8 ft., Flauto Traverso 4 ft., Flautino 2 ft., and 16 ft. 
Coupler. 

4, Gedeckt 8 ft., Flauto Traverso 4 ft., with 16 and 4 ft. Couplers. 

Combinations of 16, 8 and 4 ft. string-tone can be obtained by using 
a Voix Céleste (or Salicionai), Violina 4 ft. and 16 ft. Coupler; or 
Voix Céleste with 16 and 4 ft. Couplers. 

A few sparkling combinations of Flute-tone, for solo passages, played 
principally in the upper octaves, can be obtained by using: — 

1. Bourdon 16 ft., Flautino 2 ft., 4 ft. Coupler and Tremolo. 

2. Gedeckt 8 ft., Flautino 2 ft., 16 ft. Coupler and Tremolo. 

8. Bourdon 16 ft., Flute 4 ft., 4 ft. Coupler and Tremolo. 

A delicate combination, somewhat suggestive of “divided strings 
muted,” may be obtained by using the AXoline, soft Violina 4 ft., 16 and 
4 ft. Couplers and the Tremolo. 

In selecting combinations of stops for certain phrases of music, the 
student must always bear in mind that the tonal effect which is pro- 
duced by a certain phrase of music, when played on a selected combina- 
tion of stops, is governed largely by four conditions: 1. The necessary 
power. 2. The character of the phrase; whether it consists principally 
of repeated chords, arpeggios, runs, or is polyphonic in character. 
38. The rapidity of the consecutive tones. 4. The pitch of the major 
part of the phrase; i.e., whether the phrase is principally in the two 
middle octaves, in the two upper octaves, or in the two lower octaves of 
the manual. A combination of stops which sounds pleasing with re- 
peated chords played in the two middle octaves, may sound the reverse 
with arpeggios played in the two upper octaves. A combination which 
sounds pleasing with sustained chords played in the upper octaves, may 
sound very objectionable with the same sustained chords played in the 
middle octaves, and may prove intolerable if the phrase is played in the 
lower octaves. A few combinations are available for all of the above 
conditions. 

It will be noticed that many of the soft combinations, which contain 
a 16 ft. stop, are generally ineffective in the lower octaves, as the tone 
of the combination becomes more or less gruff as one approaches tenor 
C. It will be noticed that combinations containing a 4 ft. Flute fre- 
quently sound shrill in the upper octaves. It will also be noticed that 
combinations which contain a 2 ft. stop (Flautino) sound better in the. 
upper half of the keyboard than in the lower half, and are improved 
by the addition of a Tremolo, which serves as a “tone-color mixer.” 
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Thomas Elliston, a prominent English writer on organ subjects, has 
stated: ‘Stop combinations are in reality problems in acoustics.” In 
addition, one may say that combining organ stops is, to a certain ex- 
tent, analogous to mixing pigments on the painter’s palette. The pri- 
mary tone-colors of the organ, like the primary pigments on the paint- 
er’s palette, by themselves, produce great contrasts; but the delicate 
shading in each case is obtained only by a judicious mixing of the 
primary colors, either stops or pigments. 


CHAPTER XI 
INDICATING THE REGISTRATION 


WHILE the selection of stops and combinations, for various phases of 
organ compositions, is a large part of the study of registration, the 
method of indicating the registration in printed organ music, and of 
interpreting the indications, is an important branch of the study. In 
indicating the registration one should keep in mind two important fea- 
tures: first, the desired combinations; and second, the best method of 
obtaining the specified combinations without disturbing the natural flow 
of the music. 

Many minute indications for the registration may seem superfluous 
to organists of experience, but I think that all organ instructors will 
agree that organ students are unable to register a composition by 
instinct. They must acquire a taste and ability for such registration, © 
and that ability can be acquired only through a careful study of the 
minute details of registration indications. The fact that organists 
are frequently unable to follow all the composer’s registration indica- 
tions, on account of the difference in organs, does not seem to me to be 
any argument against the use of clear and definite indications. The 
organist certainly can obtain a better idea of the composer’s intentions, 
and also is better able to adapt them to the organ on which he is playing, 
irrespective of its shortcomings, if the composer has placed definite 
registration indications in his composition. 

As the repertoire of organ music, with which an organist becomes 
equipped, generally consists of compositions which are published by 
American, English, French, and German publishers, it is necessary that 
organists should be familiar with the various terms and expressions 
which are used in the various countries to indicate the different key- 
boards. 


A COMPARATIVE TABLE OF MANUAL AND PEDAL INDICATIONS 


English Eng. Ger. German French 
Great (Gt.) I Il | Hauptwerk (Hptw.) (H.W.) | Grand Orgue (G. 0.) 
(G.) 
Hauptmanual , (Hptm.) (H. M.) 
Swell (Sw.) II III | Oberwerk (Oberw.) (Obw.) Récitif (Récit.) (R.) 
(O. W.) 
|| Schwellerwerk | 
Choir (Ch.) Ill I Unterwerk (Unterw.) (U. W.) Positif (Pos.) (P.) 
Ruckwerk (R. W.) 
Positiv 
SS ee eS a ee ee ee 
Solo (So.) | IV IV | Solowerk | Clavier des Bombardes 
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Beho (Hch.) | Vv Vv | Ecehowerk i 
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Pedal (Ped.) | | Pedal (Ped.) | Pédale (Péd.) 
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The English terms which are used to indicate the various keyboards do 
not require any explanation. The use of Roman numerals for this 
purpose, which has been adopted by a few English, American, and 
German composers, is somewhat confusing, on account of the two 
different plans of allotting the numerals which are in use. If the 
manuals are numbered according to the natural order of the manuals 
(first column of numerals in the above table), the plan is easily com- 
prehended, and the numerals indicate the same manuals whether the 
organ has two, three, or four manuals. If, however, the manuals are 
numbered from the lowest to the highest, irrespective of which manual 
is the lowest, considerable confusion is caused; as the numerals for each 
manual vary according to the number of manuals, and also according 
to whether the Gt. or the Ch. is the lowest manual. In a two-manual 
organ, by this plan, the Gt. is numbered “I,” and the Sw. “II.” In 
a three-manual organ, if the Ch. is the lowest manual, it is numbered 
“TI,” the Gt. “II,” and the Sw. “III.” If the Gt. is the lowest manual, 
it is numbered “I,” the Sw. “II,” and the Ch. “III.” There does 
not seem to be any logical reason for the use of Roman numerals to 
indicate the manuals in English and American organ music. The 
abbreviations, Gt., Sw., Ch., etc., require no more space on the printed 
page than do the Roman numerals. They always indicate the same 
manuals, whether the organ has two, three, or four manuals, and cannot 
be misunderstood. 

After the specific terms for the indication of the various manuals have 
been decided, the position of the indications, with regard to the phrases 
and notes on the printed page, must be considered. The position of the 
manual indications ought to be so definite and clear that the student 
cannot possibly misunderstand the composer’s intentions. Unfortunately, 
this is not always the case, and we find many vague indications. Ex- 
perienced organists can generally interpret the composer’s intentions, 
but the student is frequently confused and misled, if the indications 
are not definite and clear. 

A single manual indication in the first measure of a composition (A, B, 
or C, in the illustration on the following page), obviously, indicates that 
both hands are to be played on the manual indicated, until a change of 
manual is indicated. The exact position of this manual indication 
(“ Sw.”) may seem immaterial, but the position at A is preferable. If 
a voice (or part) enters after the other voices, as at D, the single 
manual indication holds good just the same, though the addition of the 
pointers in E makes the indication clearer. 

In illustration F, it is perhaps obvious that both hands should be 
played on the Gt. If, however, the indication “ Gt.” were inserted at the 
first note of the L. H. part in both the second and third measures, any 
doubt in the mind of the student would be avoided. The indications for 
the two manuals in illustration G require no explanation. The position 
of “Sw.” and “Ch.” in the illustration is immaterial. 

In some printed compositions, there are no manual indications at the 
beginning of the composition. Such omission, like the omission of all 
registration and the omission of all indications for the dynamics, necessi- 
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tates the exercise of individual taste, and no suggestions in the abstract 
can be formulated-for such conditions. 

After the first.measures of a composition, the indications for the 
manual changes are of various character, according to the conditions. 
Inserting the abbreviation of the name of the manual (Gt., Sw., Ch., 
etc.) at the particular point where the change of manuals is desired, if 


that change is for both hands together, is occasionally sufficient, as at 
H and I, especially if there is a rest or a definite division between twa 
phrases at the particular point. Otherwise, it is advisable to insert 
brackets or pointers connecting the manual indication with the particular 
note on which the change is to occur; as in illustrations J and K. . 

In illustration L, on page 108, every organist naturally plays 
the first two measures with both hands on the Ch. In the third 
and fourth measures, students hesitate, and frequently play the R. H. 
on the Sw. and the L. H. on the Ch. Obviously, the composer intended 
both hands to be played on the Sw. If the manual indication (“Sw.”) 
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were placed between the staves, as in the first measure, the confusion 
would be avoided. 

In illustration M, the composer intended the L. H. melody of the 
second measure to be played on the Gt. and the R. H. on the Sw.; but 
students frequently play both hands on the Gt., particularly if the indica- 
tion “ Gt.” is located midway between the staves. If the staves are some 
distance apart and “Gt.” is placed.near the lower staff, there is less 
liability of confusion. It seems wiser, however, to avoid the possibility 
of confusion by placing “Sw.” under and over the upper staff at this 
point, or by inserting a pointer between “ Gt.” and the voice to be played 
on that manual. 
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In illustration N, many students play the second and third measures, 
with both hands on the Gt., the fourth measure with both hands on the 
Sw., and the sixth measure with both hands on the Gt. The composer 
intended the L. H. melody of the second and third measures to be played 
on the Gt., the R. H. remaining on the Ch. In the fourth measure the 
composer intended the R. H. melody to be played on the Ch. and the 
L. H. accompaniment to be played on the Sw. The composer’s intention 
in the fifth measure is to play both hands on the Ch. The sixth measure 
obviously should be played the same as the second measure. It is a 
simple matter for a composer to indicate the manuals so that the 
intention cannot be misunderstood, and, while a few points may be 
taken for granted, it does not seem wise to leave room for any doubt. 
Oftentimes, the music-engraver fails to realize the importance of the 
exact position of the indications “ Gt.,” “Sw.,” “Ch.,” ete. However, 
the composer must assume part of the responsibility if he does not place 
clear and definite indications in his Ms. and insist on their exact repro- 
duction in the proofs. In illustration N, a part of the possible confusion 
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is avoided if “Gt.” is placed below the L. H. staff in the second and 
sixth measures; but all possibility of confusion is avoided if “ Ch.” is 
also placed above the upper staff in the fourth and six measures. 
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Having considered the manual indications, we must now turn our 
attention to the indications for changing the stops. To any one who 
has examined much English and American organ music, it is apparent 
that there is an absence of any established system of indicating the 
stop movements. Different composers use different terms and expres- 
sions to indicate the registration; and moreover, individual composers 
frequently use different terms and expressions to indicate the same stop 
movement in a single composition. 

At the beginning of a composition many composers indicate the specific 
combinations of stops which are first required on all the manuals and 
pedal; e. g.: — 

Prepare: Gt. to Octave. 

Sw. 8 and 4 ft. with Oboe. 

Ch. Melodia and Dulciana. 

Ped. Diapason, Bourdon, and Gedeckt. 
Sw. to Gt., Sw. and Gt. to Ped. 

The word “prepare” is optional and is frequently omitted. These 
indications for the registration require no explanation. Some composers 
do not specify the combinations, but indicate only “F” and “PP.” Some 
composers indicate the manuals without naming any stops. Other 
composers, while specifying the combinations which they desire, indicate 
these combinations only in the measures when they are required. The 
first plan mentioned above enables the performer to see at a glance 
just which combinations he can prepare before beginning to play, and 
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frequently enables him to avoid one or two awkward changes during the 
progress of the composition. 

At the beginning of a composition, the music engraver can always 
allot sufficient space to clearly indicate the registration which the 
composer desires, but after the first measures there is frequently 
insufficient space available for the registration indications. To make 
the indications as brief as possible, composers have resorted to numerous 
expressions, as will be seen in the following list, each line of which is 
copied from some piece of printed music:— 


SPECIMENS OF REGISTRATION INDICATIONS 
(Selected from printed organ music) 


j Add Flute Draw Sw. to Gt. 

Flute off Put on Sw. to Gt. 
Open the Gamba Put in the Sw. to Gt. 
Shut the Gamba Add the Bourdon 
Close the Gamba Remove the Bourdon 

{ St. Diapason out Put back the Bourdon 
St. Diapason in Thrust in the Bourdon 
On Oboe Put on the Ch. reeds 
Off Oboe Fix Ch. reeds 
In Oboe Put off Ch. reeds 
Retire the Oboe Take off Ch. reeds 
Prepare the Oboe ' §¢+ Salicional 

! — Salicional 


The significance of each one of the above quotations is perfectly clear 
to any organist, but it is obvious that there is no tangible reason for 
retaining so many pairs of opposite indications, as each pair of indica- 
tions has the same significance. The indications “on” and “ off”; 
“out” and “in”; “open” and shut”; “draw” and “push off,” 
indicate exactly the same operations. Only one pair of such indications 
is necessary. The plus (+) and minus (—) signs, used to indicate 
the addition and subtraction of one or more stops, have the merit of 
clearness and brevity, but, for some reason, they have not become 
popular with organists. 

Organ builders and tuners use the single words “on” and “ off” to 
indicate the position of a stop, and also for imperative directions when 
the “helper” is requested to “put on” or “put off” a stop. Some 
composers also use only these words to indicate stop changes; as “ Oboe 
on” (sometimes “on Oboe”) and “ Oboe off ” (sometimes “ off Oboe”). 
The word “add” is oftentimes preferable to the word “on,” as it 
gives a more definite and positive idea of the required registration; 
e. g., if the indication, “ Sw. Oboe and Rohr Floete 4 ft.” is followed by 
“Add Gedeckt,” the organist clearly understands that a fuller and 
somewhat louder combination is to be obtained by adding the Gedeckt. 
If, however, the organist is obliged to use Oboe and Gedeckt at the 
outset (instead of Oboe and Rohr Floete), on account of some condition 
in the individual organ, the expression “ Gedeckt on ” seems superfluous 
to him, as the Gedeckt is already on. The expression “ Add Gedeckt,” 
in this particular case, is, in reality, just as superfluous as “ Gedeckt 
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on,” but it conveys the idea that some stop ought to be “ added,” and 
nine out of ten organists will add some stop, presumably the Salicional, 
if the Gedeckt is.already on. -Unfortunately, the word of opposite 
meaning, “subtract,” requires too much space in the printed page to be 
used for registration indications. The shortest word that is available 
for this purpose is “off.” There is the same objection to this word 
that there is to the word “on,” but no other word has taken its place, 
and today, the most popular expressions to indicate “putting on” or 
“putting off” a stop are “add” and “off”; as “ Add Oboe,” “ Oboe 
off.” 

Notwithstanding the lack of system which prevails, it is possible for 
the composer to partially systemize his registration indications, and 
thus eliminate a part of the existing confusion. If a specific combina- 
tion of stops is desired, either at the beginning or in the middle of a 
composition, it is sufficient to name the stops desired; as, “ Sw. Oboe and 
Rohr Floete 4 ft.” This indicates a definite combination which the 
composer wishes. Obviously, substitutions are frequently necessary on 
different organs, but this fact has no influence on the meaning of the 
composer’s indication. If, later, the Voix Céleste is to be added to the 
combination, it is sufficient to indicate, “‘ Add Voix Céleste.” If a stop is 
to be put off, it is sufficient to indicate “ Rohr Floete off.” If the com- 
bination is to be changed entirely, e. g., from “ Oboe and Rohr Floete ” 
to ‘Vox Humana and Bourdon,” the change can be indicated in two 
ways: first, by naming the desired combination, as “Sw. Vox Humana 
and Bourdon ”’; or second, by indicating the process of obtaining the new 
combination, as, ‘Oboe and Rohr Floete off, add Vox Humana and 
Bourdon.” The first plan has the merit of brevity, though students 
frequently hesitate with such an indication. The second plan has the 
merit of definiteness, but it requires more space on the printed page 
than is sometimes available. 


EXPLANATION OF THE Most CoMMON REGISTRATION INDICATIONS 


“FE Gt.” Full Gt. In modern organs an appropriate Ped. combination 
is also drawn by the combination piston or pedal which draws Full Gt. 

“F Gt.” The particular combination piston or pedal which brings 
on all the 8 and 4 ft. stops of the Gt. (except reeds), with or without a 
16 ft. stop. In most modern organs an appropriate Ped. combination is 
included. In the absence of such a combination piston or pedal, the 
stops must be drawn by hand. 

Note: Many composers make a distinction between “Gt. F” and 
“F Gt.” The former indicates any forte combination of stops which the 
player chooses to use. The latter refers to the particular combination 
piston or pedal which brings on all the 8 and 4 ft. flue stops (with or 
without a 16 ft. stop) in the Gt. The same distinction exists between 
Swi f sands EF) Sw.) 

In very old organs, the usual three combination pedals for the Gt. 
are labeled “ Forte,” “Mezzo,” and “Piano.” In such organs the 
“Forte” pedal almost always brings on Full Gt. As the combination is 
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distinctly a fortissimo combination, including the Mixtures and Trumpet, 
the name of the pedal seems inappropriate. It certainly causes some 
confusion; e.g., if the dynamics of the composition call for a forte 
combination in the Gt., one cannot use the “Forte Gt.” combination 
pedal, as its combination is fortissimo. The “Piano Gt.” pedal is, of 
course, correctly named. As the word “mezzo” means “half” or 
“partial” and the “ Mezzo Gt.” pedal brings on half of the Gt. stops, 
the name is nominally correct. However, in the dynamics of instrumental 
music, we use the word “mezzo” only in combination with “ forte” or 
“piano,” which gives us the terms, “ mezzo forte” and “ mezzo piano.” 
Now, the “ Mezzo Gt.” combination pedal does not bring on a “ mezzo 
forte” combination. Hence, when the dynamic indication is “ MF,” 
one cannot use the “ Mezzo Gt.” combination pedal. If these three 
combination pedals are named respectively, “ Fortissimo Gt.,’” “ Forte 
Gt.,” and “ Piano Gt.,” the names of the pedals correspond to the real 
character of the combinations, FF, F, and P. 

“P Gt.” Obviously, “ P” indicates a piano combination on whichever 
manual is indicated, but a further meaning of the expression “P Gt.” 
is generally intended. There may be several stops and combinations in 
the Gt., each of which is “ piano,” but there is generally one stereotyped 
combination which, by long usage, has received the name “ P Gt.” and is 
controlled by a piston or pedal which is called “P Gt.” If the piston or 
pedal is of the “ movable” type, it both draws and puts off the stops so 
as to give the required combination. If the pistons or pedals are “ adjust- 
able” the organist generally adjusts one piston or pedal to draw this 
combination. In two-manual organs, the P Gt. piston or pedal generally 
brings on Melodia (or Hohl Floete) and Dulciana. In three-manual 
organs, the P Gt. combination is either Doppel Floete (or Gross Floete) 
and Gamba, Doppel Floete and Harmonic Flute 4 ft., or Doppel Floete, 
Gamba, and Harmonic Flute. 

“PF Sw.” The combination piston or pedal which brings on Full Sw. 
In modern organs an appropriate Ped. combination is included. 

“FF Sw.” The combination piston or pedal which brings on all the 
8 and 4 ft. flue stops (except the Célestes) with the Oboe and an appro- 
priate Ped. combination. The previous remarks concerning the “F Gt.” 
combination pedal in old organs apply equally well to the “F Sw.” 
combination pedal or piston. Much confusion is avoided by naming the 
three Sw. combination pedals “ FF Sw.,” “F Sw.,” and “P Sw.” 

“ P Sw.” The combination piston or pedal which brings on, or reduces 
to, the stereotyped combination, St. Diapason (or Rohr Floete), Sali- 
cional, and frequently one 4 ft. stop (Violina or Flute 4 ft.).. This 
combination varies a great deal in different organs. It sometimes 
includes the Ped. Bourdon but more frequently is not connected with 
any of the Ped. stops. 

When “P Sw.” (or “Sw. P”) is indicated at the beginning of a 
composition, the choice of the individual stops is left entirely to the 
taste of the performer. In the middle of a composition, “Sw. P” has 
the same significance, but the expression “ P Sw.,” in the middle of a 
composition, especially if it follows a louder combination on the same 
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manual, generally indicates the particular piston or pedal which gives | 
the above stereotyped piano combination. At such points the volume 
of the tone is of more importance than the specific tone-color. While 
this distinction between “ P Sw.” and “Sw. P” is small, it is frequently 
convenient in indicating registration. With some composers the same 
distinction is made between “P Gt.” and “ Gt. P.” 

“FF Ch.” Generally all the Ch. stops except the reeds and the Célestes, 
though the 2 ft. stop is frequently omitted. In old organs the Ch. is 
rarely large and powerful enough to have three combination pedals which 
would be designated, “ FF,” “F,” and “P.” In large modern organs 
the Ch. combination pistons are numerous and numbered. This fact, 
together with the special character of the Ch. stops and combinations, 
and their usage, prevents the necessity of minute distinctions for the 
names of the combinations of this manual. 

“P Ch.” This combination, which is of much utility, varies in different 
organs. It frequently consists of the Melodia (Hohl Floete or Concert 
Flute) and Dulciana. In larger organs a 4 ft. Flute is frequently 
included. 

“¥F Ped.” Full Ped. without reeds, except in very large organs where 
Full Ped. ought to be named “FF Ped.” 

“P Ped.” Bourdon and Gedeckt, or Bourdon alone if there is no 
Gedeckt in the Ped. 

Note: Obviously, the stereotyped combinations mentioned above, in 
connection with the FF, F, and P combination pedals and pistons, are 
subject to the variations which individual taste dictates. The student, 
however, will find the road to artistic registration much smoother if he 
starts with these stereotyped combinations. He can then vary the com- 
binations as his personal taste matures. 

“Sw. Gedeckt and Salicional.” 

“ Gt. Doppel Floete and Gamba.” 

When a specific combination of stops is indicated, as above, un- 
accompanied by any qualifying word, such as “add” or “ off,” only the 
specified stops are intended to be used. Obviously, when the individual 
organ does not contain the specified stops, or when, for some reason, 
the combination is objectionable, other stops must necessarily be sub- 
stituted, according to the discretion of the player. 

“Sw. Gedeckt (St. Diapason) and Salicional.” 

“Sw. Voix Céleste (Salicional and Flute 4 ft.).” 

“Sw. Rohr Floete (Gedeckt) and Oboe.” 

Stops or combinations of stops whose names are enclosed in parenthe- 
ses, in the midst of registration indications, are intended as substitutes 
or optional stops or combinations. Occasionally, a stop name enclosed in 
a parenthesis indicates another name of the same stop; as Gedeckt (St. 
Diapason). It should be understood that the suggested substitutes 
are intended only as possible substitutions, and are not intended to 
indicate stops or combinations which are “ just as good.” 

“(Prepare Ch. Melodia and Flute 4 ft.)” 

“(F Gt.)” : 

If the entire phrase of a registration indication is enclosed in a 
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parenthesis, unaccompanied by any other indication, it generally signifies 
a “preparation” for some future phrase of the music, which can be 
made at the indicated point, with practically no audible effect on the 
combination which is being used at the time. These indications are 
generally placed in measures which permit the changes to be made (with 
either hand or foot) with the least interruption in the flow of the 
music. Occasionally, these indicated combinations may not be required 
for several measures, but it is desirable to prepare them when the hand 
or foot can well be spared for that purpose; especially if they are to 
be required at an instant when no changing of the stops is possible 
without an objectionable break in the flow of the music. 

“ Gedeckt only.” 

“ Gedeckt alone.” 

Theoretically, the words “alone” and “only” are superfluous, when 
indicating a single stop; but experience shows that many students fail to 
reduce the combination to a single stop unless the additional word is 
used. 

“Grand Crese. Full (F Gt.).” 

As the Grand Crescendo does not affect the draw-stops, one can 
prepare “F Gt.” independent of the Grand Crescendo, which in this 
case is open “full.” Hence, when the Grand Crescendo is closed, the 
F Gt. combination remains on. It should be noted, in passing, that one 
of the functions of the Grand Crescendo is to bring on Full Organ when 
desired, even without attempting a crescendo. The above plan of com- 
bining it with certain combinations of stops to which the player can 
easily return, in closing the Grand Cresc., is frequently a great con- 
venience. It may eliminate several stop changes which the flow of the 
music renders practically impossible without awkward pauses. 

“Gt. to Open Diapason.” All the 8 ft. stops except the reeds. 

“Gt. to Octave.” All the 8 and 4 ft. stops except the reeds. This 
combination frequently includes the 16 ft. Diapason. 

“Sw. to Oboe.” The principal 8 and 4 ft. flue stops and the Oboe. 

Primarily, the indication “ Gt. (or Sw. or Ch.) to” any specific stop, 
indicates all the stops on that particular manual which would be 
naturally used in building up a crescendo to, and including, the stop 
named. 

Note: The Vox Humana, all the Célestes; and the Clarinet are not 
included in any general combination unless specifically named. 

“Full Organ.” 

c Sfz.” 

There are two kinds of “Full Organ” combinations in large 
organs. The Grand Cresc. generally gives all the speaking stops, except 
the Tuba, the Vox Humana, the Célestes, and the Clarinet, and all the 
unison couplers. The Sfz pedal, in addition to the above, includes the 
16 and 4 ft. couplers and the Tuba unless it is very loud. In smaller 
organs the Sfz pedal is frequently omitted, in which case the Grand 
Crescendo frequently includes the 16 and 4 ft. couplers. 


CHAPTER XII 
MANIPULATING THE STOPS 


Arter considering the selection of the stops and combinations for the 
effective registration of a composition, and the method of indicating the 
selected registration in the printed copies, it is necessary to consider the 
method of manipulating the stops — of obtaining the desired combina- 
tions at the required instants, without objectionable breaks in the flow 
of the music. 

Stop changes, during the progress of the music, ought to be made 
quietly, quickly, easily, and without undue exhibition of effort. Other- 
wise, much of the beauty of the music is unheard or is forgotten, on 
account of the distraction caused by the mechanical part of the regis- 
tration. It seems hardly necessary to state that all stop changes ought 
to be made without any noise of the mechanism of the organ. In 
modern organs, practically all the mechanism is noiseless, but there 
still exist many fine old organs whose ‘mechanism requires special care 
from the player, in order to avoid the distracting blemishes of rattling 
and pounding mechanism. With such organs, the careful organist does 
not draw or put off the draw-stops with a rigid, stiff wrist, which 
generally produces a hard thud. He avoids much of the noise by using 
as little power as is necessary, and by having the wrist (or ankle) loose, 
so that its elasticity acts somewhat like a “ buffer’? when the mechanism 
“strikes home.” 

It is just as essential for the organist to manipulate the stops quietly 
as it is for a pianist to refrain from stamping his feet on the floor when 
he is playing. Many beautiful passages of organ music have been 
marred by the noise of the stop manipulations, which, in some instances, 
sound like the slamming of a door. Old-fashioned combination pedals 
frequently are noisy, but the noise can generally be minimized by the 
exercise of a little extra care. 

Long pauses in the music, for the sole purpose of changing the stops, 
at points where such pauses are unnatural, ought to be, and generally 
can be, avoided. If many changes are necessary at a given point, for the 
registration of the following measures, the organist should analyze the 
changes; as he will generally discover that some of the changes can be 
made earlier, during rests in one hand or the other, which will reduce the 
number of changes to be made at the given point. When several changes 
are absolutely necessary at a given point, the organist should arrange 
the order of the changes, so that all changes which are to be made on 
one side of the manuals, or with one hand, can be made together; thus 
avoiding the apparent confusion of alternating several times between 
the two sides of the console, in making the stop changes. It does not 
enhance the beauty of the music to see the organist, with waving hands, 
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oscillating from one side of the console to the other, while arranging his 
combinations during a much-prolouged pedal note. Above all, the 
organist ought never to prolong an incomplete chord, with one hand, 
while making changes with the other hand. Occasionally, a single note 
of a chord, either the upper note, the pedal note, or the root of the 
chord in an inner voice, can be proloaged one or two counts while the 
changes of stops are made. One should rarely, if ever, prolong the 
upper note and the pedal note, -without any of the intervening notes. 
Two tones so far apart (frequently five octaves) generally produce an 
empty effect which is not agreeable. 

Changes of stops which are tonally audible as changes, while prolong- 
ing a chord or single note, frequently are objectionable. If the changes 
of stops cannot be made without an objectionable audible effect, it were 
better to make a distinct break in the music for the purpose of making 
the changes of stops. There are, however, some exceptions to the above 
assertion; viz., putting off the stops one by one in such a manner as to 
produce a gradual diminuendo, while prolonging a chord or note, is 
frequently acceptable. The reverse process — making a crescendo — is 
less frequently acceptable. Occasionally, changes of stops, while sus- 
taining a chord or single note, can be made in such a manner that the 
combinational tone seems to dissolve from one combination to the other, 
like the dissolving views of a stereopticon; e. g., to change from the com- 
bination, Gedeckt, Violina, and Flute 4 ft., to Bourdon, Salicional, and 
Flute 4 ft., draw the Salicional first, put off the Violina second, and 
lastly, draw the Bourdon and put off the Gedeckt with one motion. 
Again, one can sometimes change, from a combination of three or four 
stops, to another combination of three or four stops, while holding a 
single note, without an unpleasant effect, in the following manner: to 
change from Rohr Floete, Salicional, and Violina, to Oboe, Salicional, 
and Flute 4 ft., while holding a single note; with one motion put off 
the Rohr Floete and Violina, with a second motion draw the Oboe and 
Flute 4 ft. This change can be made quickly, without sustaining the 
single note, but some passages of music require the closest connection 
between the chords or the notes of the melody, and with such passages 
this method of changing the stops seems better than any other method. 
Obviously, these changes should be made with as little pause in the 
rhythm as possible. 

With large modern organs which have many combination pistons or 
pedals, many stop changes can easily be made without any pause in the 
music, by pressing one of the pistons located under the manuals, or by 
pressing a combination pedal with the foot. Such organs frequently 
have three to eight adjustable pistons, of the movable type, — sometimes 
called “ Full Organ Pistons,” — which are connected with all the stops of 
the organ, so that any conceivable combination of stops on all the 
manuals and the pedal can be adjusted beforehand, thus enabling the 
player to change from any possible previous combination to this desired 
combination with the push of a single piston. 

With old organs which are not provided with such combination facili- 
ties, the organist is obliged to develop considerable ingenuity and skill, 
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in order to make the necessary changes of stops without awkward pauses ~ 
in the music. 

When playing on a specific combination of stops, if it is necessary to 
add one or two stops at a certain point, the organist must decide just 
how the change can best be made. If there is a rest or a natural break 
in the phrase, for either hand, the change should be made at that point 
with the hand which is free, unless that hand cannot reach the desired 
stops. Crossing the arms is frequently necessary in manipulating the 
stops, but it should be attempted only when the stops can be easily 
reached by the hand which crosses. At other times, it is frequently 
necessary to substitute one hand for the other on certain chords or notes, 
so that the hand on the side where are located the stops which are to be 
manipulated can be free. 

While it is frequently permissible to ritard the tempo slightly to 
facilitate the registration, one ought not to add a count or two in one 
measure, when such a prolonging of the measure completely destroys the 
natural rhythm of the phrase. If a certain change of stops is indicated 
in the printed copy, or it seems desirable to the organist to make the 
change at a certain point, where there is no rest or natural break in 
the phrase for either hand, the organist must sacrifice either some of the 
notes or the intended registration. If he decides to omit some of the 
notes, he should omit the less important notes or figures in one hand 
or the other. A long sustained chord or a single note in either hand 
can frequently be divided for this purpose, if the other hand can supply 
satisfactory harmony. If the passage consists of a melody in one hand 
and an accompaniment in the other hand, no positive rule can be laid 
down regarding which part should be sacrificed. If the melody is a 
continuous succession of somewhat rapid notes it should not be broken. 
If the melody contains several sustained notes, and the accompaniment 
consists of repeated chords or is a flowing accompaniment, it is generaily 
advisable to make a break in the melody for the stop change, dividing it 
into two phrases, thus preserving the rhythm of the accompaniment. 

On organs which have combination pedals or pistons of the movable 
type, quite a number of the larger changes of stops can best be made 
by combining a combination piston or pedal with a hand movement of 
the stops; e. g., if the first combination is Bourdon, St. Diapason, and 
Fugara, and one wishes to change to Salicional and Flute 4 ft., one can 
first push a piston or pedal which brings on a stereotyped “P Sw.” 
combination (St. Diapason, Salicional, and Flute 4 ft.), and second, put 
off the St. Diapason, thus leaving’the Salicional and Flute 4 ft. At 
first glance, this plan seems no better than making the change wholly 
by hand movement of the stops — putting off two stops and drawing two 
other stops— as two motions are necessary in both plans. However, 
experience proves that it is frequently easier to combine the piston with 


a hand movement of the stops than to make the change wholly by hand 
movement of the stops. 


PART TWO 


CHAPTER XIII 
REGISTRATION OF HYMN-TUNES 


Ir the student has attended service in various churches he probably 
has observed that a few organists “ give out” every hymn-tune on the 
Full Sw., and use F Gt. for every stanza which is sung by the congrega- 
tion. He probably has also observed that a few other organists use Full 
Organ every time the words “thunder,” “roar” or “loud noise”? occur 
in the hymns, and reduce to a soft combination for such words as 
“whisper,” “silence,” “slumber,” and “peace.” Between these two 
extremes there is the proverbial “ happy medium,” wherein the organist . 
avoids the monotony of registering every hymn-tune in exactly the same 
manner, gives a reasonable amount of variety in the registration, and 
refrains from the ridiculous. Let us first consider the various methods 
of announcing or “ giving out” the hymn-tune. 

Many hymn-tunes which have no distinctive musical character sound 
equally well when “ given out” on almost any combination of stops. No 
one special combination causes these tunes to sound any more pleasing 
than another combination; for example, Duke Street (John Hatton), Park 
Street (F. M. A. Venua) and Rockingham (Edward Miller) sound 
equally well when announced on any legitimate combination of stops 
from piano to forte. 

There is, however, as much difference in the musical character of many 
hymn-tunes as there is difference in the sentiment of the hymns. The 
melodic and harmonic composition of some hymn-tunes, independent of 
the sentiment of the hymns which are associated with these tunes, is 
such that they sound particularly pleasing when announced on a some- 
what soft combination of a distinctive tonal character; for example, St. 
Christopher (F. C. Maker), St. Leonard (Henry Hiles), and Ellers (E. 
J. Hopkins). These tunes can be effectively announced, on many organs, 
with the following combinations (without pedal): Voix Céleste and 
Flute 4 ft., Vox Humana and Gedeckt, Vox Humana and Bourdon 16 ft. 
(if the Bourdon is not too loud), Salicional and Flute 4 ft., and Oboe and 
Flute 4 ft. 

There are other hymn-tunes which possess so much of the processional 
character that they sound better when announced on a combination of a 
March character; for example, Diademata (G. J. Elvey), Webb (G. J. 
Webb), Greenland (Lausanne Psalter). These tunes sound well when 
announced on F or Full Sw., on the 8 and 4 ft. stops (F) in the Ch., or 
on the Gt. to Diapason. 

Some hymn-tunes are so closely associated with hymns of loud praise 
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that it seems inappropriate to announce them otherwise than on a loud 
combination; for example, Mendelssohn (Felix Mendelssohn), Hummel 
(Charles Zeuner), and Hanover (William Croft). 

A-few hymn-tunes are so rich in their harmony that they sound 
particularly pleasing when announced on a rich combination of Diapasons 
and Flutes (mostly of 16 and 8 ft. pitch); for example, Ewing (Alex- 
ander Ewing), Nicea (J. B. Dykes), St. Ann’s (William Croft). Com- 
bination: Gt. Diapasons 16 and 8 ft., Gross Floete and Har. Flute 4 
ft.: Sw. 8 and 4 ft. without Oboe or Voix Céleste: Ch. Diapason, Melodia, 
and Flute 4 ft.: Ped. 32, 16 and 8 ft.: Sw. to Gt. 16 and 8 ft., Ch. to Gt. 
16 and 8 ft., Gt. to Ped. 

A few hymn-tunes consist of a melody, which sounds well announced 
as a solo, and harmony in the three lower voices so arranged that it can 
be easily played as accompaniment with the L. H. and Ped.; for example, 
Hamburg (arranged by Lowell Mason), Lyons (J. M. Haydn), Old 
Hundredth (Geneva Psalter). Combinations: 1. The solo on the Ch. 
with Clarinet, Melodia and Flute 4 ft., the accompaniment on the Sw. 8 
and 4 ft. without Oboe, Ped. Bourdon and Sw. to Ped. 2. The solo on 
the Sw. with Cornopean, Oboe, Gedeckt, Salicional and Flute 4 ft., the 
accompaniment on the Ch. Melodia and Flute 4 ft., Ped. Bourdon and 
Ch. to Ped. 8. The solo on the Gt. with Diapason and Doppel Floete, 
the accompaniment on the Sw. with 8 and 4 ft. and Oboe (swell open), 
Ped. Bourdon, Gedeckt and Sw. to Ped. 

A few hymn-tunes have a somewhat martial character, due partially 
to the hymns which are associated with the tunes. These tunes sound 
well when announced on the Sw. reeds (F); for example, Waltham 
(J. B. Calkin), to which is sung “ Uplift the banner ’”’; Nuremberg (J. 
H. Ahle), to which is sung ‘‘ Wake the song of Jubilee”; and Yarmouth 
(Lowell Mason), to which is sung “ Hail to the Lord’s anointed.” These 
tunes may be announced on the Sw. with Cornopean, Oboe, Diapason, 
Gedeckt, Salicional and Flute 4 ft., with Ped. Violone, Bourdon, Gedeckt, 
and Sw. to Ped. 

Still another method of announcing the hymn-tunes is suggested by 
whatever immediately precedes the hymn; for example, if a hymn 
(unannounced from the pulpit) follows an organ or choir selection which 
has ended P or PP, the first two lines of the hymn-tune can be played P, 
the third line MF, and the last line or lines F. This is especially appro- 
priate in churches where an opening hymn like the Old Hundredth follows 
the organ prelude. In such cases there are two different courses open 
to the organist; viz., First, the organist can modulate from the closing 
key of the prelude to the key, of the Old Hundredth, partly on the soft 
combination with which the prelude ends and partly with a few stops 
added at various points in the modulation, until the organ is prepared 
for the combination which is intended to be used for announcing the 
tune. Second, the organist can modulate wholly on the soft combination 
with which the prelude ends, draw a few stops, play the first two lines 
of the tune, add Sw. to Oboe or a similar combination for the third 
line of the tune, and open the swell or add Full Sw. for the last line or 
lines of the tune. See examples I, IT and III on the following pages. 
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the bounds of good organ playing. Regarding the combination of stops 
which must be selected to adequately supply the above accompaniment, 


much depends on the character of the organ and the size of the con- 
gregation. Generally, it is necessary to use the Gt. Diapason with the 
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8 and 4 ft. stops of the Sw. coupled. If the organ is voiced loud and 
the congregation is small the Diapason frequently can be omitted; but 
generally, it is the best stop to use as a basis for the accompaniment 
of congregational singing. If the Diapason is not loud and the con- 
gregation is of fair size it frequently is necessary to add the Octave in 
the Gt. to make the combination more assertive. The Full Sw. coupled 
to the Gt., without the Octave, is sometimes sufficient. For the Ped. 
the Bourdon and an 8 ft. stop (either the Gedeckt or the Cello) are 
absolutely necessary. The Ped. Diapason is usually necessary to give 
depth and support which assists the congregation in keeping the rhythm 
steady. Occasionally, the Ped. Diapason is so overpowering that it can 
be used only with Full Organ. As I have stated above, if the organist 
uses Sw. 8 and 4 ft. stops coupled to the Gt. to Diapason, with Ped. 
Bourdon, Gedeckt and Diapason as a basis, he can easily build up the 
combination to the required volume by adding first the Oboe, then the 
Full Sw., and lastly the Octave and 16 ft. Diapason. Sometimes the 
16 ft. Diapason can be added before the Octave. The position of the 
swell shades depends on the power of the individual Swell organ. In 
some organs the swell ought to be wide open, in other organs partially 
closed. 

If the organist wishes to vary the accompaniment while the congrega- 
tion is singing he must use a great deal of judgment. In the first place,. 
some weak-voiced congregations have a deep-seated and unalterable 
habit of dragging the hymns. If the organ is a soft-voiced, unassertive 
instrument, and there is no chorus of strong voices to lead the congrega- 
tion, nothing, not even the portamento tooting of a cornet, will prevent 
the congregation dragging. Under such conditions the organist is 
compelled to accompany every stanza of every hymn with nearly Full 
Organ. Any variation in power in these accompaniments is disastrous. 

If the congregation is supported by a strong chorus and an adequate 
organ, the organist can, with discretion, vary his accompaniments of the 
hymns. Then again, some congregations in medium-sized churches are 
noted for their fine congregational singing. In those churches, whether 
or not there is a chorus, the organist can vary his accompaniments 
according to his taste and the character of the various hymns. 

In the majority of hymns one of the middle stanzas, according to the 
sentiment of the stanza, can be selected to be sung somewhat softer than 
the other stanzas. This stanza can be accompanied by a piano Gt. com- 
bination with the Full Sw. (partially closed) coupled; or it can be 
accompanied on the Full Sw. with the 16 and 4 ft. Couplers, the swell 
partially open, according to the power of the individual Sw. 

With a large organ the organist can vary his accompaniments some- 
what while playing forte. After accompanying one or two stanzas on 
the F Gt. with the Full Sw. (closed), he can use the Gross Flute and 
Har. Flute of the Gt., the Philomela of the So. and Full Sw. (open) 
with So. and Sw. to Gt. Occasionally, the Sw. 16 and 4 ft. Couplers can 
be added to this combination. On some large organs the 8 and 4 ft. 
stops of the Ch., with the reeds and flue stops of the Sw. coupled, give 
sufficient support in the hymns. In some stanzas the organist can play 
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the melody of the tune on a loud solo combination of either the Gt. or 
So., and the harmony on the Full Sw. (open). Another plan is to play 
the melody an octave lower with the L. H. on the So. Tuba and Philomela 
and the harmony-on the Gt. with the R. H. 

All these variations depend both on the character of the individual 
hymn and the character of the particular organ. Obviously, Eventide 
(“ Abide with me”), Lux Benigna (“ Lead, kindly light”), and Geth- 
semane (“Rock of ages”) should not be accompanied with any of the 
last-named variations. 

Occasionally, the natural trend of the sentiment of an individual 
stanza suggests a gradual crescendo or diminuendo. This suggestion 
can be followed by the organist if he uses moderation: but a sudden 
crescendo from P to FF or a sudden FF or PP on any one word or 
short phrase savors of bad taste. 

In Henry Alford’s hymn, “ Forward be our watchword,” which is 
generally sung either to Albans (J. M. Haydn) or to the tune Nissi 
(Henry Smart), the second stanza is as follows: — 


“Forward, flock of Jesus, 
Salt of all the earth; 
Till each yearning purpose 
Spring to glorious birth: 
Sick, they ask for healing, 
Blind, they grope for day; 
Pour upon the nations 
Wisdom’s loving ray. 
Forward, out of error, 
Leave behind the night; 
Forward through the darkness, 
Forward into light.” 


After playing the first stanza forte throughout, the second stanza can 
be commenced forte and continued for four lines. With the fifth line a 
gradual diminuendo to MP can be made to the end of the eighth line. 
With the ninth line a somewhat more rapid crescendo can be made to the 
last line, which should be played forte. The harmonic construction of 
both of the tunes mentioned is such that this plan of variation fits the 
tunes admirably. 

From the foregoing remarks, the student will readily observe that it 
is neither necessary nor advisable to have the organ sound louder than 
the singing of the congregation in all the stanzas. If the congregation 
is led by a good chorus it is occasionally impressive to sing one stanza 
of a hymn without any organ accompaniment. The entrance of the 
organ in the following stanza is frequently effective. However, the 
young organist must not experiment in his hymn-playing until he is 
sure of the congregation. He must first be convinced that the congrega- 
tion will respond to his lead before he attempts any departure from the 
old custom of playing the tunes forte for all the stanzas. Otherwise, he 
is liable to cause more or less dissatisfaction with the incumbent of the 
organ bench. 


CHAPTER XIV 
REGISTRATION OF THE ACCOMPANIMENTS OF ANTHEMS 


IN considering the registration of anthem accompaniments, one must 
bear in mind the difference between a mixed chorus, a boy choir, and a 
quartet choir. If the student hears the same anthem sung by the three 
kinds of choirs he will observe that the organists of the different choirs 
generally register the accompaniment somewhat differently. This dif- 
ference is not so much a difference of personal taste as it is a difference 
of the proverbial style of accompanying the different choirs. 

The majority of the organists of boy choirs use combinations of a 
general character —“ chorus combinations” as they are sometimes 
called — instead of combinations of a distinctive tone-color. They do not 
often make sharp contrasts of tone-color in their accompaniments. This 
statement is no criticism or reflection on their musicianship. It is merely 
a statement of the long-established style of accompanying boy choirs. 

On the other hand, many organists of mixed chorus choirs frequently 
vary the tonal color of their accompaniments and frequently select sharp 
contrasts of color. Just as there is a greater difference in the tonal 
color of the several vocal parts of a mixed chorus than there is in the 
vocal parts of a boy choir, so does the organist of the mixed chorus 
frequently select combinations of more widely varying tone-color in the 
accompaniments. 

The organist of the quartet choir, obviously, uses less volume in the 
louder parts of the accompaniments than either of the other organists. 
As the nuances are generally more specifically, if not more artistically, 
observed in a quartet choir, so must the organist accompany the singers 
with more delicate and appropriate shadings. 

Appropriate combinations for the forte passages of the accompani- 
ments are treated further on. For the piano passages of the accompani- 
ments one can select from a variety of combinations which have distinctive 
color. If the accompaniment is for a chorus (either mixed or male) the 
combinations ought to be fuller, though not louder, then if the accompani- 
ment is for a quartet. While distinctive combinations of two or three 
stops are sufficient and frequently pleasing in the piano accompaniments 
of a quartet, it is often necessary to use four or five stops for the 
same accompaniment of a chorus; e. g., two Flutes (8 and 4 ft.), 
Oboe or Voix Céleste and Flute 4 ft., Gedeckt and Violina, and other 
similar combinations are sufficient for the piano accompaniment of a 
quartet: but it were better to use Gedeckt, Salicional, Flute 4 ft. and 
Violina; the same stops with a soft Oboe or Violina Diapason; or even 
Gedeckt, Salicional, Violin Diapason, Flute 4 ft., Violina, and Oboe, 
with the swell closed, for a chorus. 

For the short interludes between the vocal phrases, the organist should 
select contrasted combinations to obtain variety and avoid monotony. 
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The use of the pedal in anthem accompaniments is subject to much 
variation. In a few accompaniments the use of the pedal is suggested in 
the printed copies, but in most accompaniments the use of the pedal is 
left to the inclination of the performer. 

It is not wise to use the pedal for every bass note of the accompani- 
ment. In full chorus passages the pedal should be used in most of the 
forte phrases. It can well be omitted in many of the piano phrases 
(for variety), and occasionally in a few forte phrases where the bass 
part of the chorus runs in the upper register and is accompanied by the 
same notes. 

Bass notes which are independent of the bass part of the chorus (or 
quartet) should generally be played by the pedal. Obviously, the pedal 
must be used when the chords are too extended to be reached by the 
two hands, and when the accompaniment consists of a solo for one 
hand and an extended-accompaniment for the other hand. 

It is generally advisable to omit the pedal, when the notes which 
could be played by the pedal correspond to the notes of the bass part 
of the chorus if the basses are to sing alone or in a duet. 

When low octaves are printed in the piano accompaniment for the 
left hand, it is advisable to play the upper notes of the octaves with the 
pedal, instead of the lower notes, except in the loudest phrases. 

It is better to err on the side of using the pedal too little than to use 
the pedal all the time. Continuous use of the pedal, especially in quiet 
music, becomes tiresome, and a rest in the pedal part is oftentimes a 
relief as well as a source of variety. 

There are two distinct species of anthem accompaniments, irrespective 
of the kind of choir which renders the anthem. The first species 
consists almost entirely of a duplication of the voice parts. Practically 
the only phrases which have an independent accompaniment are the 
short phrases in which one voice part sings alone, the harmony being 
supplied by the accompaniment. For anthems of this species I will 
mention: 


O How amiable Barnby 
Lift up your heads Hopkins 
O, Saviour of the world Goss 


Practically the only difference in the registration of the accompani- 
ments of these anthems for the three kinds of choirs is in the volume 
of tone necessary to support the choirs, as there seems to be but little 
opportunity to use other than “chorus combinations.” 

In registering the accompaniment of the anthem, “O How amiable,” 
for a mixed chorus or a boy choir, prepare the following: Gt. to Diapa- 
son; Sw. all the 8 and 4 ft. stops with Oboe; Ch. all the 8 and 4 ft. stops 
except the reeds; Ped. Violone (or Small Diapasen), Bourdon and 
Gedeckt; Sw. to Gt., Sw. to Ch., Ch. and Gt. to Ped. 

With this preparation as a basis, we must consider the size of the 
choir. If the chorus is quite large and its tone is sonorous, it is neces- 
sary to add the Octave in the Gt. and have the swell open. If the voicing 
of the organ is weak and the above combinations are insufficient for 
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the forte passages, it is necessary to add the Full Sw., and possibly the 
12th and 15th in the Gt., though the last two stops should be omitted if 
possible. If the anthem is sung by a quartet choir the Diapason in the 
Gt. and the Ped. Violone (or Diapason) must be omitted. 

After deciding the volume of tone which is necessary for the accom- 
paniment of the forte passages, the organist can formulate the registra- 
tion for the rest of the anthem. Presuming that the Gt. to Octave with 
the Sw. 8 and 4 ft. with Oboe coupled to the Gt. is sufficient for the 
first sixteen measures, I suggest the addition of the Full Sw. (only par- 
tially open if the Sw. is quite loud) at the Pit mosso. My reason for 
adding the Full Sw. is not so much to increase the power as to change 
the color somewhat, and, more particularly, to provide a better accom- 
paniment for the last four measures of the second page. (If the Full Sw. 
were drawn at the outset no change can be made at this point.) In 
these four measures there is a diminuendo in all the parts except the 
tenor part, which is a melodic imitation (forte) of the previous four 
measures of the soprano part. At this point, by putting off the Gt. to 
Ped. and the Octave (if it is on), the R. H. can play on the Sw. (full) 
and the L. H. on the Gt. (to Diapason). In the first two measures at 
the top of the third page (Cresc. e rall.) a good crescendo can be made 
by opening the swell. The Octave and Gt. to Ped. can be added for the 
Tempo 1°. The registration indicated at this point is “ Full Organ.” 
This indication must be interpreted with considerable judgment. Only 
with a small organ or with an unusually large chorus can the Full Organ 
be used, when the voice parts do not run above the middle register and 
end in the lower register. 

In the middle section of the anthem, in which the tenors and basses 
sing in unison (FF), the accompaniment is indicated “ Gt. to Prin.” If 
the tenors and basses are numerous and have strong voices this regis- 
tration may be satisfactory, but it prevents any variety in the accom- 
paniment. By playing this accompaniment on the Ch. (which was pre- 
pared at the outset with the Sw. to Ch. Coupler and the Full Sw. (open), 
a sufficient volume and a variety in the accompaniment are generally 
obtained. However, if the men’s voices are very strong and the Ch. and 
Sw. are too weak it is necessary to follow the registration indicated in 
the printed copies. 

At the return of the first theme on the fifth page (P), play both hands 
on the Sw. with 8 and 4 ft. and Oboe. After sixteen measures add Full 
Sw. (closed). During the molto rit. e cres., at the bottom of the sixth 
page, open the swell and add Gt. to Octave, Gt. to Ped. and Ped. 
Diapason, for the Gloria (last page). 

For a quartet choir the registration suggested above must, obviously, 
be greatly reduced in volume though the general character of it can be 
maintained. 

For the accompaniment of the anthem, “Lift up your Heads,” of 
Hopkins, very little variation in the registration from that of the previous 
anthem can be made. For the same choir the organ should be prepared 
the same. The first page should be played on the Gt. with Ped. A little 
variety in the accompaniment can be obtained by omitting the Ped. in 
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the first five measures of the second page. The entrance of the Ped. at 
the sixth measure is especially effective, even though it enters in the 
middle of a vocal sentence. At the end of the upper brace of the third 
page (“The Lord strong and mighty’) the Ped. can be omitted until 
the same words are repeated in the middle brace, when the Ped. can be 
used on the upper notes of the L. H. octaves. For the diminuendo play 
both hands on the Sw. (without Ped.) and gradually close the swell. 
For the words, “The Lord of Hosts,” play on the Gt. (with the swell 
open), omitting the Ped. until the octaves at the top of the last page, 
when the upper notes of the L. H. octaves should be played with the Ped. 
No further change of registration is necessary. 

For a quartet choir the Gt. Diapason and Octave must be omitted, 
except in the last section (after the first double bar), where they can 
sometimes be used. 

For the accompaniment of the anthem, “O Saviour of the World,” 
by Goss, when sung by a chorus, prepare the following: Gt. Doppel 
Floete, Gamba and Flute 4 ft.; Sw. 8 and 4 ft. with a soft Oboe; Ch. 
Melodia, Dulciana and Flute 4 ft.; Ped. Bourdon and Gedeckt; Sw. to 
Gt. and Sw. to Ped. 

Play the first eight measures on the Sw. Use the swell pedal to 
produce the Sf effects. At the ninth measure play both hands on the 
Ch. (possibly with the Sw. to Ch. drawn) for the sake of variety. On 
two-manual organs this change, obviously, must be omitted. After 
playing four measures on the Ch. return to the Sw. with the swell 
open. In the last measure of the upper brace of page 2 play on the 
Gt. and produce the crescendo by adding the Full Sw. and the Gt. Dia- 
pason, At the words, “hast redeemed us,” reduce to the first combina- 
tions. At the last measure of page 2 play both hands on the Sw., 
reduced to 8 and 4 ft. without Oboe. For the one measure in which 
the basses sing alone, omit the Ped. For the following phrase, add the 
Oboe. The tenor imitations can be played on the Gt. At the words, 
“who by Thy Cross,” play both hands on the Gt. and crescendo by 
adding Full Sw. and the Gt. Diapason. When the altos sing alone the 
word “save,” play on the Sw. reduced to 8 and 4 ft. with Oboe. Six 
measures before the end, put off the Sw. Oboe and Violin Diapason. 
Omit the Ped. in these two measures, but use it again on the last four 
measures, when the Sw. should be gradually reduced. 

The second species of anthem accompaniments consists of accompani- 
ments which are more or less independent of the voice parts during a 
part, or even the whole, of the composition. In accompaniments of this 
description, the organist frequently has many opportunities to exercise 
his good taste and judgment in selecting registration which is interest- 
ing and varied and, at the same time, gives sufficient support to the 
voices. Obviously, registration which overpowers the voices and effects . 
which are bizarre are most objectionable. The organist who exhibits 
good taste and refinement in his selection of registration for the accom- 
paniment of anthems adds a great deal to the effect of the anthems 
when they are sung in church. 

For representative anthems of this species I will mention: 
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O come let us sing unto the Lord Tours 
The woods and every sweet smelling tree West 

The radiant morn hath passed away Woodward 
In heavenly love abiding Parker 
Sing Alleluia forth Buck 

For quartet choirs especially: 

Still, still with thee Foote 

O Lamb of God Brewer 
Peace and Light “ Chadwick 


“O Come Let Us SING UNTo THE LorD.” ‘Tours 


To accompany a fair-sized chorus in the anthem, “O come let us sing 
unto the Lord,” by Tours, prepare the following: Gt. to Octave; Sw. 
Full (open) except in large organs; Ch. Melodia and Flute 4 ft.; Ped. 
Open Diapason, Bourdon and Gedeckt; Sw. to Gt. and Gt. to Ped. 

Play the introduction on the Gt. Gradually close the swell in the 
measure in which the voices begin. After eight measures of the chorus 
the Ped. can be omitted (ad lib.) during the leads of the several voice 
parts. It should be used again in the large chords (B-minor) just 
before the chorus sing, and the swell should be opened on these chords. 
Gradually close the swell two or three measures later. During the 
measure in which the chorus is silent, open the swell. Close it again as 
the voices begin. At the phrase in half-notes which is indicated “ Mar- 
cato,” the accompaniment is indicated “FF.” With very large choirs 
or with small organs it is possible to use Full Gt., but generally the 
combinations already prepared (with the swell open) are sufficient 
support for the chorus. For the five marcato chords at the climax (Sfz) 
the Full Gt., and sometimes the Full Organ, can be used, but only F Gt. 
must be used after the “lunga” rest. The swell can be opened for the 
last two chords of this section. 

For the interlude (Poco meno mosso) put off the Ped. Open 
Diapason and Gt. to Ped. Play this interlude on either the Ch. or the 
Sw. reduced to a Mf combination. The middle section (Andante tran- 
quillo) is very effective sung by a quartet unaccompanied. If the 
quartet is accompanied a soft unassertive combination (preferably 
without Ped.) should be used. If it is sung by the whole chorus the 
accompaniment must be regulated by the capability of the chorus. It is 
effective sung by the chorus unaccompanied. If the chorus is unable to 
maintain the pitch it is advisable to play the accompaniment. The 
combination should be only as loud as is absolutely necessary to keep 
the chorus up to the pitch. The Gedeckt and Flute 4 ft. blends well 
with the voices without being assertive, but this combination is not always 
sufficient in power to enable the chorus to maintain the pitch. In such 
eases add the Salicional and Violin Diapason with possibly a soft Oboe. 
Every choir is capable of singing the last three words of this section 
unaccompanied. 

For the next section (Maestoso) use the first combination with the 
swell open. For the Allegro con Spirito close the swell, and on some 
organs it is advisable to put off the Octave. For the two measures in 
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which the sopranos sing alone play the accompaniment on the Sw. | 
without Ped. For the unison passage open the swell wide, and on some 
organs use Full Gt. (only through the unison passage). In the middle 
brace of the last-page the combination can be increased according to the 
power of the chorus, but in the lower brace the accompaniment is higher 
in pitch than the voices and the organist must be careful not to cover 
the voices entirely with the organ. 


“THE Woops AND Every SWEET-SMELLING TREE.” WEST 


In playing the accompaniment of “The woods and every sweet- 
smelling tree” of West, the organist has an opportunity to select pleas- 
ing combinations of contrasted tone-color. As I have stated several 
times, the tastes of different organists vary, and some organists prefer 
to use only stereotyped-combinations of no distinctive tone-color. They 
amply support the voices; they observe the nuances indicated. No one 
can question their musicianship, but their accompaniments are always 
monochromatic, so to speak. 

For this anthem I suggest the following: Prepare Gt. Doppel Floete, 
Gamba, and Flute 4 ft.; Sw. Voix Céleste and Gedeckt (closed); Ch. 
Melodia; Ped. Bourdon and Gedeckt; Sw. to Gt. and Sw. to Ped. 

Play the first two measures on the Sw. The next two measures are 
indicated for the Gt. with Ped. These measures are also effective played 
on the Sw. 8 and 4 ft. stops with the Oboe and Cornopean. At the rest, 
when the voice part begins, change the Sw. combination to Gedeckt and 
Flute 4 ft. After four measures use the combination piston or pedal 
which gives 8 and 4 ft. stops with the Oboe. While the chorus are singing 
the four measures unaccompanied prepare the Gt. to Octave and add the 
Ped. Diapason and Gt. to Ped. With the last word of this phrase 
open the Grand Crescendo full, or, if there is no Grand Crescendo, put 
on the Full Gt. After two measures (FF) play two measures on the 
Sw. with the first combination. For the accompaniment of the tenor 
solo use Gedeckt and Violina if the voice is a light lyric voice. If the 
voice is more robust this combination perhaps will be insufficient and the 
Salicional and Flute 4 ft. should be added. After four measures of 
the solo play the R. H. on the Ch. Melodia for four measures. Return 
to the Sw. for two measures; back to the Ch. for two measures; and 
return to the Sw. again for two measures. For the short staccato 
chords indicated for the Gt. use Doppel Floete, Gamba and Flute 4 ft. 
For the phrase, “ His banner over me was love,” use Full Sw. as indi- 
cated. During the rest with a hold reduce the Sw. to Voix Céleste and 
Gedeckt. For the Tempo 1mo play both hands on the Ch. For the 
last two words of the solo reduce the Ch. to Dulciana, play both hands 
on the Ch. during the word “was” and the R. H. on the Sw. for the 
word “love.” Play the last two measures of this section on the Sw. 
reduced to some soft stop (Salicional or Gedeckt). 

For the final chorus prepare: Sw. 8 and 4 ft. with Oboe, Gt. to Octave, 
with appropriate Ped. and the Gt. to Ped. Play on the Gt. When the 
altos and basses sing, “ with the mercy,” etc., play both hands on the 
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Sw. (Full and closed) without Ped. Return to the Gt. as indicated. At 
the bottom of page 5 play the last two measures (Mf) on the Sw. 
without Ped. Return to the Gt. with Ped. at the last count of the third 
measure, at the top of the last page. For the FF use as much organ as 
the vocal strength of the chorus will permit. 

On two-manual organs the registration indicated above, except that 
of the interlude on the Ch., can be followed. If the organ is small and 
the chorus strong, some of the combinations must be increased. On 
large organs which have two or three Diapasons in the Gt. and large 
Sw. organs of considerable power, the First Diapason and the open 
swell must be used sparingly. 


“THE RADIANT MorN HatH Passep AWAy.” WooDWARD 


Prepare: Gt. Doppel Floete and Flute 4 ft.: Sw. Gedeckt, Salicional, 
Flute 4 ft. and Oboe; Ch. Flutes 8 and 4 ft.: Ped. Bourdon and Gedeckt: 
Sw. to Gt. and Sw. to Ped. 

Play the introduction on the Sw. without Pedal. If the Oboe is coarse 
and loud, omit it. Add the Sw. Violin Diapason and use the Ped. 
in the eighth measure. In the 13th measure add the Oboe if it has been 
omitted at the beginning; otherwise, open the swell. At the last count 
of the 17th measure, play on the Ch. On two-manual organs this phrase 
can be played on the Gt. For the interlude put off the Oboe and Violin 
Diapason and add the Voix Céleste. If there is no Voix Céleste in the 
organ put off only the Oboe. At the 25th measure, play on the Sw. 8 
and 4 ft. without Oboe or Voix Céleste. In the next measure, play the 
upper notes of the lower staff on the Gt. (L. H.) and put on the Gt. to 
Ped. to give emphasis to the Ped. notes. At the last count of the 30th 
measure either put on Full Sw. (open) or play on the Gt. with Diapason, 
according to personal taste. If one plays the phrase on the Sw., the Gt. 
(with Diapason) should be used in the 36th measure. For the two 
measures in which the basses sing alone, play both hands on the Sw. 
without Ped. Play the following three measures on the Gt. Return to 
the Sw. at the second count of the 45th measure and gradually reduce 
the Sw. to 8 and 4 ft. without Oboe. After the hold, put off the Sw. 
Diapason and close the swell. Gradually crescendo in the following 
measure and play on the Gt. (without the Diapason) as indicated. At 
the 56th measure add the Diapason. At the 58th measure the accom- 
paniment should be as loud as the power of the chorus will permit. On 
many organs Gt. to Octave and Full Sw. (open) are sufficient. In the 
6ist measure close the swell and put off the Gt. to Ped. At the last 
count of this measure play both hands on the Sw. (Full and closed). 
This phrase is effective if the L. H. sustains the bass note (B) and 
staccato quarter-notes (B’s) are played with the Ped. (including the 
Diapason). Gradually open the swell and play both hands on the 
Gt. (to Diapason) at the last count of the 65th measure. Increase 
the organ to Gt. to Octave and Full Sw. (open) at the 70th measure. 
On many organs the full chords, during the one measure rest of the 
chorus, are sufficiently strong on this combination. If not, more organ 
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can be used. For the last two braces use as much organ as the vocal. 
power of the chorus will permit. Care must of course be used not to 
cover up the voices. 

It will be noticed that this registration is vamenes softer than that 
indicated in the printed copies. This is due to the increased volume 
of most organs now-a-days, compared with the organs of the period 
when this anthem was first printed. The suggested registration can 
easily be adapted to a two-manual organ as the Ch. is indicated for 
only one phrase. If the chorus is small some of the combinations must 
be reduced. On the contrary, if the organ is voiced rather soft many of 
the combinations must be increased. 


“Tn HEAVENLY LOVE ABIDING.” PARKER 


Prepare: Gt. Doppel Floete or Gross Flute: Sw. Voix Céleste, Gedeckt 
and Violina: Ch. Hohl Floete or Melodia: Ped. Bourdon, Sw. to Gt. and 
Sw. to Ped. 

Play the introduction on the Sw. with Ped. Put off the Voix 
Céleste for the accompaniment of the solo. If there is no Violina in 
the organ substitute the Flute 4 ft. At the sixth measure of the third 
brace, play the L. H. melody on the Ch., as far as the A-sharp in the 
lower brace. In the fifth measure of the lower brace, increase the com- 
bination by adding either a strong Salicional or a soft Violin Diapason. 
At the seventh measure of the upper brace of the second page, use at least 
the 8 aad 4 ft. stops with Oboe. Gradually open the swell and, in the 
third measure of the second brace, play the L. H. arpeggios on the Gt. 
In the fourth measure of the third brace, play both hands on the Full 
Sw., with the swell more or less open according to the power of the voice 
and the power of the individual Sw. Gradually close the swell and, in 
the second measure of the fourth brace, reduce to 8 and 4 ft. without 
Oboe. For the last phrase of the solo reduce to the first combination. 
(Gedeckt and Violina or Flute 4 ft.) 

For the Poco animato use the Sw. 8 and 4 ft. stops with or without the 
Voix Céleste (according to personal taste). In the first eight measures 
of the chorus, the tenor part, which is duplicated in the accompaniment, 
is effective if played on the Gt. Doppel Floete. At the second measure 
of the middle brace of the third page, add the Oboe. In the lower 
brace the sustained octave in the R. H. can be played on the Ch. Melodia 
and Flute 4 ft. with the L. H. on the Sw., or both hands can play on 
the Sw. The L. H. part should be strong enough to assist the chorus, as 
(with some choirs) the change of key causes the intonation to be in- 
secure. At the top of the fourth page, with the entrance of the basses, 
the accompaniment should be heavier, even to the Diapason if neces- 
sary. On the last count of the middle brace, increase the power of the 
combination to Gt. to Octave and Full Sw. At the top of the fifth page, 
play the R. H. on the Sw. (Full and open) and the L. H. melody on the 
Gt. to Diapason. On the last count of the third measure, reduce to 
Doppel Floete or Gross Flute. In the fifth measure play the L. H. on 
the Sw. (8 and 4 ft. with Oboe). At the last count of the second 
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measure of the second brace, play both hands on the Sw. In the 
fifth measure put off the Oboe. With the first note of the chorus part, 
add the Voix Céleste and play the tenor part on the Gt. (On a four- 
manual organ this tenor part is effective when played on the Solo Philo- 
mela.) 

In the third measure of the lower brace of the sixth page, add the 
Sw. Oboe, Gt. Flute 4 ft., and play both hands on the Gt. If there is a 
Grand Crescendo, open it one-third or more as needed. If there is no 
Grand Crescendo, add Full Sw. on the fifth measure. At the third 
measure at the top of the seventh page, use at least Gt. to Diapason 
and in the last measure add the Octave. At the climax at the top of 
the last page, the accompaniment should amply support the chorus. 
Obviously, the number of stops required depends both on the chorus 
and the organ. With a small organ it may be necessary to use Full 
Organ. With a large organ it is generally sufficient to use Gt. to Octave 
and Full Sw. (open). 

With a two-manual organ, the two phrases indicated for the Ch. 
can be played on the Sw. The Sw. to Gt. should be on all the time. If 
there is no Voix Céleste, use the Violin Diapason as a substitute on 
account of the necessary assertiveness which should be present in the 
accompaniment at the points where the Voix Céleste is indicated. 


“ SING ALLELUIA FortTH.” Buck 


Prepare Gt. to Octave: Sw. 8 and 4 ft. with Oboe: Ch. Melodia and 
Dulciana: Ped. Bourdon, Gedeckt and possibly the Diapason: Sw. to 
Gt., Gt. and Sw. to Ped. 

After playing the introduction on the Gt., put off the Octave and Ped. 
Diapason (ad lib.) before the chorus begins. With a large chorus or a 
small organ, these changes may not be necessary. For the accompani- 
ment of the bass solo, add the Cornopean and play on the Sw. (closed), 
or if there is no Cornopean, open the swell half-way. Put off the Cor- 
nopean while the soloist is singing “In hymning.” For the following 
chorus, play on the Gt. as indicated, and on the Sw. for the word 
“ Alleluia.” Put off the Oboe during the rests in the R. H. part before 
the tenor begins the solo. For the soprano solo, play the accompaniment 
on the Ch. For the bass solo, add the Oboe and Cornopean and play on 
the Sw. Put off the Cornopean after the word “chant,” and put off 
the Oboe before the word “ Alleluia.” Play on the Gt. all through the 
next chorus. Use the Gt. Trumpet and Sw. Oboe as indicated, but put 
off the Oboe, before playing the G in the accompaniment, unless it is 
a very soft and smooth Oboe. In the lower brace of page 6, use the 
8 and 4 ft. stops in the Sw. After the choir sings the word “ lays,” add 
the Oboe. During the rest in the R. H. part, prepare the Gt. Diapason 
and Trumpet, also add the Ped. Diapason. Generally, it is advisable to 
put off the Trumpet after the word “ Christ.” In the middle brace, the 
composer has indicated “Ch.” for one measure. The Ch. combination 
is frequently insufficient for this phrase and I suggest continuing on 
the Gt. For the words “endless, endless,” etc., use as much organ as 
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possible without overpowering the choir. Play the first “ Amen” on the 
Sw. 8 and 4 ft. with Oboe, and the second “ Amen” with 8 ft. stops 
only. 

This anthem is sung by many quartet choirs. The principal difference 
in the above registration for a quartet is to use less of the Gt. in the F 
and FF passages. 

As the following choir selections are more frequently sung by quartet 
choirs the suggested registration is for such choirs. 


“STILL, STILL WITH THEE.” FOOTE 


Prepare: Gt. Doppel Floete, Gamba and Flute 4 ft. (on small organs 
Melodia and Flute 4 ft.): Sw. Voix Céleste, Salicional and Flute 4 ft.: 
Ped. Bourdon, Sw. to Gt. and Sw. to Ped. If the organ has no Voix Cé- 
leste, use only the Salicional and Flute 4 ft., unless the Salicional is very 
soft, when it is necessary to add the Gedeckt (St. Diapason). After the 
introduction on the Sw. put off the Voix Céleste. Before the word 
“ fairer ” add the Gedeckt and Violina, or a soft Violin Diapason. For 
the climax, “ dawns the sweet consciousness,” add the Oboe, unless it is 
coarse and too loud. For the last four words of the solo use the 
same combination as at the beginning. The accompaniment of the bass 
solo should be somewhat light during the first eight measures. I suggest 
Gedeckt and Flute 4 ft. Put off the Flute during the rests in the first 
measure of page 8. After the word “born,” gradually add the Salicional, 
Flute 4 ft., Violin Diapason, and Oboe before the word “breathless ’’; 
after which put them off in the reverse order and use only the Gedeckt 
and Flute 4 ft. for the last four measures. With some old organs in 
which the intonation of the stops is uncertain and their tone somewhat 
weak, it is necessary to use more stops in the Sw. for this accompaniment, 
particularly if the bass voice is somewhat large. 

For the following quartet passage play on the Gt. with the Sw. 8 and 
4 ft. stops coupled. Change to the Sw. (without Ped.) on the last 
count of the word “image.” For the PP measure use only the Gedeckt 
and Salicional or even the Salicional only. The phrase beginning “so 
in” is generally sung unaccompanied. If not, use Sw. 8 and 4 ft. without 
Violin Diapason. If the organist plays the upper brace of page 4, use 
only the Gedeckt (St. Diapason) when the bass sings alone. For the 
duet play on the Sw. 8 and 4 ft. with Oboe. Put off the Oboe at the 
words “so doth” and the Violin Diapason at the top of page 5. Use 
only the Gedeckt (St. Diapason), for the last two measures of the 
duet. The Tranquillo phrase is generally sung unaccompanied. If 
it is necessary to play the accompaniment use as little of the Sw. as 
possible — the Salicional only, if the quartet can maintain the pitch. At 
the words “ beneath thy wings” play on Sw. 8 and 4 ft. without Oboe or 
Violin Diapason. Add one or both of these stops in the middle brace. 
For the Animato, the accompaniment should be quite heavy. Play 
on the Gt. with Diapason if possible, though this stop is frequently too 
loud for a quartet in this passage. At the first count of the middle 
brace of the last page, play both hands on the Sw. without Ped. Gradually 
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open the swell, and at the FF, play on the Gt. with Ped. The Gt. 
Diapason generally is necessary here for the proper support of the 
quartet. For the PP phrase in the lower brace use Salicional and 
4foline. Put off the Salicional just before the quartet sings the last 
four words. 


“O LAMB OF GoD.” BREWER 


Prepare: Gt. Doppel Floete or Gross Flute: Sw. St. Diapason 
(Gedeckt), Flute 4 ft., Violina and Voix Céleste: Ch. Melodia or Concert 
Flute with Flute d’Amour or Rohr Floete: Ped. Bourdon, Sw. to Gt. 
and Sw. to Ped. 

Play the introduction on the Sw. and put off the Voix Céleste as the 
voices begin. At A add the Oboe. The interlude can be played on the 
Sw. or Ch. If it is played on the Ch. one should return to the Sw. two 
counts before the voices begin. At the second count of the measure 
before B put off the Oboe. The staccato notes in the L. H. are frequently 
ineffective when played on the Sw. They are generally more effective 
when played on the Gt. (as prepared). At the last count of the fourth 
measure at the top of page 3, add Full Sw. (closed). Put off the Full 
Sw. at the last count of the upper brace. Play the interlude, beginning 
with the R. H. C (before the double bar), on the Ch. The L. H. imitation 
in the second measure after the double bar is effective when played on 
the Gt. Omit the A-flat which doubles the Ped. note. Return to the 
Sw. on the second eighth-note of the Larghetto. Add the Oboe at the 
last count of the fourth measure at the top of page 4. At D play the 
eighth-notes of the L. H. on the Ch., until the lower brace, when both 
hands should play on the Sw. One measure before E, put off the Oboe. 
One count before the Allargando, add the Oboe and Voix Céleste and 
open the swell wide. Put off the Oboe on the second count of the 
measure before the double bar (page 5). Continue the interlude on 
this combination (Gedeckt, Violina and Voix Céleste). 

As indicated by the composer, sing the six measures of the returned 
first theme (after tempo 1°) unaccompanied. While the choir is singing 
unaccompanied, prepare the Gt. Mf (Doppel Floete, Gamba and Flute 
4 ft.), and the Sw. to Gt.; or, if the organ has only two manuals and 
has none of the stops named, prepare Gt. Melodia and Flute 4 ft. with Sw. 
to Gt. Resume the accompaniment at the last count of the upper brace 
of page 6. At G play on the Gt. (or on the Ch.). Return to the Sw. 
as indicated. At H, if the Full Sw. (closed) is not too loud, it can be 
used to prepare for the following crescendo. If the Full Sw. is too loud, 
use only 8 and 4 ft. with Oboe. At the last count of the middle brace 
of page 7, add the Gt. to Ped. and play on the Gt. At I (last page), a 
soft Diapason can be added. If the Diapason is too loud, the Full Sw. 
coupled to the Gt. will have to suffice. At the climax (FF), the power 
of the organ and the power of the tone of the quartet must decide how 
much organ can be used. On some organs Gt. to Octave with Full Sw. 
is sufficient and is not overpowering. On other organs this combination is 
much too loud for a quartet and less organ must be used. In either case, 
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the organ must be much reduced just before the choir sings “ above.”. 
To follow the composer’s indications for the last four measures, reduce 
the Sw. to St. Diapason (Gedeckt) and Flute 4 ft. and the Gt. to Doppel 
Floete or Melodia. . The above registration is indicated for a small three- 
manual organ. On a larger organ more variety can be secured. On a 
two-manual organ the passages indicated for the Ch. must be played on 
the Gt. and the stops selected on the Gt. must conform to the specifica- 
tion of the particular organ. 


“ PEACE AND LIGHT.” CHADWICK 


Prepare: Ch. (or Gt.) Melodia and Flute 4 ft.: Sw. Oboe and Flute 
4 ft.: Ped. Bourdon, Sw. to Gt. and Sw. to Ped. 

Play the introduction on the Sw. without Ped. Put off the Oboe 
and add the St. Diapason (Gedeckt). Do not use the Ped. until the 
second brace of the solo. Add the Salicional with the entrance of the 
Ped. In the last measure of the fourth brace, use Sw. 8 and 4 ft. with 
Oboe (open). In the last two measures of the solo, use the same com- 
bination as for the first measures of the solo. Play the interlude on 
the Ch. (or Gt.) or Sw. with all the 8 and 4 ft. stops except reeds. The 
following ensemble section is generally sung unaccompanied. Or the 
lower brace of the last page, while the choir sings the word “ light,” 
the independent melody in the L. H. part should be played on a combina- 
tion which brings out the melody quite prominently. If the two preceding 
pages have been sung unaccompanied, the chord in the R. H. at this 
point, obviously, must be omitted. After two measures of this L. H. 
melody all the harmoriy must be played leading to the “ Amen.” A good 
registration for these five measures is to use the Voix Céleste with the 
swell partly open at first and gradually close the swell so that the last 
chord of the accompaniment is very soft as the choir sings the “ Amen.” 
If the Voix Céleste is not strong enough to be distinctly heard on the 
first six notes of the L. H. part, or if there is no Voix Céleste in the 
organ, the Salicional and Flute 4 ft. with or without the St. Diapason 
(Gedeckt) frequently answers. Use the Aline for the last chord. If 
it is deemed advisable to accompany the quartet in the last two pages one 
should use a light combination without Ped. Hither the St. Diapason 
(Gedeckt) or Salicional for the first two braces. Add the Flute 4 ft. 
on the word “ joy.” Crescendo and use 8 and 4 ft. with Oboe (swell 
partly open) for the words, “Lead me, O Lord,” etc. For the climax 
at the top of the last page, play on the Gt. with Ped. Return to the 
Sw. at the word “till.” Gradually close the swell and put off the Oboe 
and Violin Diapason (or other loud stop) on the words “through 
peace.” If the choir cannot sing the middle brace unaccompanied, use 
the Sw. Diapason alone. Any choir can sing the words “to light” un- 
accompanied, after which play the accompaniment as suggested above. 

From the foregoing suggestions for a few representative anthems, 
etc., the student can obtain the fundamental principles of registration 
for such compositions. The voicing of the individual organs has even 
more influence in selecting combinations for accompaniments than for 


THE ACCOMPANIMENTS OF ANTHEMS 135 


organ compositions. Various combinations may be perfectly satisfactory 
in themselves, but are too loud or too soft for certain passages of accom- 
paniment, and, for that reason, must be modified according to circum- 
stances. 

In conclusion, it may be stated (1) that, in the registration of the 
accompaniment of any choir selection, one must first decide whether 
the accompaniment is purely secondary or is independent and of equal 
importance to the voice part; (2) that the power and volume of the 
accompaniment, obviously, depend on the indicated dynamics and the 
power and volume of the voice parts; (3) that certain phrases of 
accompaniment must amply support the voices; (4) that certain phrases 
must only supply a soft undercurrent of harmony (so to speak); (5) 
that certain phrases are designed to be assertive even to the extent of 
overpowering the voices for a short time; (6) that the tonal character 
of the combinations used in the accompaniments is purely a matter of 
taste. 


CHAPTER XV 
REGISTRATION OF ORGAN TRIOS 


In playing Organ Trios — compositions which consist of three inde- 
pendent melodies for two manuals and the pedal— it is necessary to 
select contrasted combinations which have sufficient vitality not to become 
wearisome before the end of the composition. Such compositions are 
generally so composed that a change of registration in the midst of the 
composition is frequently quite difficult, if not impossible. 

Some of the best examples of Organ Trios are: Six Trio Sonatas of 
Bach, Four Trios, Op. 39, of Merkel, and Ten Trios, Op. 49, of Rhein- 
berger. For the purpose of illustration let us look at the first Trio 
Sonata of Bach. 

For the first movement (Allegro Moderato), prepare: Gt. Doppel 
Floete (or Gross Flute) and Harmonic Flute 4 ft.: Sw. Cornopean, 
Oboe, Gedeckt, Salicional and Flute 4 ft.: Ch. Melodia, Flute d’Amour 
4 ft. and Fugara: Ped. Bourdon, Gedeckt and Cello. Play the first twenty- 
one measures with the L. H. on the Gt. and the R. H. on the Sw. These 
two combinations present a marked contrast in tone-color. Each com- 
bination gives precision and definiteness to the various contrapuntal 
figures. The Ped. combination should not be quite so loud as either 
manual combination, and yet it should be definite enough in power and 
pitch to enable the hearer to follow the melodic course of the pedal part. 
In certain Pedal organs the Cello is too loud for this combination and 
must be omitted. In certain other organs the Bourdon, Violone and 
Gedeckt is a good combination for this Trio. Occasionally, it is neces- 
sary to use only.the Bourdon with the Ch. to Ped. Coupler. If this 
coupler is used it may be necessary to omit the Fugara in the Ch. 

At the twenty-second measure, play the R. H. on the Ch. and two 
measures later play the L. H. on the Sw. If the swell has been partly 
open for the preceding section it may be necessary to close it for this 
section. If the Fugara is somewhat assertive it may be necessary to open 
the Sw. swell or to omit the Fugara. In the balance of the movement no 
other change of registration is feasible. As a matter of taste, one can 
reverse the order of the above registration — begin with the R. H. on 
the Ch. and the L. H. on the Sw. and change to R. H. Sw. and L. H. 
Gt. at the twenty-second measure. 

For the second movement (Adagio) prepare: Gt. Doppel Floete (or 
Gross Flute): Sw. Oboe, Gedeckt, Voix Céleste and Flute 4 ft.: Ch. 
Clarinet and Flute 4 ft.: Ped. Bourdon and Gedeckt. Play the first 
twelve measures R. H. on the Sw., L. H. on the Ch. In repeating this 
section play the R. H. on the Gt. and the L. H. on the Sw. (partly 
open). After the repeat, play the L. H. on the Sw., and during the 
one measure rest prepare the Ch. Melodia and Dulciana, after which 
play the R. H. on the Ch. Continue to the end in this manner. Another 
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registration for this movement is, to play the R. H. on the Ch. Melodia 
and the L. H. on the Sw. Voix Céleste and Flute 4 ft. (if the Voix Céleste 
is too soft add the Oboe). For the repeat put off the Voix Céleste (also 
the Oboe if it is used) and add the Gedeckt. Play the R. H. on the 
Sw. and the L. H. on the Ch. After the double bar add the Voix 
Céleste and play the L. H. on the Sw. and the R. H. on the Ch. 

Obviously, the above combinations depend on the relative power of the 
stops in the individual organs. A very loud Melodia and an exceptionally 
soft Voix Céleste cannot be used in contrast as indicated above. Like- 
wise, a soft Oboe and an extra loud Doppel Floete (or Gross Flute) 
necessitate some modification of the combinations. In this movement, if 
there is no Gedeckt or Cello in the Ped. organ, the Ch. to Ped. must be 
used to give the necessary eight-foot pitch. 

For the last movement (Allegro) prepare: Gt. Doppel Floete (or 
Gross Flute) and Harmonic Flute 4 ft.: Sw. Cornopean, Oboe, and other 
8 and 4 ft. stops (generally excepting the Diapason): Ch. Melodia, 
Flute 4 ft. and Fugara: Ped. Bourdon, Gedeckt and Cello, or Bourdon, 
Violone and Gedeckt. Play the first section (to the double bar) R. H. 
on the Ch. and the L. H. on the Gt. Repeat with the L. H. on the Sw. 
(partly open) and the R. H. on the Gt. After the double bar, play the 
L. H. on the Ch. and the R. H. on the Sw. If the Ch. is in a swell-box 
and the Piccolo is not loud and shrill, it can be used instead of the 
Fugara (with the Ch. swell closed). On many organs, it is difficult to 
select a Ped. combination which is entirely satisfactory for this move- 
ment, on account of the absence of 8 ft. stops. In many compositions one 
can obtain a fairly suitable effect by using the manual to Ped. Couplers, 
but in Trios this plan is rarely satisfactory as two manuals are used for 
the hands and the Ped. combination ought to be of different tonal color 
for contrast. 

Of the Four Trios of Merkel the third one (Canon in F-sharp) is the 
best-known. This Trio differs from the Bach Trio Sonatas in that 
the R. H. part consists of two voices. The harmony of these two voices 
combined with the melody of the L. H. and the Ped. part is naturally 
much fuller than the harmony of the Trio Sonatas. 

Prepare: Gt. Gamba: Sw. Oboe, Gedeckt, Salicional and Flute 4 ft.: 
Ch. Melodia, and Ped. Bourdon. Play the first eight measures with the 
R. H. on the Ch. and the L. H. on the Sw. (partly open). At the third 
count of the first measure of the first ending, play the R. H. on the 
Sw. One measure later play the L. H. imitation on the Gt. At the third 
count of the first measure of the second ending, play the R. H. on the 
Ch. and the L. H. (one measure later) on the Sw. as at first. This 
registration gives a little variety which is wanting if the whole com- 
position is played without any change of manuals. A different registra- 
tion (without any change of manuals) is to play the R. H. on the Sw. 
Vox Humana and Gedeckt, and the L. H. on the Ch. Flute 4 ft. and 


Dulciana. 


CHAPTER XVI 
TRANSCRIPTIONS 


MANy compositions which were originally composed for the piano, 
for a string quartet, for the orchestra, or for voices, have been “ tran- 
scribed ” or “ arranged” for the organ. These “transcriptions ’”” may be 
divided into two classes: First, those compositions whose style and 
character are more or less similar to the style and character of organ 
music in general, and which, on account of this similarity, do not sound 
unlike original organ music when they are played on an organ. Illus- 
trations: Largo from “ Xerxes,’ Handel; Andante from String Quartet, 
Tschaikowski; Larghetto from the Second Symphony, Beethoven; 
Funeral March from the Pianoforte Sonata of Chopin; Vorspiel to 
“ Parsifal,” Wagner; Schiller Festival March, Meyerbeer; War March 
of Priests from ‘ Athalia,” Mendelssohn. Second, those compositions 
whose style and character are so much unlike the style and character of 
organ music of today or of any other period, that, while they can be 
played note for note on an organ, the effect which is produced is so 
foreign to the recognized style of organ music that many question the 
expediency of publicly playing such compositions on an organ. Illus- 
trations: Polonaise in A-flat, Chopin; Overture to “ Der Freischutz,” 
Weber; The Ride of the Valkyries, Wagner; Scherzo in B-flat minor, 
Chopin; Sonata Appassionato, Beethoven; Overture to “Poet and 
Peasant,” Suppé. All these compositions have been included in the 
programs of organ recitals in the last few years. 

If the student has a desire to play “ transcriptions ” of the first class 
mentioned above, he should obtain the published “ Arrangements” of 
some well-known authority, as the late W. T. Best, and, so far as is 
possible, adapt the printed registration to the organ on which he is 
playing. A reasonable amount of capability in registering genuine organ 
music will enable the student to adapt such “transcriptions” to the 
individual organ. 

In examining the “ Arrangements from the Scores of the Great 
Masters”? by W. T. Best, the student cannot fail to observe that the 
arranger has adopted a very conservative course; that, while he has 
suggested a reproduction on the organ of many of the tone-colors and 
effects of the original composition, so far as those colors and effects 
seemed to him to be consistent with the real character of organ music, 
he has avoided registration which he thought might cause the organ to 
sound worse than a poor orchestra. 

On the other hand, the student who is present at some of the organ 
recitals of today, will notice that an entirely different course is adopted 
by a few of the present-day organists. In some of the “ transcriptions ” 
of orchestral compositions, the student will hear many surprising effects 
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of which the orchestra itself is entirely innocent, in the attempt of the 
performer to make the organ sound “ orchestral.” Many of these effects 
are ingenious; some are startling; and all of them are attractive to a 
certain class of listeners. 

No one can say, ex cathdrd, that one of the above styles of “ tran- 
scriptions ” is right and the other wrong. It is purely a matter of per- 


sonal taste, and, as has been ee many times, “ individual tastes in 
registration differ.” 


CHAPTER XVII 
REGISTRATION ON ONE-MANUAL ORGANS 


WHILE one-manual organs are rarely constructed now-a-days, many 
students get their first experience as organist in some small church 
which has an old-fashioned, one-manual organ. On such instruments, 
the limitations are numerous, but an organist ought to be so schooled 
that he can obtain the best possible results from such cramped cir- 
cumstances. « 

There are in existence three kinds of one-manual organs, independent 
of their age, condition, or value: first, those in which most of the 
stops are divided at middle C; second, those in which only a few stops 
are divided, the division being at tenor C; third, those which have no 
stop divided, except the Oboe, which is divided at tenor C into Oboe 
and Bassoon. 

A sample specification of a one-manual organ of the first kind fol- 
lows: — 


First SPECIFICATION OF A ONE-MANUAL ORGAN 


MANUAL 
Open Diapason Treble Socks 
OPeu Diapason Bass Pe 
Melodia Treble 8 ft. 
Stopped Bass | Bass ae 
Dulciana § Treble 8 ft. 
j Flute * Treble Antts 
Flute Bass ae 
i Oboe Treble 8 it. 
Bassoon Bass At 2 
PEDAL 
Sub-Bass 16 ft. 


Tremolo 
Manual to Pedal Coupler 


In such an organ, all the manual stops, except the Open Diapason, 
are enclosed in the swell-box. Occasionally, the Open Diapason is also 
enclosed. The Dulciana always has no Bass of its own, the Stopped 
Bass answering for the Bass of both the Melodia and the Dulciana. 

In playing organ compositions on a one-manual organ, considerable 
ingenuity must be exercised by the organist to avoid monotony. These 
old organs are rarely well-balanced in the quality or relative power of 
the tone of the individual stops, and the organist is really hampered more 
by this fact than by the absence of a second manual. 


* Frequently, the 4 ft. stop is not divided. 
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To assist the student in adapting organ compositions to these organs, 
I suggest the registration for the following list of easy Preludes and 
Postludes: — 


I 
Andante Religioso Deshayes 
Three Short Andantes Porter 
Gothic March Salomé 
Berceuse it Frysinger 
Communion in A Deshayes 
Allegretto Grazioso Porter 
Two Preludes (B-flat and G) Merkel 
March in B-flat Silas 

III 
Finale in E-flat Faulkes 
Meditation in E-flat Dunham 
Andante Grazioso Rickman 


HENRI DESHAYES, ANDANTE RELIGIOSO 


Prepare: Melodia Treble, Stopped Bass, Dulciana, Flute Treble and 
Bass, Sub-Bass, and Manual to Pedal Coupler. At the 21st measure 
add the Oboe and Bassoon (as indicated). On page 4, second brace, 
fourth measure, open the swell. In the last measure of the brace, add 
Open Diapason Treble and Bass (as indicated). At the top of page 5 
put off the Open Diapason Treble and Bass, the Flute Treble and Bass, 
and close the swell. In the third measure of the third brace, add the 
Flute Treble and Bass. In the sixth measure of the third brace, put 
off the Flute Treble and Bass. At the second measure of the lower 
brace, put off the Melodia Treble, leaving the Dulciana and Stopped 


Bass. 


WALTER PorTER, THREE SHORT ANDANTES 


Andante in G-minor.— Prepare: Melodia Treble, Stopped Bass, Dul- 
ciana, Flute Treble and Bass, Sub-Bass, and Manual to Pedal Coupler. 
For the repeat of the first eight measures, put off the Flute Treble and 
Bass. After the double bar add the Flute Treble and Bass. At the 
last count of the second brace, add the Open Diapason Treble and 
Bass. At the last count of the first page put off the Open Diapason 
Treble and Bass. At the last count of the second measure of the second 
brace, page 2, put off the Flute Treble and Bass. In the next measure 
put off the Melodia Treble. 

Andante in B-flat.— Prepare: All the stops in the organ except the 
Tremolo. For the repeat put off the Open Diapason Treble and Bass. 
After the double bar put off the Flute Treble and Bass. At the last 
count of the fourth measure, second brace of page 3, add the Open 
Diapason Treble and Bass. At the first count of the fifth measure, 
lower brace, put off the Open Diapason Treble and Bass. 

Andante in G.— Prepare: Melodia Treble, Stopped Bass, Sub-Bass, 
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and Manual to Pedal Coupler. For the second eight measures, which are 
a repetition of the first eight meaures, add the Flute Treble and Bass. 
Put these stops off again at the beginning of the third brace. At the 
last measure of the page, add Flute Treble and Bass, and put off the 
Stopped Bass. As we require at this point a solo and accompaniment, 
play the R. H. as printed (Melodia and Flute Treble), and the L. H. 
an octave lower on the Flute Bass alone. This gives different combina- 
tions for the solo and accompaniment. On the last page, after the 
double bar in the second brace, add the Dulciana and Stopped Bass, and 
play the music as printed. On the lower brace, at the fourth measure, 
put off all the manual stops except the Dulciana and Stopped Bass. 
Play the L. H. part an octave lower and R. H. part an octave higher 
than printed. For the last three measures play the L. H. part as 
printed, and the R. H. part an octave higher than printed. 


THEODORE SALOME, GOTHIC Marcu 


Prepare: All the stops except the Tremolo. At the last count ox the 
first page, put off the Open Diapason Treble and Bass. On the second 
page, fourth measure of the second brace, add the Open Diapason Treble 
«nd Bass. For the repeat make the same changes. For the Trio use 
the Melodia and Flute Treble, St. Bass and Flute Bass. At the double 
bar at the top of the third page, for the solo and accompaniment, use the 
Melodia and Flute Treble, with only the Flute Bass. Play the L. H. 
part an octave lower than it is printed. On the fourth page, third 
measure, shorten the R. H. chord one count, and add the balance of 
the stops, while playing the L. H. part, so as to have all the stops for 
the Tempo Primo. At the last count of the fourth page, put off the 
Open Diapason Treble and Bass. Add them again for the FF. 


J. FRANK FRYSINGER, BERCEUSE IN A 


Prepare: Melodia Treble, Flute Treble and Bass, Sub-Bass. Play the 
L. H. part an octave lower than it is printed. At the end of the first 
brace, draw the Tremolo. Play the R. H. solo on the Melodia and Flute, 
and the accompaniment on the Flute alone an octave lower (equivalent 
to an 8 ft. stop). The Tremolo will, of course, affect both the solo and 
the accompaniment, but the effect is agreeable. It can be omitted if 
desired. On page 3, where the key changes, put off the Flute Treble and 
Bass and the Tremolo. Add the Stopped Bass. At the top of page 4 
play the R. H. part an octave higher, to prevent its interfering with the 
L. H. part. At the second measure of the lower brace, with only the 
Flute Treble and Bass, play the musie (both hands) an octave lower 
than printed. For the last page, add the Melodia Treble and the 
Tremolo. Play the L. H. part an octave lower. Another registration 
for this last page is, to use only the Flute Treble and Bass and play 
the L. H. part an octave lower. This melody and accompaniment can 
also be played on the Melodia Treble and Stopped Bass. 

Many of the one-manual organs, especially the older ones, have only 
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an octave and a half of pedals, from CCC to GG. With such a Pedal 
board, the organist is obliged to transpose some of the Pedal phrases 
an octave lower, or at least to play a few individual notes an octave 
lower. In the Andante Religioso of Deshayes, the pedal part of the 
last two measures of the first brace must be so transposed. These two 
measures occur three times in the composition. No other transposition 
is necessary. In the Andante in G of Porter, there is one high B in the 
Pedal part of the first brace which’ must be transposed, and the whole 
of the lower brace of the first page must be played an octave lower. In 
the Andante in B-flat there is one high B-flat in the second measure to 
be transposed. In the second brace of page 3, beginning with the 
second measure, all the Pedal part must be transposed. Two low B- 
flats cannot be included in the transposition. These must be played as 
printed. A high B-flat, A-flat, and G must also be transposed. In the 
Andante in G, the whole of the Pedal part of the second brace must be 
transposed. At the top of page 5, G-sharp and A must be transposed. 
At the return of the first theme, after the double bar, play the Pedal 
part an octave lower, for nine measures and one count. After the G 
of the tenth measure, play the part as printed. In the Gothic March 
of Salomé, there are seven high A’s in the Pedal part which must be 
transposed. In the Berceuse of Frysinger, no transposition of the Pedal 
part is necessary. 


A one-manual organ of the second kind has a specification somewhat 
as follows:— 


SECOND SPECIFICATION OF A ONE-MANUAL ORGAN 


MANUAL 
Open Diapason 8 ft. 
St. Diapason Treble 8 ft. 
St. Diapason Bass ' 8 ft. 
Keraulophon Treble 8 ft. 
Flute A ft. 
Hautbois 8 ft. 
PEDAL 
Sub-Bass 16 ft. 


Tremolo 
Manual to Pedal Coupler 


All the stops, except the Open Diapason and Sub-Bass, are in the swell- 
box. The Open Diapason and the Flute are not divided. The St. 
Diapason Treble and the Keraulophon run down to tenor C, the lower 
octave of both stops being supplied by the St. Diapason Bass. The 
Hautbois runs down only to tenor C. : 

Registration of simple organ compositions on such an organ is even 
more restricted than with the previous organ. , 
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HENRI DESHAYES, COMMUNION IN A 


Prepare: St. Diapason Treble and Bass, Keraulophon, Sub-Bass, and 
Manual to Pedal Coupler. In the last measure of the second brace, 
add the Flute (as indicated). In the fourth measure of the third brace, 
add the Hautbois (as indicated). On the lower brace, gradually open 
the swell, and, in the third measure, add the Open Diapason. On the 
second page, third brace, second measure, put off the Open Diapason (as 
indicated). During the fourth and fifth measures of the lower brace, 
close the swell, put off the Hautbois, and a little later, the Flute. At 
the last count of the page, put on the Tremolo. At the next to the last 
measure of the third brace of the last page, put off the St. Diapason 
Treble and Tremolo, which leaves the Keraulophon and St. Diapason 
Bass for the ending. If this organ has only an octave and a half of 
pedals, a few notes of the Ped. part can be easily transposed down an 
octave. 


WALTER PoRTER, ALLEGRETTO GRAZIOSO 


Prepare: St. Diapason Treble and Bass, Sub-Bass, and Manual to 
Pedal Coupler. After playing the first brace on this combination, add 
the Flute. Put off the Flute at the beginning of the third brace, and 
add it again at the beginning of the fourth brace. At the top of the 
second page add the Hautbois. On the last page, second brace, play on 
the Keraulophon and St. Bass. At the third brace, add the St. Diapason 
Treble. Put it off again for the fourth brace. If the organ has but an 
octave and a half of pedals, one phrase of two measures, in the Ped. 
part, which occurs four times, must be transposed down an octave. 


GUSTAV MERKEL, Two PRELUDES (B-FLAT AND G) 


Prelude in B-flat. — Prepare: St. Diapason Treble and Bass, Keraulo- 
phon, Sub-Bass, and Manual to Pedal Coupler. At the last count of 
the first measure of the second brace, add the Flute. At the last count 
of the first measure of the third brace, put off the Flute. In the first 
measure of the second page, add the Open Diapason, and gradually open 
the swell. At the last count of the last measure of the second brace, put 
off the Open Diapason, and gradually close‘the swell. At the second 
count of the sixth measure of the lower brace, put off the St. Diapason 
Treble. If the organ has only an octave and a half of pedals, the three 
notes, B-flat, A, and G, of the third and fourth measures of the Ped. 
part, which also occur at two other places, can be transposed down an 
octave. 

Prelude in G.— Prepare: Open Diapason, St. Diapason Treble and 
Bass, Keraulophon, Flute, Sub-Bass, and Manual to Pedal Coupler. 
At the last count of the fourth measure of the lower brace of the first 
page, open the swell. In the last measure of the first brace of the 
second page, put off the Open Diapason. Gradually close the swell in 
the next few measures. On the second count of the fifth measure of the 
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second brace, put off the Flute. On the second count of the third 
measure of the lower brace, put off the St. Diapason Treble. No 
transposition of the pedal part is necessary for a restricted pedal- 
board. 

KE. Sinas, Marcu 1n B-Fuat 


Prepare: All the stops in the organ, except the Tremolo, with the 
swell wide open. At the rest, in the last measure of the first page, 
put off the Open Diapason. At the beginning of the second brace of 
the second page, add the Open Diapason. At the rest, in the last 
measure of this second brace, put off the Open Diapason, and close the 
swell. At the fourth measure of the upper brace, on the third page, 
open the swell wide. At the double bar in the third brace, add the Open 
Diapason. If the organ has only an octave and a half of pedals, a few 
individual notes in the pedal part, on the first three pages, must be 
transposed. On the last page, third brace, transpose all the pedal 
part, beginning with F-sharp. 


In the third kind of one-manual organs, no stop is divided, except the 
Oboe, which has a separate draw-stop (Bassoon) for the lower octave. 
The specification for such an organ is generally much like the fol- 
lowing: — 


THIRD SPECIFICATION OF A ONE-MANUAL ORGAN 


MANUAL 
Open Diapason 8 ft. 
St. Diapason 8 ft. 
Salicional 8 ft. 
Holine Sett; 
Flute Avett: 
Bassoon 
Oboe 8 ft. 
PEDAL 
Bourdon 16 ft. 
Tremolo 


Manual to Pedal Coupler 
WILLIAM FAULKES, FINALE IN E-Fxat, Op. 128-6 


Prepare: All the stops in the organ, except the Tremolo, with the 
swell wide open. At the rest in the last measure of the second brace, 
first page, close the swell. At the last measure of the second brace on 
the second page, open the swell. At the rest, in the last measure of this 
page, put off the Open Diapason. On the third page, in the last 
measure of the second brace, shorten the R. H. chord on the last count, 
in order to add the Open Diapason with the R. H. At the rest in the 
last measure of this page, put off the Open Diapason and Salicional, and 
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close the swell. In the second and fourth measures, at the top of the 
fourth page, omit the note for the thumb of the R. H., as it interferes 
with the L. H. melody. At the top of the fifth page, add the Salicional. 
At the top of the sixth page, for the repeat, open the swell. After this 
repeat, at the first measure of the second brace, add the Open Diapason. 
At the rest in the first measure of the lower brace, close the swell. At 
the third measure of the second brace, seventh page, open the swell. 
Close it again at the second measure of the lower brace. At the first 
measure of the second brace, on the last page, open the swell wide. If 
the organ has only an octave and a half of pedals, several upper 
A-flats in the pedal part, with the following note in each case, should 
be transposed down an octave. 


Henry M. DUNHAM, MEDITATION IN E-FLAT 


Prepare: St. Diapason, Salicional, Avoline, Flute, Bourdon, and 
Manual to Pedal Coupler. At the last measure of the second brace of 
the second page, put off the St. Diapason. At the last measure of the 
third brace, open the swell. Close it again at the last measure of this 
page. At the return of the theme, in the second measure of the second 
brace, last page, add the St. Diapason. At the third measure of the 
lower brace, put off the St. Diapason and Flute on the second count, 
leaving only the AXoline for the last chord. If the organ has only an 
octave and a half of pedals, two high A-flats in the pedal part must 
be transposed. 


F. R. RIcKMAN, ANDANTE GRAZIOSO 


Prepare: St. Diapason, Salicional, Atoline, Bourdon, and Manual to 
Pedal Coupler. At the last count of the second brace, add the Flute. 
At the double bar at the top of page 3, put off the St. Diapason. In the 
last measure of the second brace, add the St. Diapason at the rest in 
the L. H. part. In the last measure of this ‘page, add the Oboe, and 
use the swell as indicated. In the third measure of the second brace of 
the fourth page, put off the Oboe. During the Rit. in the second measure 
of the third brace, put off the Flute, close the swell, and add the Oboe. 
At the last count of the second measure of the lower brace, add the 
Flute. In the upper brace of page 5, open the swell. Close the swell 
in the first measure of the second brace. In the first measure of the 
third brace, put off the Flute. At the rest in the L. H. part, in the first 
measure of the lower brace, put off the St. Diapason. In the next meas- 
ure use the AXoline only. If the organ has only an octave and a half 
of pedals, one high A in the pedal part must be transposed. 

Each of the compositions which are here registered for one-manual 
organs is, obviously, much more effective when played on two, or three- 
manual organs. Many compositions cannot be played on a one-manual 
organ. These compositions have been selected for illustration because 
it is possible to play them acceptably on a one-manual organ, but the 
student should not associate them only with one-manual organs. 


CHAPTER XVIII 
REGISTRATION ON TWO-MANUAL ORGANS 


1. SmartL Two-MANuAL ORGAN WITH 15 SPEAKING STOPS 

2. VERY SMALL Two-MANUAL ORGAN WITH 7 SPEAKING STOPS 

3. VERY SMALL Two-MANUAL ORGAN WITH DUPLEXED SWELL ORGAN 

4. LARGE, MoDERN Two-MANUAL ORGAN WITH 22 SPEAKING SToPS 

I 
SPECIFICATION OF A SMALL Two-MANUAL ORGAN WITH 15 SPEAKING 
STOPS 
GREAT DIFFERENT NAMES OR DIFFERENT STOPS 
COMMONLY SUBSTITUTED 
Open Diapason Seats 
Melodia Sat Hohl Floete or Clarabella 
Dulciana Sit Dolce, Dolcissimo or Keraulophon 
Flute d’Amour Aes Wald Floete or Flauto Traverso 
Octave Aye Principal 
SWELL 
Bourdon 16 ft. 
Violin Diapason See String Diapason 
Salicional Si Viola da Gamba or Viola 
St. Diapason opis Gedeckt or Rohr Floete 
Afoline yes Dolcissimo or Keraulophon 
Flauto Traverso 4% Harmonic Flute or Flute Harmonique 
Violina Ara Gemshorn 
COUPLERS COMBINATION PEDALS 
Sw. to Gt. Forte Gt. 
Gt. to Ped. Piano Gt. 
Sw. to Ped. Gt. to Ped. (reversible) 
Tremolo 


Small two-manual organs, with specifications more or less similar to 
the above specification, which vary in age from one to forty years, are 
quite numerous. The differences in these organs, outside of the difference 
in age, are numerous and marked. For this reason, it is necessary, in 
suggesting registration for such organs, to consider the quality and 
character of a few of the individual stops. If the stops are voiced and 
regulated according to a well-balanced scheme, the suggested combina- 
tions will be fairly satisfactory. If, however, as is frequently the case, 
several stops are voiced disproportionately loud, in order to give more 
volume to the Full Organ, it will be difficult to obtain many of the 
indicated effects, and the player will be compelled to resort to much com- 
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promising in selecting the various combinations. Frequently, in such 
small organs, the Open Diapason is of medium scale, and the tone is not 
powerful. To supply some of the volume which is lacking, the Melodia 
and Dulciana are voiced abnormally loud. In such cases, the Melodia and 
Dulciana are unsatisfactory for their primary use in rather soft pas- 
sages, as they are voiced only for the louder effects. Then again, the two 
four-foot stops in the Sw. are frequently voiced louder than their eight- 
foot prototypes, thus depriving the player of several useful and effective 
combinations of 8 and 4 ft. stops. 


SEvEN COMPOSITIONS FOR WHICH REGISTRATION IS SUGGESTED 
FoR THE ABOVE SMALL Two-MANUAL ORGAN 


Uso Seifert Fantasia in C-minor 
William Faulkes Postlude in A 

César Franck Andantino in G-minor 
Edwin H. Lemare Andantino in D-flat 
Arthur Foote Festival March 

Alex. Guilmant Elevation in A-flat 
Georges MacMaster Grand Chorus in D 


Uso SEIFERT, FANTASIA IN C-MINoR 


The registration for this composition is somewhat simple, as no 
special effects are required. Prepare: Gt. to Octave; Sw. (open) 8 and 
4 ft. with Oboe; Ped. Open Diapason and Bourdon; Sw. to Gt., Gt. and 
Sw. to Ped. The first eight measures should be played on the Gt., as 
prepared. (On large organs, Full Gt. can be added at the ninth measure, 
but on a small organ, such a change is inadvisable.) At the hold on the 
second page, put off the Gt. to Ped. and the Ped. Open Diapason, if it is 
a loud one. Frequently, this stop is not too loud for the next pedal 
figure, which should be somewhat prominent. As the leaf is turned, the 
swell should be closed. It is not advisable to reduce the Sw. here, as a 
very soft combination would sound out of proportion. At the second 
measure of the third brace, on page four, add the Full Sw., Gt. to Ped., 
Ped. Open Diapason, and play on the Gt. At the bottom of page five, 
use Full Organ. 


WILLIAM FAULKES, PosTLUDE IN A 


Prepare: Gt. All the stops except the Octave; Sw. All the stops 
except the Bourdon; Ped. Open Diapason and Bourdon; Sw. to Gt., Gt. 
and Sw. to Ped. In addition to the printed registration, which should 
be followed, put off and on the Ped. Open Diapason with the Gt. to Ped. 
On small organs, it is advisable to use all the stops for the last two 
pages. 


CEsar FRANCK, ANDANTINO IN G-MINOR 


Prepare: Gt. Flute 4 ft.; Sw. Oboe, St. Diapason, Salicional, and 
Flute 4 ft.; Ped. Bourdon. With this preparation, the left hand accom- 
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paniment, as far as the change of key to major, can be played on the 
Gt. an octave lower than it is printed. The object is to obtain variety, 
by using a different registration for the two renderings of the first 
theme. When the Melodia of the Gt. is soft enough for this accompan- 
iment (somewhat rare), it can be used in place of the Flute 4 ft. If 
neither of these stops is satisfactory, it will be necessary to use the 
Dulciana, but, if possible, it is a good plan to reserve the Dulciana 
for the accompaniment at the return of the theme. At the change of 
key to major (measure 85), play both hands on the Sw. for 12 measures, 
using Salicional, Flute 4 ft. and Tremolo. After adding the Gt. to Ped., 
play the next six measures on the Gt. Melodia. Coupling the Sw. to the 
Gt. adds vitality to this passage. After these six measures (measure 
53), put off the Gt. to Ped., add St. Diapason, and play on the Sw. for 
four measures. In the next measure (57), there are two quarter-rests 
in the R. H. part, at which point the L. H. melody should be played on 
the Gt. Continue with the R. H. on the Sw. for five measures. The 
sixth measure of this melody, marked “ poco rall” (measure 62), can 
be played on the Sw. with good effect, as it leads back to the opening 
measure of the second theme. The half-note chord of the R. H. can 
be shortened, so as to put off the St. Diapason. The next six measures 
should be played with both hands on the Sw. Add the Gt. to Ped. and 
play four measures with both hands on the Gt. Put off the Gt. to Ped., 
and play two measures on the Sw., to the double bar. The following 
return of the first theme (measure 76) can be effectively registered 
with the solo played on the Sw. Bourdon, Salicional, Flute 4 ft. and 
Tremolo, unless the Bourdon happens to be a loud one. The accompan- 
iment should, of course, be played on the Gt. Dulciana. If the Sw. 
Bourdon is too loud for the above combination, and the Salicional lacks 
sufficient character to make a good solo combination with the Flute 4 ft., 
the Oboe can be substituted for the Bourdon. This combination is much 
like the first combination, and hence prevents a variety in the registra- 
tion, but this is oftentimes unavoidable. After measure 100 (whole 
measure rest), play the R. H. on the Sw. with Salicional and Flute 4 ft., 
and the L. H. on the Gt. Melodia (or Flute 4 ft., an octave lower), for 
four measures, to the second hold. At this point (measure 105), a change 
of combination is desirable, to avoid monotony. Both hands on the Sw., 
with. St. Diapason, Flute 4 ft., and Tremolo, gives a contrast. At the 
bar between measures 117 and 118 (poco rall), add Salicional (L. H.). 
In the next measure, ignore the tie in the L. H. part and put off the St. 
Diapason. At the third count of measure 126 (nine measures before the 
end), put off the Flute 4 ft. Two measures later, use Atoline only, with 
the swell open, gradually closing it to the end. 

Several variations of the above registration are possible; e. g., one 
can play the solo (at the beginning) on the Melodia in the Gt., with the 
accompaniment on the Sw. Salicional, with or without the St. Diapason. 
The Melodia is frequently without any attractive character, and is thus 
not always a good solo stop for this style of a solo. The second ‘theme 
in the major can be played on any attractive combination of 8 and 4 
ft. stops on the Sw.: as St. Diapason and Flute 4 ft., or St. Diapason 
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and Violina. The return of the first theme (measure 76) can be played 
on the Oboe with some other stop, especially if the first presentation 
of this theme were played on the Melodia. At measure 101, the L. H. 
part can be played_on the Sw. and the R. H. part on the Gt. Dulciana, 
followed by both hands on the Sw. at measure 105. 


Epwin H. LEMARE, ANDANTINO IN D-FLAT 


The composer’s indications for the registration are for a three-manual 
organ, and obviously cannot be followed on this small two-manual organ. 
I suggest the following: Prepare: Gt. Dulciana; Sw. Oboe and St. 
Diapason; Ped. Bourdon. The first page can be played on the Sw. and 
Gt. On a two-manual organ, it is rarely possible to play the two 
melodies indicated for the R. H., on the second page, on two manuals. In 
the first place, it is seldom that the Sw. and Gt. are near enough together, 
in a two-manual organ, to enable the player to “thumb” the counter- 
melody on the Gt. In the second place, if the manuals are near enough 
together, the only possible registration is to use the Gt. Flute 4 ft. for 
the thumb melody and also for the L. H. accompaniment (an octave 
lower). ‘This registration is rarely satisfactory. On most two-manual 
organs, it is necessary to play both of these melodies with the R. H. on 
the Sw. The L. H. accompaniment can, of course, be played on the 
Dulciana. For the melodies, a combination in contrast to that of the 
first page is advisable. I suggest St. Diapason and Flute 4 ft. On 
page 3, if we play the R. H. solo on the Gt., as indicated, it is necessary 
to add several stops (possibly all but the Bourdon) to the Sw. combina- 
tion for the accompaniment. Another plan is to add the Melodia on 
the Gt. for the solo, and add the Open Diapason and Salicional on the 
Sw. for the accompaniment. This plan necessitates a longer pause at 
the end of the section, in arranging the combinations for the last section, 
but it is unavoidable. At the end of page 3, in order to turn the leaf 
and prepare the following combinations, it seems to me advisable to hold 
all the notes of the last chord in the L. H. (Sw.), while the Open 
Diapason (or Melodia) in the Gt. is put off and the leaf turned. After 
this, a short break will enable the player to change the Sw. combination 
to Salicional and Flute 4 ft., with Tremolo. No other change of stops is 
necessary. 

Numerous variations of the above registration are possible: e. g., if 
the Gt. Dulciana is too loud, or is practically a soft Viola instead of a 
real Dulciana, its string-tone quality may possibly preclude its use 
altogether, in the accompaniment of this composition. In such a case, it 
is necessary to play the accompaniment on the Sw. and the solo on the 
Gt. For the first page, the Melodia can be used for the solo, and the 
St. Diapason, Salicional, and possibly the Flute 4 ft., in the Sw. for 
the accompaniment. For the second page, add the Violina in the Sw., 
and play both melodies on the Gt. Melodia. For the third page, add the 
Oboe and Open Diapason in the Sw. Play the R. H. solo on this com- 
bination (with the swell wide open if necessary), and the accompaniment 
on the Gt. Melodia. At the end of the page, hold the L. H. chord on the 
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Gt., as previously suggested, while arranging the Sw. combination and 
turning the leaf. If one uses only the 4 ft. stops (Flute and Violina) 
in the Sw., with the Tremolo, the last two pages can be played with 
both hands on the Sw., the L. H. being played an octave lower than 
the music is printed. This effect is frequently very good, and occasion- 
ally very bad. One must be governed by the individual conditions. 
Another possible registration for the last two pages, provided the Dul- 
ciana is quite “stringy,” as mentioned above, is to play the R. H. 
chords on the Dulciana, and the L. H. accompaniment on any soft com- 
bination on the Sw. Sometimes the Aoline with the swell wide open is 
satisfactory. 


ARTHUR Foote, FestivaAL Marcu 


Prepare: Gt. Full; Sw. Full (open) without Bourdon; Ped. Open 
Diapason and Bourdon; Sw. to Gt., Sw. and Gt. to Ped. After the 
first 16 measures, played on the Gt., put off the Ped. Open Diapason and 
play on the Sw. The Gt. to Ped. can be put off with the reversible pedal, 
while playing. On page 3, middle of the second brace, return to the 
Gt., ritarding a little to allow the addition of the Ped. Open Diapason 
and Gt. to Ped. At the top of page 4, before playing, put off the Ped. 
Open Diapason and the Sw. to Gt. While playing the first two measures 
on the Sw., gradually close the swell, reduce the Gt. to piano (with the 
foot), and put off the Gt. to Ped. In the third measure omit the D-flat 
of the L. H. (as the Pedal has the same note), in order to put off 
the Open Diapason and Violina in the Sw. with this hand. Continue 
R. H. on the Sw., and L. H. on the Gt. No change is advisable on these 
two pages (except to open and close the swell), until the lower brace 
of page 5. In the first measure of this brace, change the L. H. D-flat 
to a quarter-note, in order to add the Sw. to Gt. and Gt. to Ped. While 
playing the four notes in the Ped., add all the Sw. stops. During the 
rests in the third measure, add Gt. Open Diapason and open the swell. 
As the leaf is turned back, add Full Gt. (pedal). The two repeated 
pages require no further suggestions. 


ALEX. GUILMANT, ELEVATION IN A-FLAT 


Prepare: Gt. Melodia; Sw. St. Diapason, Violina, and Tremolo; Ped. 
Bourdon. In the Schmidt edition of this composition (edited by E. E. T.) 
the combination which is suggested for the first theme is: “ Salicional, 
Violina, and Tremolo.” If the Salicional is not too soft, nor the Violina 
too loud, this combination is delicate and effective. On organs in which 
this combination is not satisfactory, I suggest St. Diapason and Violina; 
though there is danger of the Violina being too loud. Occasionally, the 
Bourdon 16 ft. and Salicional, with the Tremolo, playing an octave 
higher, is very effective, as these two stops, used an octave higher, are 
quite similar to St. Diapason and Violina. At the change of key on 
page 3 (measure 37), I suggest adding the Oboe, irrespective of which 
combination is used previous to this measure. The L. H. part should 
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be played on the Gt. (on two-manual organs). At the eighth measure 
after the change of key (measure 45), add the Salicional and Flute 
4 ft., if the first combination selected is St. Diapason and Violina; or 
add St. Diapason-and Flute 4 ft., if the first combination selected is 
Salicional and Violina. At the third double bar (measure 53), where 
the key returns to D-flat, to prepare a better crescendo and climax, add 
Sw. to Gt. Four measures later (measure 57), for the climax, play 
both hands on the Gt. (as indicated in the Schmidt edition), with the 
swell open. Change back to the Sw. (both hands) on the last count 
of the second following measure (59). In the next two measures, during 
the ritarding phrase in the L. H. (on the Sw.), the combination should be 
gradually changed to the one selected for the return of the first theme. 
The registration indicated in the Schmidt edition is effective, on three- 
manual organs which contain a Vox Humana, but, as we are now 
registering the composition for a small two-manual organ, this com- 
bination is not available. Salicional and Flute 4 ft. is effective for this 
phrase, if the stops are well balanced. To best obtain this combination, 
from the combination of stops which is already on, put off the Oboe 
on the F (third count of the L. H. part), in the second measure before 
the change of key to A-flat. On the G-natural of the next measure, 
put off the Violina. On the A-natural, put off the St. Diapason. This 
will leave Salicional and Flute 4 ft. with Tremolo, for the return of the 
first theme (tempo primo). No further change of stops is necessary, 
except to reduce to the AXoline while holding the last chord. 

Several variations of this registration have already been suggested. 
Occasionally, we find an organ on which no combination of stops, which 
has already been suggested, sounds well. On such an organ, one should 
try the first theme on the Sw. with Salicional, alone or combined with 
the St. Diapason. At the change of key to D-flat (measure 37), if the 
Oboe is objectionable, add the Open Diapason (Sw.). In the next three 
braces, it is effective to add the 4 ft. stops (one at a time), even if they 
are quite loud, as the Open Diapason, together with the other 8 ft. 
stops which are already on, will balance the excessive power of the 4 ft. 
stops. At the return of the first theme (measure 61), where the key 
changes back to A-flat, one can use the same stop or combination as at 
the beginning; or, for the sake of variety, one can frequently use the 
two 4 ft. stops (Flute and Violina), without any 8 ft. stop, playing an 
octave lower. While holding the last chord, the Flute can be put off. 
It is not always possible to use these stops an octave lower, but occasion- 
ally a good effect is thus obtained. 


GrorGES MacMastsEr, GRAND CHOEUR 


Prepare: Full Gt., Full Sw. (open), Full Ped.; Sw. to Gt. and Gt. 
to Ped. The first two pages and a half should be played on the Gt. On 
such a small organ, it is inadvisable to attempt to change the registra- 
tion, in the measures indicated F and FF, as the desired effect all through 
these pages is massive and heavy. On a larger organ, changes could be 
made which would be effective. For the middle section on the third page, 
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reduce the Gt. to Melodia and Flute, put off the Sw. Bourdon, Ped. Open 
Diapason and Sw. to Gt. Play eight measures of the middle section 
on the Gt., and repeat on the Sw. After the second ending, play on the 
Gt. At the fourth measure at the top of the fourth page, play on the 
Sw. On the second brace, beginning at the third measure, play two 
- measures on the Gt. Return to the Sw. in the fifth measure. In the 
first measure of the third brace, the chords can be played with one 
hand, as the bass notes are duplicated in the Ped. This enables one to 
add Full Gt. and Sw. to Gt. In the rest before the return of the first 
theme, add Ped. Open Diapason, Sw. Bourdon, and Gt. to Ped. No 
further change is necessary. 


II 


SPECIFICATION OF A VERY SMALL Two-MANUAL ORGAN WITH 
7 SPEAKING STOPS 


GREAT SWELL 
Open Diapason 8 ft. St. Diapason 8 ft. 
Melodia on Salicional (Keraulophon) 8 “ 
Dulciana oe pa Flute sess 

PEDAL COUPLERS 
Bourdon 16 ft. Sw. to Gt. 

Gt. to Ped. 
Tremolo Sw. to Ped. 


Sw. to Gt. at Octaves. 


All the stops, except the Open Diapason and the Salicional (or Kerau- 
lophon), are generally voiced louder than the same stops are voiced in 
larger organs. The object of this increased power is, to give as much 
power to the Full Organ as possible. This increased power is, obviously, 
necessary only for the hymns and postludes. The larger part of the use 
of the organ is for the preludes, offertories and the accompaniments of 
anthems, solos, etc. Increasing the power of the stops generally sacri- 
fices the refinement of the tone, and the combinations of stops are 
therefore much less satisfactory. 

‘Special attention should be called to the Salicional (or Keraulophon) 
and the “ Sw. to Gt. at Octaves.” As there is no Atoline or other very 
soft stop in this organ, the Salicional (or Keraulophon) is generally 
voiced somewhat softer than usual, as this stop must be used both for a 
Salicional and for an Z£oline. In old organs the pipes of the lower octave 
of the Salicional and Dulciana were frequently omitted. The pipes of 
the lower octave of the St. Diapason and Melodia were “ grooved in” 
to the Salicional and Dulciana to supply the deficiency. Frequently, 
separate draw-stops, labeled “St. Diapason Bass” or “ Stopped Bass,” 
controlled this lower octave of these stops, so that they could be drawn 
at pleasure with either stop. The “ Sw. to Gt. at Octaves ” is intended 
49 add brilliancy and power to the Full Organ. It generally makes the 
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Full Organ shrill and should be used with much moderation. A further. 
consideration of this coupler may be found in the chapter on Couplers 
and Octave Couplers. 

The same seven compositions are selected for registration on this 
small organ, that were selected for the preceding organ, the object 
being to enable the student to observe the different treatment which is 
necessary in registering compositions on a smaller organ. 


Uso SEIFERT, FANTASIA IN G-MINOR 


Prepare: All the stops, except the Tremolo and Sw. to Gt. at Octaves 
(swell open). At the middle section, the Gt. to Ped. should be put off, 
as in the other organ, and added again as one returns to the Gt. 
The Sw. to Gt. at Octaves can be added after the hold, at the top of 
the last page. 


WILLIAM FAULKES, PosTLUDE IN A 


Practically the same registration as that indicated in the previous 
section, can be used with this organ, with the omission, at the outset, 
of those stops which are not included in the specification of this organ. 


CESAR FRANCK, ANDANTINO IN G-MINOR 


Prepare: Gt. Melodia; Sw. St. Diapason and Flute; Ped. Bourdon. 
Play the solo on the Gt. and the accompaniment on the Sw. At the 
change of key (measure 35), after adding the Tremolo, play both 
hands on the Sw. At measure 47 add the Gt. to Ped., and play both 
hands on the Gt. At measure 53 put off the Gt. to Ped., and play both 
hands on the Sw. At measure 57 play the L. H. melody on the Gt. and 
the R. H. on the Sw. At measure 62 (poco rall) play both hands 
on the Sw. At measure 69 add the Gt. to Ped., and play both*hands on 
the Gt., for five measures. Put off the Gt. to Ped., and play the next 
two measures on the Sw. For the return of the first theme, play the 
solo on the Sw. with all the stops, and the accompaniment on the Gt. 
Dulciana. Another registration for this phrase is, to play the solo on 
the Gt. Dulciana with the Sw. to Gt. at Octaves, and the accompaniment 
on the Sw. Salicional. At measure 101 (after one measure rest in all 
the parts), play both hands on the St. Diapason alone, for four measures. 
At measure 105 play both hands on the Gt., with the Gt. Dulciana, Sw. to 
Gt., Sw. Salicional and Tremolo. At measure 119 play both hands on the 
, Sw. At the last count of measure 126, play both hands on the Gt. Two 
measures later play both hands on the Sw., to the end. 


Epwin H. Lemare, ANDANTINO IN D-FLat 
Prepare: Gt. Dulciana; Sw. St. Diapason and Flute; Ped. Bourdon. 


Play the solo on the Sw. and the accompaniment on the Gt. For the 
second page put off the Flute and add the Tremolo. Play the two hands 
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the same as on the previous page. (The two staves of the R. H. part 
must be played on one manual in such a small organ.) For the third 
page put off the Tremolo, add the Melodia and Flute, and play the R. H. 
on the Gt. and the L. H. on the Sw. For the last two pages play the 
R. H. on the Sw. with the Salicional (or St. Diapason), Flute and Tremolo, 
and the L. H. on the Gt. Dulciana. 


ARTHUR Foots,.'FESTIVAL MARCH 


Prepare: All the stops except the Tremolo and Sw. to Gt. at Octaves 
(swell open). Play the first sixteen measures on the Gt. Put off the 
Gt. to Ped. and play on the Sw. At the middle of the second brace of 
page 3, add the Gt. to Ped., and play on the Gt. At the top of page 4, 
put off the Gt. Open Diapason, Sw. to Gt. and Gt. to Ped. For two 
measures play. both hands on the Sw., gradually closing the swell. Put 
off the Flute and play the R. H. on the Sw. and the L. H. on the Gt. 
At the top of page 5, play both hands on the Sw. After the second 
ending, play the L. H. on the Gt. as at first. At the rest in the first 
measure of the lower brace, add the Sw. to Gt. and Gt. to Ped. Play on 
the Gt. In the next measure add the Op. Diapason. For the repeat of 
the first two pages open the swell and add all the speaking stops. The 
Sw. to Gt. at Octaves can be added for the last phrase. 


ALEX. GUILMANT, ELEVATION IN A-FLAT 


Prepare: Gt. Melodia; Sw. St. Diapason, Salicional and Tremolo; Ped. 
Bourdon. Play both hands on the Sw. until the key changes to D-flat. 
At this measure add the Flute and play the L. H. on the Gt., unless the 
Melodia is too loud. At measure 51 add the Sw. to Gt. At measure 55 
play both hands on the Gt. At measure 58, last count, play both hands 
on the Sw. During the ritard of the next two measures, prepare the 
combination for the return of the first theme, choosing the most satis- 
factory of the three following combinations: 1. Both hands on the Sw. 
with Salicional, Flute and Tremolo (unless the Flute covers up the 
Salicional) : 2. Sw. St. Diapason, Flute and Tremolo: 3. Both hands on 
the Gt. with the Dulciana, Sw. Salicional and Tremolo, and Sw. to Gt. 


at Octaves. 


Grorces MAcMASTER, GRAND CHOEUR IN D 


Prepare: All the stops except the Tremolo and Sw. to Gt. at Octaves 
(swell open). Play two and a half pages on the Gt. For the second 
section on the third page, put off the Op. Diapason and Sw. to Gt., and 
play on the Gt. Repeat on the Sw., after putting off the Gt. to Ped. 
After the second ending play on the Gt. At the fourth measure of page 
4, play on the Sw. At the third measure of the second brace, play two 
measures on the Gt. At the fifth measure return to the Sw. At the 
return of the first theme, add the Op. Diapason, Gt. to Ped., and play 
on the Gt. The Sw. to Gt. at Octaves can be added for the last four 


measures. 
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Ill 


REGISTRATION FOR A SMALL Two-MANUAL ORGAN WITH 
“ DUPLEXED”’ SWELL ORGAN 


As stated on page 84, a “duplex” chest is one so constructed that 
the several stops may be drawn and played, by means of separate draw- 
stops, cn two separate manuals, without the use of the Couplers. 


SPECIFICATION OF A VERY SMALL Two-MANUAL ORGAN, WITH 
SEVEN SPEAKING STOPS 
(With a “ Duplexed” Swell Organ) 


GREAT ORGAN SWELL ORGAN 
1. Open Diapason 8 ft. 2. AXoline 8 ft. 
Salicional Se 3. Salicional Sa 
St. Diapason Sie 4, St. Diapason Se 
Flauto Traverso Aeee® 5. Flauto Traverso ATs 
PEDAL ORGAN COUPLERS 
6. Bourdon 16 ft. Gt. to Ped. 
7. Gedeckt te Sw. to Ped. 
Sw. to Gt. 
COMBINATION PISTONS sk to pu 16 ft. 
(Non-movable) w. to Sw. 4 
GREAT ORGAN PEDAL MOVEMENTS 
1. St. Diapason, Flauto Traverso > Full Organ 
and Ped. Bourdon Gt. to Ped. (reversible) 
2. Full Gt. and Full Ped. Swell Tremolo 
3. Release 
4. General Release 


SWELL ORGAN 


1. St. Diapason and Salicional 
2. Full Sw. and Ped. Bourdon 
38. Release 


Note: It is presumed that this is a modern organ with a somewhat 
stringy Salicional and a soft Flauto Traverso. 

There is but one distinct stop in the Great Organ — Open Diapason. 
Three stops of the Swell organ are “duplexed” so that they can be 
played separately from either the Gt. or Sw. manual. In this organ 
the duplexed stops have the same names on the two manuals. Fre- 
quently, they have different names; e. g., the Salicional of the Sw. is 
sometimes called “ Dulciana” in the Gt. The St. Diapason of the Sw. 
is frequently called “ Gedeckt,” or even “ Melodia,” in the Gt. While 
there may be a slight advantage in associating the separate names with 
the separate manuals, it tends to destroy one’s idea of distinct tone- 
quality if, for example, a Gedeckt is called Melodia. 
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In registering compositions for such an organ, the organist must keep 
in mind the individual stops, and on which manual he wishes to use them. 
It is obvious that, if one draws the Salicional on both the Gt. and the 
Sw., without any other stops, the two manuals are like one. Further- 
more, if the organist uses the Salicional on the Sw. and the St. Diapason 
and Salicional on the Gt., he must not play the same notes on the two 
manuals at the same time, as those notes will be silent on one manual. 


Four COMPOSITIONS FOR WHICH REGISTRATION IS SUGGESTED FOR THE 
ABOVE SMALL Two-MANUAL ORGAN WITH DUPLEXED SWELL ORGAN 


Berthold Tours Allegretto Grazioso 
William Faulkes Grand Choeur in A 
S. Tudor Strang Cantique d’Amour 

Johannes Pache Prayer in A-flat 


BERTHOLD Tours, ALLEGRETTO GRAZIOSO 


Prepare: Gt. St. Diapason, Sw. Salicional and Flute 4 ft., Ped. Bour- 
don, Sw. to Sw. 16 ft. Play the eight measures of introduction on the 
Gt., the solo on the Sw. and the accompaniment on the Gt. After the 
three measures rest in the L. H., on the second page, add the Tremolo. 
For the second theme (quarter-notes in both hands), put off the Sw. to 
Sw. 16 ft. and play both hands on the Sw. At the eighth measure before 
the return of the first theme, change the Sw. combination to St. 
Diapason and A®oline, and play on the Sw. Four measures later, put 
off the St. Diapason, add Sw. to Sw. 4 ft. and play on the Sw. (swell 
wide open). Prepare the Gt. Salicional, and play the return of the 
theme, R. H. on the Gt. and L. H. on the Sw. The Tremolo may be used 
(ad lib.). Play the last two chords on the Sw. Afoline, with swell closed. 


WILLIAM FAULKES, GRAND CHOEUR IN A 


Prepare: Gt. St. Diapason; Sw. Salicional, Flute 4 ft. (swell open) ; 
Ped. Bourdon and Gedeckt; Sw. to Gt. and Gt. to Ped.; Combination 
Piston No. 2 on each manual. Play the first two pages on the Gt. As 
the leaf is turned, put off the pistons (double release) and the Sw. to Gt., 
and add Sw. to Sw. 4 ft. After turning the leaf, play eight measures on 
the Gt. The following L. H. melody can be played on the Sw. (open) 
with the R. H. on the Gt. At the top of page 5, add the Sw. to Gt. 
and play both hands on the Gt. Play the last two pages on the Full 


Organ. 
S. Tupor STRANG, CANTIQUE D’AMOUR 


Prepare: Gt. Salicional and Flute 4 ft.; Sw. Aoline and Sw. to Sw. 
4 ft.; Ped. Bourdon. Play the first four measures on the Sw. (open). 
Add the Tremolo and play the solo on the Gt. and the accompaniment 
on the Sw. At the last measure of the third brace of the second page, 
play both hands on the Gt. In the first measure of the second brace, on 
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page 5, add the St. Diapason in the Gt. (by means of Piston No. 1).. 
Continue both hands on the Gt. for four measures. Put off the St. 
Diapason (by means of the release) and play four measures more. For 
the last measure ofthe page, play both hands on the Gt. with the St. 
Diapason alone. While holding the last chord with one hand, prepare: 
Sw. Salicional, Flute 4 ft., Tremolo, and Sw. to Sw. 16 ft. Play the 
last two pages with the R. H. on the Sw. and the L. H. on the Gt. 


JOHANNES PACHE, PRAYER IN A-FLAT 


Prepare: Gt. St. Diapason and Flute 4 ft.; Sw. Salicionai and Flute 
4 ft.; Ped. Bourdon. Play the first page on the Sw. In the second 
measure of the second page, add the Gt. to Ped. and play both hands on 
the Gt. In the last measure of this second page, put off the Gt. to Ped. 
and play both hands on the Sw. At the top of the third page, add 
Salicional to the Gt., Gt. to Ped., and play both hands on the Gt. At 
the last measure before the double bar, at the bottom of the page, put 
off Gt. Salicional and Flute. Play this measure (R. H. only) on the Gt.; 
during which, put off Gt. to Ped. and prepare: Sw. Flute 4 ft., Sw. to 
Sw. 16 ft., and Tremolo. Play the return of the first theme on the Sw. 
At the second measure of the lower brace of the last page, put off the 
Sw. to Sw. 16 ft. Play both hands on the Sw., an octave lower than 
printed. Play the last four measures on the Sw. ASoline. 


IV 


SPECIFICATION OF A MODERN Two-MANUAL ORGAN 
22 Speaking Stops, 9 Adjustable Piston Combinations (movable) 


GREAT ORGAN SWELL ORGAN 
Diapason 16 ft. Bourdon (treble and bass) 16 ft. 
Diapason 8 “ Diapason Src 
Melodia (or Hohl Floete) 8 “  Salicional Swit 
Dulciana 8 “ Voix Céleste Sis 
Flute d’Amour 4 *  Gedeckt 8 « 
Octave 4.“ Moline Bue 
Trumpet 8 “ Flauto Traverso ALEK 
Violina Aa 
PEDAL ORGAN Flautina Oe 
. Oboe g « 
ye le a ft. Vox Humana Saves 
Flute 8 “ : COMBINATION PISTONS 
Gedeckt 8 (Adjustable) 
Four for Sw. and Ped. 
COUPLERS Three for Gt. and Ped. 
Sw. to Gt. Two for Ped. 
Gt. to Ped. ; 
Gtr “to Ped. PrepAL MovEMENTS 
Sw. to Sw. 16 ft. Sfz, Full Organ with all Couplers 
Sw. to Sw. 4 “ Grand Crescendo (with Unison 
Sw. to Gt. 16 “ Couplers) 
Sw. to Gt. 4 “ Gt. to Ped. (reversible) 


Sw. Tremolo 


REGISTRATION ON TWO-MANUAL ORGANS 159 


At the outset, adjust piston combinations as follows: — 
Gt. No.1 Melodia, Dulciana, and Ped. Bourdon. 
Gt. No. 2 Diapason, Melodia, Dulciana, Flute, with Ped. Diapason, 
; Bourdon and Gedeckt. 

Gt. No. 3 Full Gt. with Full Ped. 

Sw. No. 1 Salicional, Gedeckt, ffoline, and Ped. Bourdon. 

Sw. No. 2 Salicional, Gedeckt, Aoline, Flute and Violina, with Ped. 
Bourdon. : 

Sw. No. 3 All the 8 and 4 ft. stops with the Oboe, and Ped. Bourdon 
and Gedeckt. 

Sw. No. 4 Full Swell with Ped. Bourdon and Gedeckt. 

Ped. No. 1 Bourdon and Gedeckt. 

Ped. No. 2 Full Ped. 


The above combinations are “ general combinations ” which are used 
frequently in organ compositions. “Special combinations” should be 
adjusted on the pistons when needed. Obviously, individual tastes, in 
manipulating the stops and combinations of an organ, differ to a great 
extent; but the above combinations seem, to the author, to be convenient 
for the purpose of playing the following compositions on this particular 
organ. 


TWELVE COMPOSITIONS FOR WHICH REGISTRATION IS SUGGESTED 
FOR THE ABOVE TWO-MANUAL ORGAN 


Oscar Wagner Allegro ma non troppo 
Frederick Maxson Grand Chorus 
Russell King Miller Nocturne in F 
Théodore Dubois Fantasia in E 

A. Chauvet Andantino in D-flat 
Samuel Rousseau Elevation in E-flat 
Théodore Salomé Grand Choeur in G 
Roland Diggle At Sunset 

Jacques Lemmens Finale in D : 
Oscar Wagner Sonata in E-minor 
S. B. Whitney Processional March 
Alfred Hollins Spring Song 


OscaR WAGNER, * ALLEGRO MA NON TROPPO 


Prepare: Sw. 8 and 4 ft. with Oboe (Piston No. 3), (swell open) ; 
Gt. to Octave (Piston No. 2 with Octave added); Ped. Diapason, Bour- 
don, and Gedeckt (Gt. Piston No. 2 gives this combination) ; Sw. to Gt., 
Gt. and Sw. to Ped. 

Play the first three pages on the Gt. At the top of page 4, at the rest 
in the first measure, push Gt. Piston No. 1, which reduces both Gt. and 
Ped. Ritard the second measure, and, at the fourth note (G) of the 
third measure, play on the Sw. Gradually close the swell. In the second 
brace, open the swell. During the rests in the R. H. part, in the third 
measure, push Gt. Piston No. 2, which increases both Gt. and Ped. 


* This registration is intended specifically for the organ whose specification is 
given on page 158. 
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After the chord in the seventh measure, play on the Gt. On the last 
page, where FF is indicated, open the Grand Crescendo full. For the 
last three measures use the Sfz. 


FREDERICK MAxson, * GRAND CHORUS 


The composer’s indicated registration is for three-manual organs, and 
can be easily followed on organs of that size. The composition is also 
easily played on two-manual organs of this size, for which the following 
registration is suggested: 

Prepare: Gt. Melodia, Dulciana and Flute d’Amour; Sw. 8 and 4 ft. 
stops with Oboe (Piston No. 8), (swell open) ; Ped. Bourdon and Gedeckt; 
Grand Crescendo open about three-quarters. The stops which are drawn 
are for the middle section. The Grand Crescendo gives the forte com- 
bination for the first section. No couplers are required in the middle 
section. The Sw. to Gt. and Gt. to Ped. are on, at the outset, by means 
of the Grand Crescendo. 

Play on the Gt. At the top of page 3, open the Grand Crescendo full 
for the FF. After the last chord of this page, close both the Grand 
Crescendo and the swell pedal. For the middle section, play both 
hands on the Gt. (which was prepared at the outset) for sixteen 
measures. Repeat the phrase with both hands on the Sw. After the 
double bar, open the swell, play the R. H. on the Gt. and the L. H. 
on the Sw., for sixteen measures. Close the swell and play the R. H. 
on the Sw. and the L. H. on the Gt. In the second brace of page 5, after 
the double bar, open the Grand Crescendo a little more than half (to 
include the Diapason). For the repeat open the swell. After the second 
ending, at the bottom of the page, close the Grand Cresc., and play R. H. 
on the Sw. (which is already open) and the L. H. on the Gt. For the 
return of the first theme, at the top of page 7, open the Grand Cresc. 
full. For the Fughetto at the top of page 8, close the Grand Cresc. a 
little, to put off the Trumpet. In the last measure at the top of the last 
page, open the Grand Cresc. full. Use the Sfz for the FFF. 


RUSSELL KinG MILLER, * NOCTURNE IN F 


The registration indicated by the composer in the printed copy, can 
be followed somewhat closely on this organ. I suggest a few possible 
additions, which will increase the variety without materially disturbing 
the composer’s interpretation. 

Prepare: Gt. Dulciana; Sw. Oboe and Gedeckt (St. Diapason); Ped. 
Bourdon. The composer has indicated a “Soft Flute 8 ft.” in the Gt. 
for the accompaniment. Very few two-manual organs of this size 
contain such a stop. In three-manual organs which have the Ch. 
enclosed in a swell-box, the 8 ft. Flute of the Ch. (Melodia, Concert 
Flute or Gedeckt) with the swell closed is satisfactory for this accom- 
paniment. Otherwise, it is necessary to use the Dulciana (Gt. or Ch.). 


* This registration is intended specifically f. 
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In the first two pages the Flute 4 ft. (Sw.) should be added and put off 
as indicated. At the end of the first section (bottom of page 3), to 
carry out the composer’s indications, push Sw. Piston No. 3, Gt. No. 
2, and add Sw. to Gt. and Gt. to Ped. On page 4, last count of the 
second measure of the second brace, add Full Sw. (Piston No. 4). It is 
also necessary to push Gt. Piston No. 2 to bring on the Ped. Diapason 
which is put off by Sw. Piston No. 4. , At the bottom of the page, where 
the printed indication reads, “ Add Princ. 4 to Gt.,” add the Octave. On 
page 5 it is necessary, on this organ, to ignore the indication, “ Full to 
15th.” In the second brace, at the indication, “Full Organ,” open the 
Grand Cresc. full. The Sfz is generally objectionable at this point, on 
account of the 4 ft. couplers which are included. To make a satisfactory 
diminuendo and return to the first theme (lower brace of page 5), I 
suggest the following: Close the Grand Cresc. at the first chord of the 
last measure of the second brace; push Sw. Piston No. 8 at the first 
chord of the lower brace; push Gt. Piston No. 1 at the beginning of the 
second measure; put off the Gt. to Ped. (foot) and play on the Sw. in 
the third measure; push Sw. Piston No. 2 at the beginning of the 
fourth measure; close the swell gradually, ritard molto, and push Sw. 
Piston No. 1 at the beginning of the last measure. The first half of the 
last measure can be played with the L. H., in order to prepare Gt. 
Dulciana, and put off the Sw. to Gt. Prolong the G-sharp (upper note 
of the last chord) a fraction of a count in order to turn the leaf and 
add the Vox Humana and Voix Céleste. This combination for the 
return of the first theme gives a pleasing variety to the registration. If 
the player prefers he can use Oboe and Gedeckt as at first, which is the 
composer’s indication. No other change of stops is necessary until the 
last two chords, which can be played on the Gt. Dulciana (as indicated) 
or on the Sw. A®oline. 

It will be noticed that the Ped. stops are taken care of by the pistons. 
In organs in which such is not the case, the Ped. Op. Diapason should be 
added at the end of page 8 and put off in the second measure of the lower 
brace of page 5. 

Many variations of the registration of the first two and the last two 
pages of this composition are possible, according to the taste of the 
performer. At the outset, there are various solo combinations from which 
to choose; such as, Oboe, Voix Céleste and Flute 4 ft.; Oboe, Vox 
Humana and Bourdon; Voix Céleste, Vox Humana, and 16 ft. Coupler; 
Voix Céleste, Gedeckt and 16 ft. Coupler. A variation of the method of 
obtaining the indicated effects in the middle section can be obtained by 
using the Grand Cresc. for the addition of the stops and for the dimin- 
uendo: e. g., in the last measure of page 3 open the Grand Cresc. a little 
more than half, which includes the Op. Diapason of the Gt., the 8 and 
4 ft. stops of the Sw., the Ped. Op. Diapason, the Sw. to Gt. and the Gt. to 
Ped. couplers. At convenient points in the next page the Grand Cresc. 
can be opened further to include the Full Sw. and the Gt. Octave. The 
Grand Crese. Full can be used where “ Full Organ” is indicated. The 
diminuendo at the bottom of page 5 can be obtained in the reverse order, 
returning to the first combinations for the return of the first theme, 
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without touching any of the stops. This plan is not always possible, 
and sometimes is unsatisfactory, in which case the player can use the 
method previously indicated. 


THEODORE DuBois, * FANTASIA IN E 


Although this composition is named “ Fantasia,” it is not too brilliant 
for a church prelude, as it is mostly of a maestoso character. The 
loudest part requires the Diapason and Octave, and most of the composi- 
tion is registered for soft combinations. With a little imagination, one 
can hear the words, “ Praise the Lord,’ all through the opening theme, 
which consists of a dotted quarter-note, an eighth-note, and a half- 
note. 

Prepare: Sw. 8 and 4 ft. with Oboe (Piston No. 3), (open); Gt. to 
Octave (Piston No. 2 with Octave added); Ped. Diapason, Bourdon, and 
Gedeckt (brought on by Gt. Piston No. 2); Sw. to Gt. and Gt. to Ped. 

The maestoso chords of the opening theme (two pages) should be 
played on the Gt. (The Octave can be omitted if desired.) After the 
long chord at the bottom of the second page, put off the Gt. Diapason 
and Octave. Play the L. H. fragment of the opening theme on the Gt. 
During this fragment, put off the Ped. Diapason, Gt. to Ped. and Sw. 
to Gt. During the following descending notes in the Ped. (Bourdon and ° 
Gedeckt), which can all be played by the L. foot (vzit.), close the swell 
and add Voix Céleste. Then follows the second theme (quasi Andante), 
which snould be played on the Sw. At the top of the fourth page, before 
the five eighth-notes in the Ped., put on the Gt. to Ped. Play the next 
six measures on the Gt. (Melodia, Dulciana, and Flute 4 ft.). The fol- 
lowing phrase in E-minor should be played on the Sw., opening the 
swell wide for the forte and closing it for the Dim. At the last measure 
at the bottom of the fourth page, put off the Voix Céleste, add the Gt. 
Diapason, and play the three notes of the first theme on the Gt., the stac- 
cato chords on the Sw. (partly open). This effect is repeated five times 
(transposed). For the fifth time (B, F-sharp, B) put off the Diapason 
and gradually close the swell. In the last two measures of the third 
brace of the fifth page, the repeated thirds of the L. H. should be played 
on the Gt. The broken octaves of the R. H. should alternate between 
the Gt. and Sw. At the top of page 6, for the return of the second 
theme (key of B), put off the Gt. Flute 4 ft. and play both hands on 
the Gt. for six measures. For the next six measures (a transposition 
and variation of the second theme, in the key of G), push Sw. Piston 
No. 2, and play both hands on the Sw. The lower brace consists of 
repetitions of the first three notes of the first theme (L. H.). Add the 
Oboe (Piston No. 3), and play these three notes on the Sw., with the 
contrasted, staccato chords (R. H.) on the Gt. Melodia (Piston No. 1). 
For the last measure of this page the Tremolo is indicated. Push Sw. 
Piston No. 1, add the Tremolo, and play both hands on the Sw. At the 
rest (R. H. and Ped.), push Gt. Piston No. 2 and turn the leaf. At the 


* This registration is intended specifically for the organ whose specification is 
given on page 158. 
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top of the seventh page, play both hands on the Gt., for six measures. 
After the first eighth-note of the next measure, push Gt. Piston No. 1 
and play six measures on the Gt. At the bottom of the page, play both 
hands on the Sw. with Piston No. 2. In the last measure of the upper 
brace of the eighth page, we have the introductory notes of the first 
theme in the Ped. The Gt. to Ped. and Sw. to Ped. should be added for 
these notes. The fragments of the second theme (manuals), which 
accompany this fragment of the first theme, should alternate between 
the Gt. and Sw. During the sustained chords of the last repetition, push 
Gt. Piston No. 2, to add the Diapason, and play the following return of 
the second theme on the Gt. (both hands) for fifteen measures. (The 
Piston also gives the required Ped. combination.) At the rest, in the 
next to the last measure of the second brace on the ninth page, push 
Sw. Piston No. 3, Gt. Piston No. 1, and put off Gt. to Ped. Play the 
following four measures both hands on the Sw. For the following eight 
measures play the R. H. solo on the Gt. Melodia. The sustained chords 
of the last measure of the page and the first two measures at the top of 
the last page should be played on the Gt. In the third measure continue 
the L. H. on the Gt., and play the R. H. on the Sw., open for the Mf and 
closed for the P. At the second measure of the second brace, play both 
hands on the Gt. During the rests, in the last measure of the brace, 
push Sw. Piston No. 1, and prepare Gt. Flute 4 ft. only. For four 
measures of the third brace, play the L. H. on the Sw. and the R. H. on 
the Gt. an octave lower. Play the last three measures of the brace with 
both hands on the Gt. an octave lower. Play all of the lower brace on 
the Sw. Add the Gt. to Ped. (reversible) for the fragment of the first 
theme in the Ped. Play the last chord on the Afoline (Gt. to Ped. 


off). 


A. CHAUVET, * ANDANTINO IN D-FLAT 


There are four or five American editions of this composition, all but 
one of which indicate the first 35 measures to be played on one manual, 
the melody being given sufficient prominence by means of the phrasing 
which is indicated. 

Prepare: Gt. Melodia; Sw. Gedeckt, Violina, and Tremolo; Ped. 
Bourdon. Play the first 835 measures with both hands on the Sw. For 
the second theme, change the Sw. combination to Oboe, Gedeckt, and 
Flute 4 ft. Play the solo (R. H.) on the Sw. and the accompaniment on 
the Gt. (Dulciana). When the key returns to D-flat, change the Sw. 
combination to Vox Humana (or Voix Céleste) and Flute 4 ft. Play 
both hands on the Sw. In the last four measures, during the rests in 
the L. H., reduce the combination to Afoline (ad lib.). 

Numerous modifications of the registration are possible; e. g., the first 
section can be played on the Bourdon, Violina, and Tremolo, playing 
an octave higher; or Gedeckt and Flute 4 ft.; or Bourdon and Gedeckt 
playing an octave higher; or Voix Céleste alone; or AXoline and 4 ft. 


* This registration is intended specifically for the organ whose specification is 
given on page 158 
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Coupler with the swell open. The middle section can be played with 
both hands on the Gt. (Melodia), or the R. H. on the Gt. and the L. H. 
on the Sw., with Gedeckt and Flute 4 ft. Similar variations of the 
combination for the last section are possible, according to the voicing 
of the individual organ. 


SAMUEL ROUSSEAU, * ELEVATION 


Prepare: Gt. Melodia; Sw. Voix Céleste (or Salicional) and Flute 
4 ft.; Ped. Bourdon. Play the first eight measures both hands on the 
Sw. Add Gedeckt and play R. H. on the Sw. and L. H. on the Gt. for 
12 measures. Play the following measure (rall) both hands on the Gt. 
Add the Vox Humana and play eight measures with R. H. on the Sw. 
and L. H. on the Gt. At the top of the third page, play both hands on 
the Gt. In the second measure, play the L. H. imitation on the Sw. 
Third measure, both hands on the Gt. Fourth measure, L. H. imitation 
on the Sw. Fifth measure, R. H. on the Gt. and L. H. on the Sw., 
continuing for four measures. This is followed by a return of the first 
theme. At the rest, preceding the theme, prepare: Sw. Vox Humana 
alone and Gt. Flute 4 ft. alone. Play both hands on the Sw. for two 
measures. Play the L. H. solo on the Gt. an octave lower. As the solo 
is transferred to the R. H., play it on the Gt. an octave lower, with the 
L. H. on the Sw. For the last two measures use the Avoline only. 


THEODORE SALOME, * GRAND CHOEUR IN G 


Prepare: Sw. 8 and 4 ft. with Oboe (Piston No. 3); Gt. to Octave 
(Piston No. 2 with Octave added) ; Ped. Diapason, Bourdon, and Gedeckt 
(obtained by Gt. Piston No. 2); Sw. to Gt., Gt. and Sw. to Ped.; Grand 
Crese. open full. Play 34 measures on the Gt. (FF). Close the Grand 
Crese. and play four measures on the Sw. Continue with both hands on 
the Gt. During the sustained note (D) in the Ped. gradually open the 
Grand Crese. until the return of the first theme. Use the Sfz to the end. 


ROLAND DiGcLe, * AT SUNSET 


The registration indicated by the composer is for three-manual organs. 
A few minor changes are necessary for this organ. Prepare: Gt. Dul- 
ciana; Sw. Oboe, Voix Céleste and Flute 4 ft.; Ped. Bourdon. Play the 
first theme (as far as the double bar) with the R. H. on the Sw. and 
the L. H. on the Gt. For the repeat, add the Sw. to Sw. 16 ft. Coupler, 
as indicated. For the second theme on the second page, for which the 
Gamba is indicated, put off the 16 ft. Coupler, add Melodia, open the 
swell, and play the L. H. on the Sw. and the R. H. on the Gt. At the 
rest in the measure preceding the double bar, where the key changes 
back to D-flat, put off the Oboe and add the Vox Humana. At the rest 
in the following measure, put off the Melodia. After these changes, the 


* This registration is intended specifically for the organ 
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R. H. theme can be played on the Sw. (Vox Humana, Voix Céleste, and 
Flute 4 ft.) and the L. H. accompaniment on the Gt. (Dulciana). For 
the last eleven measures, put off the Voix Céleste and Flute 4 ft. in 
the Sw. and prepare the Gt. Flute 4 ft. only. Play the L. H. melody 
on the Gt. an octave lower, and the R. H. on the Sw. 


JACQUES LEMMENS, * FINALE IN D 


The only printed indications for the registration in the original copies 
are: “FF” for the first and last sections and “Sw. P” for the Hymn 
in the middle section. More variety is obtained by playing the first 
section F instead of FF. 

Prepare: Sw. 8 and 4 ft. with Oboe (Piston No. 3), (open); Gt. to 
Octave (Piston No. 2 with Octave added); Ped. Diapason, Bourdon and 
Gedeckt; Sw. to Gt., Sw. and Gt. to Ped. 

Play three and a half pages on the Gt. For the last three eighth-notes, 
in the second measure before the double bar, push Gt. Piston No. 1. On 
the second eighth-note of the next measure, play on the Sw., ritard molto, 
and close the swell. Push Sw. Piston No. 2 on the last count of the 
measure. For the Hymn add the Vox Humana. If there is no Vox 
Humana or the stop is out of order, put off the Gedeckt and Violina 
and add the Oboe and Tremolo. Two measures before the second 
double bar, push Sw. Piston No. 4, put off the Vox Humana and 
Tremolo, and open the swell. At the chord after the double bar, open 
the Grand Cresc. full, and play the ascending scale on the Gt. Use 
the Sfz for the last three measures. 


OscAR WAGNER, * SONATA IN E-MINOR 


There are only manual indications in the printed copies. Prepare: 
Gt. to Octave; Sw. 8 and 4 ft. with Oboe (open); Ped. Full; Sw. to Gt., 
Sw. and Gt. to Ped. 

Play the first page on the Gt. After the chord, in the fourth measure 
at the top of page 8, play both hands on the Sw. Gradually close the 
swell, and put off the Gt. to Ped. At any convenient point in the first 
three measures of the second brace, push Sw. Piston No. 3, which puts off 
the heavy Ped. stops without changing the Sw. combination. During 
the rests (L. H.) at the end of this brace, add all the Ped. stops and put 
on the Gt. to Ped. Gradually open the swell. At the third measure of 
the third brace, play both hands on the Gt. At the top of page 4, after 
the first two pages have been repeated, play both hands on the Sw. (after 
the chord). Gradually close the swell. At a convenient point after the 
double bar, push Sw. Piston No. 3, which puts off the heavy Ped. stops, 
and put off the Gt. to Ped. In the fifth measure of the second brace, 
add all the Ped. stops (Piston No. 2), the Gt. to Ped., and open the 
swell. At the first measure of the third brace, play both hands on the 
Gt. Atthe third measure at the top of page 5, open the Grand Cresc, full. 


* This registration is intended specifically for the organ whose specification is 
given on page 
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Larghetto. Prepare: Gt. Melodia and Flute d’Amour; Sw. Gedecks, 
Salicional, Flute 4 ft. and Violina; Ped. Bourdon, Sw. to Ped. 

Play the R. H. solo on the Gt. one the L. H. accompaniment on the 
Sw. At the last eighth-note of the fourth measure of the second brace 
play both hands-on the Sw. At the last eighth-note, in the fourth 
measure of the third brace, open the swell and add the Sw. to Gt. (L. H.). 
In the next measure (key of A), play the last three chords with both 
hands on the Gt. Add the Gt. to Ped. At the rest in the sixth measure 
at the bottom of the page, add Sw. Oboe and Diapason (Piston No. 3). 
At the second measure at the top of page 7, push Gt. Piston No. 2. At 
the rest in the next measure push Gt. Piston No. 1. In the fourth 
measure, change to the Sw. on the G-natural. Put off the Gt. to Ped. 
and gradually close the Sw. In the last measure of the upper brace, 
push Sw. Piston No. 2 and put off the Sw. to Gt. At Tempo Primo, 
play the R. H. on the Gt. and the L. H. on the Sw. At the rest, in the 
next to the last measure of the second brace, push Sw. Piston No. 3 
and play both hands on the Sw. At the second count of the fifth measure 
of the third brace, push Sw. Piston No. 2 and play R. H. on the Gt. 
and L. H. on the Sw. After the first eighth-note, in the second measure 
at the bottom of the page, play both hands on the Sw. For the last two 
chords, use Sw. Salicional and Flute 4 ft. 

Allegro Molto. Prepare: Gt. to Open Diapason; Sw. Full (open) ; 
Ped. Bourdon and Gedeckt; Sw. to Gt. and Sw. to Ped., Grand Crescendo 
Full. 

Play the first seven measures on the Gt. After the first chord in the 
eighth measure, play both hands on the Sw., close the Grand Cresc. and 
gradually close the swell. In the ninth measure, play the solo (R. H.) 
on the Gt. and the L. H. on the Sw. At the top of page 9, open the Grand 
Crese. full and play both hands on the Gt. In the first measure of the 
third brace, close the Grand Crese. on the second ceunt, and play the 
16th-notes on the Sw. In the next measure, play the R. H. solo on the 
Gt. and the L. H. on the Sw. At the first measure of the second brace 
on page 10, push Gt. Piston No. 2, and play both hands on the Gt. Put 
on the Gt. to Ped. (foot) while playing. In the next brace, gradually 
open the swell. At Presto open the Grand Crese. full. Use Sfz for the 
last three measures. 


S. B. WHITNEY, * PROCESSIONAL MArRcH 


On this organ, the registration indicated by the composer can be 
carried out in the following manner. Prepare: Gt. Diapason, Melodia, 
and Flute d’Amour (Piston No. 2); Sw. 8 and 4 ft. with Oboe (Piston 
No. 8); Ped. Diapason, Bourdon, and Gedeckt; Sw. to Gt. and Gt. to 
Ped. 

After playing the first two measures on the Gt., push Sw. Piston 
No. 4 and Gt. Piston No. 2. (It is necessary to push Gt. Piston No. 2, 
in order to bring on the Ped. Diapason which is put off by the Sw. 


* This registration is intended specifically for the organ whose specification is 
given on page 15 
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Piston No. 4.) Gradually open the swell. On the third count of the 
last measure of the upper brace, add the Gt. Octave. Open the Grand 
Cresc. full where “FF” is indicated. After the third count in the first 
measure of page 5, close the Grand Cresc. At the rest (L. H.) in the 
third measure, push Sw. Piston No. 4 (this does not change the Sw. 
combination but puts off the heavy Ped. stops) and put off the Gt. to 
Ped. Gradually close the swell. Before playing the next section (key 
of B-flat) put off the Sw. to Gt. and the Gt. Octave; push Sw. Piston 
No. 1 and add Sw. Bourdon, Flute 4 ft. and Flautino, to give the 
indicated combination. The Gedeckt is not called for but is generally 
necessary. In the third measure at the bottom of the page, add the Gt. 
to Ped. At the top of page 6, open the Grand Cresc. full. In the second 
measure at the bottom of the page, close the Grand Crese. and put off the 
Gt. to Ped. In the last measure of the second brace of page 7, put on 
the Gt. to Ped. Gradually open the Grand Cresc. to full. At the rest 
before the double bar, at the bottom of the page, close the Grand Cresce. 
and push Sw. Piston No. 4. The Gt. to Ped. should remain on for the 
figure in the first measure, but should be put off in the following measure. 
At the top of page 8, put on the Gt. to Ped. for the second measure. 
Put it off in the third measure. It should be put on again in the first 
measure of the second brace, and off again in the second measure. Just 
before the last count of the third measure of the third brace, push Sw. 
Piston No. 1 and add Flute 4 ft. and Flautino. In the first measure of 
the second brace of page 9, put on the Gt. to Ped. and gradually open 
the Grand Crese. At the double bar, close the Grand Cresc., put on the 
Sw. to Gt., and push Sw. Piston No. 3. In the last measure of the 
brace, push Sw. Piston No. 4 and Gt. Piston No. 2. Gradually open the 
Grand Crese. to full for the FF. Use the Sfz for the last eight 
measures. 


ALFRED HOLLINS, * SPRING SONG 


Prepare: Gt. Melodia and Flute 4 ft.; Sw. Gedeckt, Salicional and 
Oboe; Ped. Bourdon and Gedeckt; Sw. to Gt., Gt. and Sw. to Ped. 

The only suggestion necessary for the first two pages is, to use the 
Grand Cresc. to bring on the Gt. Diapason, which is indicated in the 
upper brace of page 3, and close it near the end of the middle brace. At 
the rest at the end of this page, put off the Oboe and the Gt. to Ped. and 
add the Voix Céleste. While playing the first two measures at the top 
of page 4, put off the Flute d’Amour in the Gt. and the Sw. to Gt. For 
the middle brace, put off the Voix Céleste and add the Vox Humana. 
Play the R. H. obligato on the Gt. Melodia (already prepared). At the 
rest in the first measure of the lower brace, put off the Vox Humana and 
add the Voix Céleste. At the third measure at the top of page 5, put 
off the Voix Céleste and add the Vox Humana. In the last measure of 
the page, while holding the chord as indicated, with one hand on the two 
manuals (the thumb holding the one note on the Gt.), draw the Sw. 


* This registration is intended specifically for the organ whose specification is 
given on page 158 
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to Gt. At the following rest, add Flute d’Amour in the Gt., Oboe and 
Flute 4 ft. in the Sw., and Gt. to Ped.; put off the Vox Humana and 
Gedeckt. Play both hands on the Gt. For the Cresc. to F on both the 
sixth and the seventh pages, use the Grand Cresc. to the Diapason. 
During the hold, in the first measure of the middle brace of the last 
page, put off the Gt. to Ped. and Oboe. At the rest put off the Melodia 
and Sw. to Gt. and add the Tremolo. This prepares the combinations 
as follows: Sw. Salicional, Flute 4 ft. and Tremolo, Gt. Flute d’Amour, 
and Ped. Bourdon. The Oboe can be used as indicated (ad lib.). The 
R. H. part can be played on the Gt. an octave lower to give the effect of 
an 8 ft. stop, or it can be played as indicated, when it will sound an 
octave higher. No other change of stops is necessary, unless the Oboe 
is used, in which case it must be put off later as indicated. 


CHAPTER XIX 


REGISTRATION ON A MODERN THREE-MANUAL ORGAN 
(with non-movable combinations) 


SPECIFICATION OF A THREE-MANUAL ORGAN 
Speaking Stops, 14 Adjustable Combination Pistons (Non-movable) 


GREAT ORGAN PrepaL ORGAN 
i ted) 
1. Diapason 16 ft. 5 (augmen 
2. First Diapason 8 “ 34, Diapason 16 ft. 
8. Second Diapason 8 “ 35. Violone 16 
4. Doppel Floete Seuss 36. Bourdon 16 
5. Gamba g « 37. Flute g « 
6. Harmonic Flute 4 “ 38. Cello 8 = 
7. Octave ie 39. Gedeckt 8 
8. Twelfth 2% « 40. Quint 10% “ 
9. Fifteenth Dass 
10. Mixture III Rks. COUPLERS 
11. Trumpet Suctt Gt. to Ped. Sw. to Sw. 16 ft. 
Sw. to Ped. Sw. to Sw. 4 “ 
Ch. to Ped. Sw. to Gt. 16 “ 
Sw. to Gt Sw. to Gt. 4 “ 
SWELL ORGAN Ch. to Gt Ghote Chie. 
Sw. to Ch Ch,_to Ch.--4 * 
12. Bourdon (treble 
and bass) 16 it: ADJUSTABLE COMBINATION PISTONS 
13. Diapason : E (set as follows) 
ee ye ge GE No. 1, Stops Nos. 4, 5, 6, 36 
16. Voix Céleste g « Gt. No. 2. 2, 1 54 6, 34, 
_ st 6é 
ig, Molne. Beg AGE Not a eas 
4 4 6é ; 
ee Ts GE No, 4ull Gt. and Full Ped. 
91. Flautino Q « Gt. No. 0. Release 
22. Dolce Cornet me gi a Fes A Stops Nos. iz ik 11, sy) 
23. Cornopean : : - abe 36; 
24. Oboe Bae Jens 
25. Vox Humana g « Sw. No. 3. 18, ane 15, a 19, 
Sw. No. 4. “ SS tae 15, 17-20, 23, 
4, 36, 39 
CHOIR ORGAN Sw. No. 5. Full Sw. and Nos. 35, 36, 39 
Sw. No. 0. eee pe eae 
i 16 ft. Ch. No. 1. Stops Nos. 28, 29, 30, 
Bf Pscet Prigsipal @.4 © Ch. No 2 “9 “) 27-81, 36, 39 
28. Melodia Savise Ch. No. 3. Full Ch. and Nos. 36, 39 
29. Dulciana 8 “ Ch. No. 0. Release 
30. Flute d’Amour Ace Ped. No. 1. atoye Nos. 36, 39 
31. Fugara 4 “ Ped. No. 2. Full Ped. 
32. Piccolo Di-n8$ Ped. No. 0. Release 
33. Clarinet ed No. 00. General Release 
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PEDAL MOVEMENTS NOTES 
Sforzando (Full Organ with The Combination Pistons remain “ set ” 
all Couplers) as above for most of this Chapter. 
Grand Crescendo with Unison The Pedals for the Sfz and Tremolos 
Couplers notch down when “ on.” 
Gt. to Ped. (reversible) The Combination Pistons do not move 
Swell Tremolo the draw-stops. 
Choir Tremolo Indicators show which Pistons are 
Crescendo Pedal for Swell “ on.” 
Crescendo Pedal for Choir This Specification with “ Movable Com- 
bination Pistons ” is treated in the next 
chapter. 


In presenting this particular specification for illustration, I have 
attempted to select a representative specification of a medium-sized 
three-manual organ. Many modern electric organs have been constructed 
with practically this specification, slight variations of the specification 
being immaterial. This organ has 40 speaking stops. An organ with 45 
_ speaking stops frequently has, in addition, a Contra Fagotto 16 ft. in 
the Sw., a 32 ft. Bourdon and a 16 ft. Trombone in the Ped., and possibly 
a Third Diapason and a Gemshorn 8 ft. in the Gt. In the specification 
of an organ with only 35 speaking stops the following stops are fre- 
quently omitted: Mixture in the Gt., Viol d’Orchestre and Vox Humana 
in the Sw., Fugara in the Ch., and Quint in the Ped. Occasionally, the 
Dolee Cornet instead of the Vox Humana is omitted. 

Before proceeding to suggest the registration for various composi- 
tions on this specific organ, I wish to call attention to some of the 
variations of the specification in other organs of about the size of this 
organ. In organs which have a Rohr Floete 8 ft. in place of the Gedeckt, 
or a Rohr Floete 4 ft. in place of the Flauto Traverso 4 ft. in the Sw., 
those stops must be substituted in the indicated registration. Some of 
the combinations will be less pleasing with those substitutions but no 
other course is open to the organist. If the organ contains a Lieblich 
Bourdon 16 ft. instead of a Bourdon in the Sw., its substitution in the 
registration will be perfectly satisfactory. 

Many organs of about this size contain only two 8 ft. string-tone stops 
in the Sw., Salicional and Voix Céleste. In these organs the Voix Céleste 
is somewhat of a compromise. The best Voix Célestes consist of two 
ranks of keen and pungent, though not loud, string-tone pipes, called 
“Viol” or “Viol d’Orchestre.” Such a Viol d’Orchestre is too strong 
and stringy to serve as the only 8 ft. string-tone stop in the Sw. It does 
not balance well with the Gedeckt and is too pronounced in tone-quality 
to serve as a soft 8 ft. stop» between the Afoline and the Gedeckt. 
Therefore, a less pungent Salicional is also included in the above speci- 
fication for this purpose. If the Voix Céleste consists of two ranks of 
ordinary Salicional pipes (in the absence of a Viol d’Orchestre) it is less 
effective, though it must be used the same as the stronger string-tone 
Voix Céleste. 

Some Sw. organs do not contain a soft 4 ft. string-tone stop (Violina) 
This is unfortunate, as many delicate combinations cannot be obtained 


A MODERN THREE-MANUAL ORGAN 17d: 


if such a stop is absent. A strong 4 ft. string-tone stop named “ Violin ” 
or “Salicet” is occasionally found. It is not as useful as the softer 
string-tone stop. 

In the Gt. a Gross Floete (or Gross Flute) is frequently found instead 
of a Doppel Floete. These two stops can be used interchangeably, 
though the tone of the Doppel Floete is generally more refined in 
character. 

In the various Ch. organs we find different forms of a 4 ft. Flute 
(Flute d’Amour, Flauto Traverso or Harmonic Flute, Rohr Floete, and 
Wald Floete). In the registration it is necessary to use whichever 4 ft. 
Flute is found in the Ch., even if some of the combinations or effects 
are less pleasing than expected. The 8 ft. Flute-tone stop in the Ch. 
also varies in name — Hohl Floete, Melodia, or Concert Flute. The tonal 
difference between these stops is not always pronounced and they can 
be used interchangeably in the suggested registration. 

Since an effective combination of stops depends largely on the relative 
power of the individual stops, I will state that I am presuming that the 
stops of each manual of this organ are well regulated in power with 
relation to each other: i.e., in the Sw. I am presuming that the AXoline 
is extremely soft, that the Salicional and Gedeckt are of about the same 
power, that the Viol d’Orchestre has a strong, pungent, string tone, and 
that the Voix Céleste is of the same quality; that the Flauto Traverso is 
softer than the Gedeckt and that the Violina is softer than the Salicional; 
that the Bourdon is softer than the Gedeckt and that the Flautino is 
softer than the Flauto Traverso; that the Vox Humana is a little softer 
than the Gedeckt and that the Oboe is a little louder than the Gedeckt; 
that the Diapason and Cornopean are the loudest stops in the Sw. 
Unfortunately, in quite a number of organs the 4 ft. stops so overpower 
the 8 ft. stops that many desirable combinations are of little avail. 

I am also presuming that the same balance of power prevails in the 
stops of the other manuals. 

With an organ of the size and specification of this organ, the Grand 
Crescendo is used many times for FF passages, as it brings on Full 
Organ (without the 16 and 4 ft. couplers) with one quick motion of the 
foot and releases the Full Organ with a reverse motion. For example: 
if the organist wishes to use Full Gt., Sw., and Ped., with the Sw. to Gt. 
and Gt. to Ped. Couplers, the Grand Crescendo gives the desired combina- 
tion of stops. (The Ch. stops which are included in the Grand Crescendo 
have practically no influence on the FF combination.) If the Sfz pedal 
is used instead of the Grand Crescendo pedal the 16 and 4 ft. couplers 
(especially the latter) are frequently not desirable. 

It should be noted in this specification that no Ped. couplers are 
included in the combinations which have been adjusted on the combina- 
tion pistons. When these couplers are included many annoying com- 
plications arise which are easily avoided by omitting them in the com- 
binations. It is an easy matter to control the Ped. couplers by hand, 
except the Gt. to Ped. Coupler, which can be controlled either by hand 
or by the foot (Gt. to Ped. reversible). In some large organs there are 
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reversible pedals to control the Sw. to Gt. and Sw. to Ped. bodplert, 
similar to the Gt. to Ped. reversible. 


A List of TWENTY ORGAN COMPOSITIONS 
For which the Registration is Suggested for the Three-Manual Organ 
Whose Specification is given on page 169 


J. S. Bach Toccata and Fugue in D-minor 
Arthur Foote Pastorale in B-flat 

H. Davan Wetton Andantino 

Alex. Guilmant Sonata in D-minor (No. 1) 
Césare Galeotti Offertoire 

Gustav Merkel Pastorale in G, Op. 103 
George E. Whiting Melody in B-flat 

Edmond Lemaigre Marche Solennelle 
Théodore Salomé Cantiléne 

Samuel Rousseau Entrée Nuptiale 

Will C. Macfarlane Romanza 

Henry M. Dunham : Sonata in G-minor 

W. Wolstenholme Serenata 

Ralph Kinder Festival March 

John Hyatt Brewer A Spring-Time Sketch 
Georges MacMaster Pastorale in D-flat 

Horatio Parker Vision in D 

Adolph Kroeger Marche Pittoresque 

W. J. Stewart Festival March 

R. Huntington Woodman Epithalamium 


J. S. Bacu, * ToccaTA AND FUGUE IN D-MINOR 


With an organ in which the stops are not moved by the combination 
pistons, the registration can easily be arranged in sequence, which 
simplifies the registration movements as the composition progresses: 
e. g., prepare: Ch. 1, Sw. 5, Gt. 3, Sw. to Gt., Sw. and Gt. to Ped., Grand 
Crescendo open full. Both swells open. The first part of the Toccata 
can thus be played on Full Organ without octave couplers. Some per- 
formers change the registration of this Toccata every two or three 
measures. As frequently stated, tastes in registration differ. I do not 
consider that a rest in a composition is a signal to change the registra- 
tion. It seems to me that the dignity of this Toccata and Fugue is best 
preserved when only a few changes of manuals are made. This is only 
my opinion and I am well aware that some organists do not agree with 
me on the subject. 

Begin the Toccata on the Gt. At measure 12 (16th-notes alternating 
between the hands) play both hands on the Sw. Gradually close the 
swell in the last three or four counts of this phrase. In measure 16 
return to the Gt. Just before beginning the Fugue close the Grand 
Crescendo and the Sw. swell pedal. This leaves Gt. to Octave with Full 
Sw. coupled and appropriate Ped. stops, as prepared at the outset. 

Begin the Fugue on the Gt. In the two measures preceding the en- 
trance of the theme in the pedal part, the swell should be gradually 


* This registration is intended specifically for the organ whose specification ig 
given on page 169. 
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opened. At measure 30, third count (with the descending scale passage), 
play on the Sw. and gradually close the swell. At measure 41, with the 
fugal theme in the R. H., suddenly open the swell. Gradually close it 
again three measures later, with the descending scale passage. At 
measure 54 gradually open the swell. At measure 56 (ascending scale 
of D-minor in the L. H.) play on the Gt. At the last measure of the 
Fugue proper, just before the hold on the chord of B-flat, ritard and open 
the Grand Crescendo full on the chord. Close it again and play the 
passage in the 32nd-notes on the Cl. The last seven of these 32nd-notes, 
beginning with F-sharp, should be played on the Gt. Open the Grand 
Crescendo full at the same time. After the second hold (chord of C) 
close the Grand Crescendo and play on the Ch. In the last measure of 
this passage in 32nd-notes ritard, open the Grand Crescendo full, and 
play the last three notes (G, A, B-natural) on the Gt. The following 
Vivace passage should be played on the Sfz. 


ARTHUR Foote, * PASTORALE IN B-FLAT 


The original edition of this Pastorale contained no indications for the 
registration except manual changes (I, II, III) and the Vox Humana 
for the last phrase. A later edition contains definite registration indica- 
tions which are possible on the organ which we are considering in this 
chapter, as follows: 

Prepare: Gt. Doppel Floete; Sw. Gedeckt and Violina; Ch. Clarinet, 
Melodia and Dulciana; Ped. Bourdon and Sw. to Ped. 

The solo (R. H.) should be played on the Ch. and the accompaniment 
(L. H.) on the Sw. The object of including the Dulciana in the Ch. 
combination is to avoid the necessity of drawing that stop when the Ch. 
combination is reduced to the Dulciana, at the bottom of the third page. 
It is practically unnoticeable in the first combination. For the accom- 
paniment combination (L. H.) one can use Gedeckt and Flauto Traverso 
or Gedeckt and Violina according to taste. For the repetition of the first 
sixteen measures the solo should be played on the Gt. for contrast. After 
the second ending at the double bar, it is a good plan to return to the 
Ch. (R. H.) for the solo. Four measures later the theme is in the key of 
G-fiat and a good contrast is obtained by playing these 8 measures of 
the solo on the Gt. At the last count of the second measure, at the top 
of the second page, one should return to the Ch. for the solo, thus ending 
this section consistently as it began. For convenience put off the Clarinet 
at the end of this solo. 

The second theme in the L. H. (second page, second brace, second 
measure) ought to be quite prominent. A keen-toned Gamba will answer, 
but it seems to me that the Sw. Cornopean (with one or two stops to “ fill 
in”) gives a more desirable tone-quality for this theme. Ordinarily, 
adding the Cornopean and Salicional to the two stops used in the pre- 
ceding section makes a good combination for this solo. If the tone of the 
Cornopean is thin, coarse, and unsatisfactory, the Oboe and Diapason can 


* This registration is intended specifically for the organ whose specification is 
given on page 169 
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also be added. However, the distinctive tone-quality of a good Cornopean 
when played in the octave around middle C, which is somewhat like the 
tone of the G string of a violin in the same octave, is modified and some- 
times destroyed if too many stops are added. The portamento chords 
in the R. H. sound best as a contrast to the solo if played on a Flute 
tone stop. The Doppel Floete, if it is not too loud, is effective. The 
Melodia in the Ch. can also be used, though the tone is less distinctive. 
Sometimes the Flute d’Amour in the Ch., if one plays an octave lower, 
is satisfactory. The staccato Pedal notes require the addition of an 8 ft. 
stop (Gedeckt) to the Bourdon. 

On the third page, second brace, the last four measures are of a slightly 
different character. The L. H. part sounds well if played on the Doppel 
Floete. The R. H. part can also be played on the Gt. or on the Ch. 
Melodia. At the beginning of the third brace we have a return of the 
Cornopean solo (lL. H.) with a Flute obligato (R. H.). The latter 
sounds well if played on the Doppel Floete. In the last measure of this 
page the R. H. part is a connecting link between the Flute obligato and 
the L. H. accompanying chords of the next page. If this measure is 
played on the Ch. (Melodia and Dulciana) the Sw. combination (Oboe, 
Salicional and Flute 4 ft.) for the return of the first theme (R. H.) can 
be prepared and the 8 ft. Ped. stop put off with the L. H. Just before 
commencing this theme the chord on the Ch. can be taken with the L. H., 
and the Melodia put off, leaving the Dulciana for the following accom- 
paniment. Numerous other solo combinations can be selected according 
to the taste of the organist. 

At the seventh measure of the third brace (last page), where the Vox 
Humana is indicated, there are two methods of making the change. 
First, a short break can be made while one puts off the stops and draws 
the Vox Humana. Second, without any break in the last sustained B-flat, 
the Vox Humana can be added and the Oboe, Salicional and Flute 4 ft. 
quickly put off. The second method is nearer the composer’s indication. 
If the organ contains a Vox Humana in an Echo organ, or if the Vox 
Humana is in the Ch., it can be prepared and played exactly as indicated 
by the composer. For a very soft ending one can add the AMoline and 
put off the other stops between the last two chords in the L. H. part. 


H. DAVAN WETTON, * ANDANTINO IN D-FLAT 


This short offertory piece has an effective registration outlined in the 
printed copy. It is only necessary to suggest an easy method of obtain- 
ing the effects indicated by the composer, as a few of the stops named 
are not in the organ under consideration. ‘The composer’s indications 
are as follows: 

Prepare: Sw. Voix Céleste: Gt. with Open Diapason: Ch. Gedeckt 8 ft.: 
Ped. Bourdon, Sw. to Gt. and Ch. to Ped. 

In the organ which we are considering in this chapter there is no 
Gedeckt in the Ch. The Melodia can be substituted for the Gedeckt on 


* This registration is intended specifically for the organ whose specification is 
given on page 
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general principles as both are Flute-tone stops, but the tone-quality of 
the Melodia is quite different from that of the Gedeckt, and generally 
is too loud for these opening measures. With the Ch. swell-box closed 
the tone is obviously softer but the tone-color remains the same. One 
can use the Flute d’Amour 4 ft., playing an octave lower, as the tone- 
color is practically the same as that of the Gedeckt. 

With the stops thus prepared one can play the first sixteen measures 
of introduction alternating between the Sw. and the Ch. as printed. 
Then follows the first theme — a solo for the Vox Humana with accom- 
paniment for the Dulciana in the Ch. The composer has left to the taste 
of the performer the selection of stops, if any, to be combined with the 
Vox Humana. As the solo and accompaniment are repeated (without 
any change) at the end of the composition, it seems advisable to modify 
the combinations for the solo to gain variety. I suggest the Vox Humana, 
Voix Céleste and Gedeckt for this solo the first time, and Vox Humana 
with Bourdon 16 ft. or with 16 ft. Coupler for the second time. The Ch. 
Dulciana must be drawn in place of the Flute d’Amour, and its power 
for the accompaniment must be regulated by the Ch. swell-box. 

The middle section of this composition consists of four measures of 
harmony on a Mf Diapason combination followed by alternating meas- 
ures between the Sw. and Ch. The composer has indicated Gt. Diapascn 
with the Oboe coupled and manual indications (without naming any 
stops) for the Sw. and Ch. I suggest using the Second Diapason, Doppel 
Floete and Gamba, which can be drawn at the outset. Before playinz 
the middle section the player should put off the Vox Humana and add 
Sw. Piston No. 3 and Gt. to Ped. These changes can easily be made in a 
fraction of a second. At the end of four measures, which should be 
played on the Gt., the Melodia can be added in the Ch. The next eight 
measures, alternating between the Sw. and the Ch., require no change of 
stops. The following four measures on the Gt. end the middle section. 
Then follows an exact repetition of the first section. 

To carry out the composer’s indication, push Sw. 0, put off the Sw. 
Gedeckt, and exchange the Flute d’Amour for the Dulciana and Melodia 
in the Ch. At any time during the next sixteen measures put off the Gt. 
to Ped. by means of the reversible pedal. At the end of the sixteen 
measures exchange the Dulciana for the Flute d’Amour in the Ch. and 
prepare Sw. Vox Humana with Bourdon 16 ft. or with 16 ft. Coupler. 
The lower brace is a short Coda descending in pitch to a low chord 
which necessitates putting off the Bourdon or the 16 ft. Coupler. This 
Coda can be played on the Vox Humana without any change, but I 
suggest the following: Play four measures on the Vox Humana (R. H.), 
the next two measures on the Salicional and A#oline, and the last three 
measures on the AXoline alone, beginning with the swell-box open and 
gradually closing it. 

This composition is susceptible of a great variety of registration 
‘ according to the contents of the individual organ, and can even be 
effectively registered without either Vox Humana or Voix Céleste. For 
example: the sixteen-measure introduction can be registered in two 
different ways: (1) The chords of the first two measures can be played 
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on the Ch. (or Gt.) Dulciana. The solo of the next two measures can 
be played on the Oboe with the accompaniment on the Dulciana. Similar 
alternations of manuals for each pair of measures through the introduc- 
tion. (2) The chords of the first two measures can be played on the Sw. 
Gedeckt, the solo-of the next two measures on the Ch. Clarinet or Melodia 
or Gt. Doppel Floete, continuing in like manner through the introduction. 
The next sixteen measures can be varied as follows: (1) The solo on the 
Gt. Doppel Floete with Ch. to Gt. 16 ft. Coupler and Ch. Clarinet. The 
accompaniment on the Sw. Gedeckt and Violina or Flute 4 ft. (2) The 
solo on the Sw. Oboe and Gedeckt with the accompaniment on the Ch. 
(or Gt.) Dulciana. 

For the middle section any Mf combination of a chorus character can 
be used for the first and last four measures. The measures alternating 
between the Sw. and the Ch. can be played: (1) On the Ch. (or Gt.) 
Melodia and Sw. Gedeckt and Violina; (2) on the Sw. Salicional and 
Flute 4 ft. and Ch. Dulciana; (3) on the Ch. Melodia and Flute d’Amour 
and Sw. Salicional and Flute 4 ft.; (4) by playing all the measures on 
the Sw. using the Gedeckt, Salicional and Flute 4 ft., putting the Gedeckt 
off and on again for the alternating measures. 

For the repetition of the first section the registration can be chosen 
from the optional registration given above or the solo can be played on 
the Salicional, and Flute 4 ft., 16 ft. Coupler and Tremolo, the 16 ft. 
Coupler being put off for the Coda. 


ALEX. GUILMANT, * SONATA IN D-Mrinor (No. 1) 
I. INTRODUCTION AND ALLEGRO 


Only somewhat meagre indications for the registration of this composi- 
tion appear in the printed copies. It will be noticed that the Introduction 
and first three pages are indicated “ FF,” that the “ modulating passage ” 
with diminuendo leads to the second theme, and that the second theme 
consists of several eight-measure phrases alternating between the Sw. 
and the Ch. Naturally these phrases should be registered in contrast. 
With these observations in mind I suggest the following preparation: 

Prepare: Gt. Doppel Floete; Sw. Oboe, Voix Céleste, and Flute 4 ft.; 
Ch. Melodia, Dulciana and Flute 4 ft.; Ped. Bourdon and Gedeckt; Sw. 
to Gt., Ch. to Ped., Sfz, Grand Crescendo and both swells open. 

(I again call attention to the specification of the organ which we are 
considering in this chapter. The piston combinations are supposed to be 
of the non-movable type having-no effect on the draw-stops.) 

The object of using both the Grand Crescendo and the Sfz is to have 
the benefit of the 16 and 4 ft. Couplers in the Introduction, which are 
included only in the Sfz, and later to be able to make a gradual dimin- 
uendo by means of the Grand Crescendo pedal, after putting off the Sfz. 

In the middle of the Introduction there are three measures to be 
played on the Sw. For these three measures it is a good plan to put 


* This registration is intended specifically for the organ 
given on page 169. gan whose specification is 
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off the Sfz, as the 16 and 4 ft. couplers of the Sw. are objectionable in 
these measures, and put it on again afterward. At the top of page 
five, when the diminuendo begins, one should first put off the Sfz (unless 
it has been put off at the beginning of the Allegro movement) and 
gradually close the Grand Crescendo, taking care not to close it more than 
three-fourths during the first two braces of the page. At the last 
measure of the second brace one should play on the Sw. As the Gt. to 
Ped., which is included in the Grand Crescendo, goes off in due time it 
requires no attention here. During the first two measures of the third 
brace, which should be somewhat ritarded, the swell should be closed 
and the Grand Crescendo closed entirely. This leaves the prepared com- 
bination (Oboe, Voix Céleste and Flute 4 ft.) for the second theme, 
which begins at the third measure. In the second measure of the third 
brace, the repetition of this phrase of the second theme should be played 
on the Ch. as indicated.. The Ch. swell should be regulated as desired 
during the preceding eight measures. 

The upper brace of page 6 is another phrase of the second theme to be 
played on the Sw. For the sake of variety add the Gedeckt for this 
phrase. The second brace is a transposition of the first brace and 
should be played on the Ch. The ascending scale in the first measure of 
the third brace (played on the Sw.) leads to a return of the first phrase 
of the second theme. On one of the half-notes (E-flat or D) put off the 
Gedeckt and use the same combination for this phrase that was used 
when the theme was first played. 

The lower brace consists of the “ending of the exposition.” This 
can be played on the Sw. and Ch. as indicated; or the registration can be 
slightly modified, by adding the Gedeckt and putting off the Oboe and 
Voix Céleste on the G of the second measure, and putting off the Flute 
4 ft. in the Ch. before playing on the Ch. During the six measures 
which are played on the Ch. the Gt. and Sw. should be prepared for the 
next page. (The repetition of the “exposition” is generally omitted.) 
Add Sw. 4, Gt. 3 and Gt. to Ped. Gt. 3 must be added after Sw. 4 as the 
last piston which is pushed controls the Ped. combination. If Sw. 4 
is pushed after Gt. 3, only the Ped. combination of Sw. 4 remains “on,” 
and this is too soft for Gt. 3. At the rest at the top of page 7 add the 
Ch. Flute 4 ft. 

From the preceding preparation the “ development” (page 7) begins 
on Gt. to Octave (with appropriate Ped. stops) with Sw. 8 and 4 ft., 
Oboe and Cornopean coupled. This combination seems to me to be more 
pleasing for the “development” than Full Gt. and Sw., which are 
indicated in the printed copy. After ten measures of polyphonic treat- 
ment of a motif of the first theme, the first phrase of the second theme 
can be played on the Sw. reeds — a good contrast to its first presentation. 
After another ten measures of polyphonic treatment of the same motif 
of the first theme, four measures of the second theme in another key can 
be played on the Ch. with a ritard. During these four measures push 
00, put off Gt. to Ped., and add Sw. Tremolo. This prepares the com- 
binations for pages 8 and 9. The melody with arpeggio accompaniment 
at the top of page 8 can then be played on the Sw. with Gedeckt, Flute 
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4 ft. and Tremolo. The phrase of the first theme which appears in the 
pedal part in the second and fourth braces can be emphasized by adding 
the Gt. to Ped., the Doppel Floete being the only stop left on the Gt. 
(see first preparation). 

Page 9 can be registered as indicated with the combinations already 
prepared, but I suggest playing the L. H. melody (second theme) in the 
second brace on the Gt. instead of on the Ch. In the last measure of this 
page, during the hold over the rest, quick preparation should be made for 
the following page: viz., put off the Tremolo during the last chord, 
and add Sw. Oboe, and Voix Céleste, Sw. 5 and Gt. 3 during the rest. 
While playing the first three measures of page 10, open the swell and 
add Gt. to Ped. At the first chord of page 11, which is the climax of this 
section, being “the second theme in the major,” add Sfz. During any 
one of the rests of the upper brace push 00, thus releasing all piston 
combinations. At the first measure of the second brace, just before 
playing the last note of the measure on the Sw., put off the Sfz. This 
leaves the Sw. combination (Oboe, Gedeckt, Voix Céleste and Flute 
4 ft.) which was prepared by the draw-stops at the end of page 9. 
During this brace the swell should be gradually closed and the Gt. to 
Ped. put off. The next phrase of the second theme should be played 
on the Ch., which is all prepared (Melodia and Flute 4 ft.). At the top 
of page 12 the ascending scale can be treated the same as on page 6, 
by putting off the Gedeckt on one of the half-notes (E-flat or D). 

In the third brace the combination should be changed for the meas- 
ures marked “ Andante” and “ Adagio.” I suggest Gedeckt and Flauto 
Traverso for the Andante (putting off the Ped. Gedeckt if necessary) 
and the Ch. Dulciana for the Adagio. While playing the Adagio open 
the swell-box of the Sw. Just before starting the Ped. theme (last meas- 
ure of the third brace) put on the Sfz. Obviously, many variations of 
this suggested registration are possible and effective according to per- 
sonal taste. 


II. PASTORALE 


The preparatory registration for this Pastorale printed in the Schirmer 
edition of this sonata (barring its antiquated stop-names) can be 
followed on this organ or can be slightly modified. 

Prepare: Gt. Doppel Floete, Gamba, and Flute 4 ft.: Sw. Oboe, Voix 
Céleste and Flute 4 ft.: Ch. Melodia and Clarinet: Ped. Bourdon and 
Gedeckt: Sw. to Gt. 

The manual indications should be followed. On the second page, last 
measure of the third brace, add Sw. Piston No. 2 on the third count of 
the measure, to give a little more body to the combination which is used 
to accompany the L. H. theme on the Gt. It is unnecessary to put off 
the Clarinet in the Ch. in the last measure of the page (as printed), 
because the Ch. is not used again until the lower brace of the fourth 
page, when the Clarinet is again required. 

In the third measure, second brace of the third page, follow the 
indicated registration. (Put off Sw. to Gt. and Oboe and add Vox 
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Humana and Gedeckt. Also push Sw. piston 0.) Before playing the 
choral on the Vox Humana (with or without Gedeckt and Voix Céleste), 
the Gt. to Ped., and possibly the Ped. Gedeckt, should be put off. This can 
be done during the rests. While playing this choral (L. H.) the Gt. must 
be prepared with Doppel Floete only. During the rests in the L. H. 
part at the end of the fourth page, the Sw., Gt., and Ped. should be 
prepared as at first. I suggest that the Gedeckt be included in the Sw. 
combination. At the third measure, at the top of the sixth page, the 
Clarinet should be put off with the L. H. on the first count and the 
Oboe with the R. H. during the rests. 

In the third measure of the third brace of the last page, the Vox 
Humana in the Sw. is again required. I suggest that it be used alone 
this time. The Flute obligato will be softer if played on the Ch. Flute 
d’Amour an octave lower than on the Gt. Flute. In the last two measures 
the L. H. theme will be too loud if played on the Gt. To make a softer 
ending I suggest the Ch. Dulciana with the swell-box open for the L. H. 
theme and the Sw. AXoline with swell-box open for the R. H. chord. If 
the Ped. Bourdon is too loud one can use the Sw. Bourdon Bass with 
Sw. to Ped. 


III. FINALE 


Prepare: Gt. First and Second Diapasons, Doppel Floete, and Flute 
4 ft.; Ch. Piccolo and Piston No. 2; Sw. Piston No. 5; Sw. to Gt.; Grand 
Cresc. and both swells open. 

The first two and a half pages can be played without change of manual. 
In the middle of the third page, where the Sw. is indicated, close the 
Grand Cresc. during the rests in the Ped. part. This puts off the heavy 
Ped. stops and the Gt..to Ped. The Sw. and Ch. combinations were 
prepared at the outset. At any point in the fourth brace of the fourth 
page, open the Grand Cresc. full and put on ‘the Gt. to Ped. (As the 
Full Sw. is “on” by Piston No. 5, the Grand Cresc. does not affect the 
combination being used while it is being opened.) 

At the last measure of the fifth page (rests for both hands and feet), 
close the Grand Cresc., push Sw. 3, Ped. 2, and put off the Ch. Piccolo. 
At the top of the sixth page, play on the Ch., instead of on the Gt. (Ch. 
Piston No. 2 being on). The Ped. figure will be prominent, as Ped. 2 
and the Gt. to Ped. are on. During the rests in the Ped. part of the 
lower brace, put off the Gt. to Ped., push Ped. Piston No. 1, and close 
the swell of the Sw. At the top of the seventh page, play on the Sw. 
(instead of on the Ch.). In the second brace the third and fourth meas- 
ures should be played with the L. H. while the Ch. Piccolo is added 
with the R. H. Near the end of the brace play the L. H. on the Gt. as 
indicated, and in the third brace play the R. H. on the Gt. as indicated. 
The third and fourth measures of the fourth brace should be slightly 
ritarded while Sw. Piston No. 5 is pushed (it is generally within easy 
reach of the R. H.). The following page and a half can be played on 
the Sw., Ch., and Gt., as indicated. During the upper brace of the 
ninth page, the swell should be opened gradually and the Grand Cresc. 
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opened full for the return of the first theme. The Andante maestoso 
movement of the last pages can be played on the Sfz. 

While this registration which I have suggested for this particnter 
organ is definite, it is not arbitrary, as numerous effective variations 
can be made according to the taste of the performer. When the per- 
former has no personal idea of how to register this composition, this 
registration will be found effective. If he has decided personal ideas for 
the registration no outside suggestions will prove acceptable. 


CESARE GALEOTTI, * OFFERTOIRE, OP. 100 


Prepare: Gt. Doppel Floete and Gamba; Sw. Vox Humana; Ch. 
Clarinet and Dulciana; Ped. Bourdon. 

The first four measures of slow, slurred chords are indicated for the 
Vox Humana. The last chord should be held slightly longer than its 
value. In the break between this chord and the next theme, the Vox 
Humana should be put off and the Gedeckt and Flute 4 ft. put on. The 
R. H. solo can be played on the Ch. and the L. H. accompaniment on 
the Sw. Only those who have a large hand can reach the E and F-sharp 
(L. H.) in the last measure of the second brace. The E can be omitted. 

At the top of the second page, add the Voix Céleste. Play two meas- 
ures (both hands) on the Gt., and the following two measures on the 
Sw. Put off the Clarinet at the rest. After the hold in the first measure 
of the third brace, put off the Voix Céleste, add the Tremolo, and play 
both hands on the Sw. At the return of the theme (second measure at. 
the top of the third page), add the Oboe, and play the R. H. on the Sw. 
and the L. H. on the Ch. At the last measure of the second brace, the 
return of the introductory chords should be played on the Voix Céleste 
as indicated. For the next five measures the solo can be played on the 
Voix Céleste and Vox Humana, with the accompaniment on the Ch. 
Dulciana, or both hands can be played on the Vox Humana alone. The 
last chord is effective on the Gedeckt and Tremolo. 


Gustav MERKEL, * PASTORALE IN G, Op. 103 


Prepare: Gt. Doppel Floete: Sw. Oboe, Salicional and Flute 4 ft.: Ch. 
Melodia and Flute 4 ft.: Ped. Bourdon and Sw. to Ped. 

Play the first brace on the Sw. In the first measure of the second 
brace, just before the chord on the fourth count, add Gedeckt. In the 
lower brace, first measure, last note (G) of the R. H. part, play on the 
Ch. as a solo. At the last chord of the second measure, put off the Ch. 
Flute 4 ft. and Sw. to Ped., and. play both hands on the Ch. In the last 
measure of the page, ierinnis with the last chord of the measure, play 
both hands on the Sw. In the third measure of the second page, play 
the L. H. solo on the Gt. Second brace, first measure, play the last 
chord in the L. H. on the Sw. Add the Ch. Flute 4 ft. and play the R. H. 
solo on the Ch. In the first measure of the third brace, play all of the 
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upper staff on the Ch. until the last note which should be played on the 
Sw. In the last measure of the third brace, play the L. H. imitation on 
the Gt. At the last part of the second count of this measure, play the 
R. H. on the Gt. Put on the Gt. to Ped. for the imitation in the Pedal 
part. In the lower brace play the L. H. on the Sw. Put off the Gt. to 
Ped. after the first note, and play the sixteenth-notes of the R. H. on 
the Ch. 

During the rest in the L. H. in the last measure of the page, push 
Gt. piston No. 1. Before the last chord of the measure, push Sw. piston 
No. 3, and play the R. H. on the Sw. At the top of page 3 play the L. H. 
on the Gt. until the last chord of the second brace, when both hands 
should be played on the Gt. In the first measure of the third brace, 
the last chord should be played on the Ch. In the lower brace add Sw. to 
Gt., and play the R. H. on the Sw. At the last count of the second 
measure, play the L. H. on the Gt. Add the Gt. to Ped., and, in the 
last measure, play both hands on the Gt. In the first measure at the top 
of page 4, push Gt. 2 before the first count, Sw. 5 on the third count, 
and Gt. 3 before the last B-flat. In the second measure open the swell 
and the Grand Crescendo. Have the latter full at the climax at the 
beginning of the second brace. In the first measure of page 5, at the 
last count, play both hands on the Sw. At the bracket at the end of the 
second count, in the second measure, play both hands on the Gt. 

In the second measure of the second brace, while holding the chord, 
push Gt. 0, Sw. 2 and put off Gt. to Ped. After releasing the chord 
close the Grand Crescendo, put off the Oboe and play both hands on the 
Sw. Gradually close the swell. In the first two measures of the third 
brace, there are three separate chords which can be played with the 
L. H. During one of these chords put off the Ch. Melodia, which leaves 
the Flute d’Amour alone. During another of these chords put off the 
Salicional and Flute in the Sw., and add the Gedeckt. At the third 
count of the second measure, push Sw. Piston No. 1. At the A tempo, 
when the key changes to G-major, push Sw. 0 and add the Vox Humana. 
During the next two measures put off (with the L. H.) the Sw. to Gt. 
and the Sw. to Ped. In the second measure of the lower brace, play the 
L. H. broken octaves on the Ch. In the last measure of the page, play 
both hands on the Sw. At the rests in the R. H. turn the leaf, add Sw. 
Flute 4 ft. and put off the Gedeckt. At the top of page 6, play the R. H. 
solo on the Ch. In the first measure of the second brace, continue the 
upper part as a solo and play the balance of the chords on the Sw. 
At the last eighth-note of this measure, play the R. H. on the Sw. and 
the L. H. on the Ch. an octave lower. 

In the first measure of the third brace, play the last chord of the 
L. H. on the Sw. Play the sixteenth-notes (R. H.) of the last measure 
on the Ch. At the last note of the first measure of the lower brace, 
add the Gedeckt, and play the R. H. on the Sw. In the last measure 
of the page, play both hands on the Sw. In the first measure of the last 
page, play the sixteenth-notes of the R. H. on the Ch. and the chords 
on the Sw. The last two sixteenth-notes of both hands (in this first 
measure) should be played on the Sw. In the second measure the first 
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and third counts should be played on the Sw. The second and fourth 
counts (which include the Ped. notes) should be played on the Gt. 

In the first measure of the second brace, play both hands on the Sw. 
with the Vox Humana alone. In the third measure of the third brace, 
after the first chord, put off the Vox Humana and push Sw. piston No. 1. 
During the rest in the R. H., add the Gedeckt and Avoline. In the first 
measure of the lower brace, play the R. H. on the Ch. and the L. H. on 
the Sw. In the second measure, after the first chord, push Sw. 0 and 
play R. H. on the Ch. and L. H. on the Sw. At the third count in the 
R. H. part, put off the Gedeckt, open the swell and play both hands on 
the Sw. (Aoline only). Gradually close the swell to the end. 


GEORGE FE. WHITING, * MELoDY IN B-FLAT 


The registration for this composition is indicated in the printed copies, 
with the exception of three or four points where the necessary regis- 
tration is either omitted or is ambiguous. The registration which is 
suggested below is planned to fully carry out the apparent intention of 
the composer. 

Prepare: Gt. Gamba: Sw. Gedeckt and Violina: Ch. Melodia and 
Clarinet: Ped. Bourdon and Gedeckt: Sw. to Gt. (no Ped. Coupler). 

Follow the manual indications of the first page. At the last measure 
of the page, put off the Clarinet and draw the Cornopean as indicated. 
On the second page, at the last count of the second measure of the 
second brace, the indication is “PP.” Put off the Cornopean and play 
R. H. on the Sw. and L. H. on the Gt. At the rest in the fourth measure 
of the lower brace, add Gt. to Ped. and push Gt. Piston No. 1. At the 
top of the third page push Gt. No. 2, which adds the Diapason as indicated. 
At the fourth measure, last count, open the Grand Crescendo about two- 
thirds. This generally gives Full Sw. and Gt. to the Octave. At some 
convenient point in the second brace, the thumb of the L. H. can push 
Gt. piston No. 1 for future use. At the climax in the third brace open 
the Grand Crescendo full. In the fourth measure the Grand Crescendo 
can be gradually closed. Keep both hands on the Gt., instead of the L. H. 
on the Sw. as indicated. 

In the first measure of the lower brace put off the Gt. to Ped. Play 
the R. H. on the Ch. Add the Cornopean and Voix Céleste and play 
the L. H. on the Sw. At the last chord of the page put off the Cornopean, 
and play the R. H. on the Sw. At the top of the last page push Gt. 0, 
and play L. H. on the Gt. In the third measure of the second brace, add 
the Oboe, and play both hands on the Sw. The manual indications can 
be followed to the end. Use the Voix Céleste alone for the last three 
measures. 

EDMOND LEMAIGRE, * MARCHE SOLENNELLE 


The original edition (Leduc) contains no registration indications of 
any value. I suggest the following: 
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Prepare: Sw. Oboe, Voix Céleste, Flute 4 ft. and Piston No. 3: Ch. 
Melodia and Piston No. 2: Gt. Doppel Floete and Piston No. 2: Ped. 
Bourdon; Sw. to Gt., Gt. to Ped. Ch. swell open. Sw. swell closed. 
(Gt. Piston No. 2 should be pushed ‘after the other Pistons to leave the 
desired Ped. combination on.) 

Play the first brace on the Gt. At the beginning of the second brace, 
push Gt. 3. At the rest in the last measure at the top of the second page, 
put off the Gt. to Ped. (by the foot) and push Gt. 1 to throw off the 
heavy Ped. stops. Play on the Ch: At the second count of the fourth 
measure in the lower brace, push Gt. 3 and add the Gt. to Ped. (foot). 

For the trio at the double bar in the third page, push 00, put off 
Gt. to Ped. and Sw. to Gt. and draw the Sw. Tremolo. The 00 releases 
all the combination Pistons, leaving the draw-stops which were prepared 
at the outset: viz., Gt. Doppel Floete, Sw. Oboe, Voix Céleste and Flute 
4 ft., Ch. Melodia and Ped. Bourdon. After making these changes the 
R. H. should be played on the Sw. and the L. H. on the Ch. At the 
double bar in the middle of page 4, add Ch. Flute d’Amour. Play the 
L. H. chords on the Ch. and the obligato on the Gt. In the fourth meas- 
ure of the lower brace, the eighth-notes should be played on the Ch. 
While ritarding these notes put off the Flute d’Amour. The next phrase 
should be played as at first. This section (between the double bars) 
can be repeated or not according to the taste of the performer. 

At the rest in the last measure of the upper brace of the fifth page, 
push Sw. 3 and add Sw. to Ped. and Sw. to Gt. At the rest in the fourth 
measure of the second brace, push Ch. 2 and play both hands on the Ch. 
Also push Gt. 2 while playing these two last measures. In the last 
measure of this brace, draw Gt. to Ped. by hand, for the eighth-note 
figure in the pedal part. Play both hands on the Gt. in the following 
measure. At the rest in the second measure of the third brace, push 
Gt. 8. At the last measure of the upper brace of the sixth page, open 
the Grand Crescendo full. At any one of the rests in the pedal part of 
this page, put off the Gt. to Ped. (with the foot), as it is also included 
in the Grand Crescendo. At the rest in the third measure of the lower 
brace, close the Grand Crescendo, push Sw. 5, and play both hands on 
the Sw. At the first measure of the third brace of the seventh page, 
push Gt. 3 (to put on its Ped. combination, which was put off by Sw. 5) 
and draw Gt. to Ped. At the fourth measure of the lower brace open 
the Grand Crescendo full. At the last count of the last measure of the 
second brace of the last page, play both hands on the Sw. Return to 
the Gt. in the next brace, using the Sfz. 


THEODORE SALOME, * CANTILENE 


Prepare: Gt. Doppel Floete: Sw. Oboe, Gedeckt and Flute 4 ft. 
(closed): Ch. Melodia and Dulciana (closed): Ped. Bourdon and 


Gedeckt, 
Play the L. H. chords on the Ch. and the R. H. solo on the Sw. At 
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the twenty-second measure, where the theme is in E-minor, add Sw. 
to Sw. 16 ft. After the double bar, where the key changes to A-major, 
play the two measures of the L. H. on the Ch. and prepare (R. H.) Sw. 
Gedeckt, Violina, Sw. to Sw. 4 ft. (or Flautino) and Tremolo. Play 
the R. H. on the Sw. and the L. H. solo on the Gt. At the end of the 
middle section, where the L. H. has a sustained chord and the R. H. has 
a full measure rest, play the L. H. on the Ch. Dulciana (swell partially 
open), which can be prepared by: the R. H. during the rests. While 
sustaining the L. H. prepare the Sw. Vox Humana, Flute 4 ft. and Sw. 
to Sw. 16 ft. Put off the Ped. Gedeckt. Play the R. H. solo on the 
Sw. At the end of this solo, the ascending scale, partly in the L. H. 
and partly in the R. H., should be played on the Ch. While playing 
the last part of this scale (R. H.) put off the Sw. to Sw. 16 ft. Play the 
solo (L. H.) on the Sw. Continue the sixteenth-note run on the Sw. 
Play the last three measures on the Adoline. 


SAMUEL ROUSSEAU, * ENTREE NUPTIALE 


Prepare: Sw. Piston No. 3 (swell partially open): Ch. Melodia, Flute 
d’Amour and Piston No. 2 (swell open): Gt. Trumpet and Piston No. 2: 
Ped. Bourdon and Gedeckt; Sw. to Gt. 

Play the first eight measures on the Gt. and the next four measures 
on the Sw. Put off the Trumpet at the end of the page. In the upper 
brace of the second page, play the R. H. on the Sw. and the L. H. (begin- 
ning with the 16th-note sun) ow the Gt. (or Ch.) for two measures, 
and afterward on the Sw. In the second brace, at the return of 
the first theme, add the Trumpet, Gt. to Ped. and play both hands on 
the Gt. Put off the Trumpet at the end of the page. At the top of 
page 3 push Sw. 5 (Full Sw.), close the swell and play both hands on - 
the Sw. At the beginning of the third brace, play both hands on the 
Gt. During the last two measures of the page, open the Grand Cres- 
cendo (full on the last count). 

At the double bar, in the second brace of the fourth page, while 
holding the chord of E-flat, close the Sw. swell, push 00, put off the Gt. 
to Ped. (with the foot), and draw the Tremolo. On releasing the 
chord, close the Grand Crescendo and push Sw. 4, which gives 8 and 
4 ft. with Oboe and Cornopean. Play the R. H. solo on the Sw. and 
the L. H. accompaniment on the Ch. (swell partially open if neces- 
sary). At the last measure of the page, push Gt. 2 and add the Gt. 
to Ped. (foot). Play two measures with both hands on the Gt., two 
measures on the Sw., two measures on the Gt., two measures on the 
Sw., and two measures on the Gt., to the hold. During the rest push 
Gt. 0 and put off the Gt. to Ped. Play the solo and accompaniment as 
before. At the last measure of the page, during the hold, put off the 
Tremolo. Before playing the last count of the page, turn the leaf, push 
Ch. 2, Sw. 5, Gt. 2, and draw the Trumpet and Gt. to Ped. (foot). Play 
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both hands on the Gt. At the fourth measure of the second brace, put 
off the Trumpet and Gt. to Ped. Play the R. H. solo on the Gt. and 
the L. H. accompaniment on the Ch. At the first measure of the lower 
brace open the Grand Crescendo full and play on the Gt. At the last 
measure of the upper brace of page 7, close the Grand Crescendo, draw 
Sw. to Sw. 16 and 4 ft. Couplers, and play on the Sw. (swell closed). 
At the lower brace push Gt. 3, play on the Gt. and gradually open the 
swell. At the last count of the second measure, in the second brace of 
the last page, put on the Sfz and play on the Gt. 


WILL C. MACFARLANE, * ROMANZA 


Prepare: Gt. Gamba and Har. Flute 4 ft.: Sw. Gedeckt, Salicional 
and Oboe (swell closed): Ch. Melodia (swell partially closed): Ped. 
Bourdon. 

For the student, I will state that the composer’s indication, “Ch. (or 
Gt.),” signifies that on three-manual organs the Ch. is intended, but 
on two-manual organs one must play on the Gt. 

No suggestions are necessary for the first page. At the A tempo 
on page 3 the Tremolo can be added (ad lib.). If it is added it must 
be put off at the end of the page. All the composer’s indications must 
be followed in the next two pages. At the return of the original key (A) 
at the bottom of page 5, the composer has indicated L. H. “ Gt. with 
Gamba.” As the Gamba in different organs varies considerably I call 
attention to three combinations with the Gamba which are possible for 
this theme. I have suggested Gamba and Har. Flute 4 ft. If the Flute 
is too loud it will be objectionable. If the Gamba is very loud it may 
be necessary to omit it and use Doppel Floete and Flute 4 ft. Tf itis 
not too loud it can be used alone. If the Gamba is too soft and slow in 
speech the Doppel Floete and Gamba may prove more satisfactory. It is 
frequently necessary to use a firmer combination in the Sw. than the 
one mentioned above. In that event I suggest the addition of the Viol 
d’Orchestre with or without the Flauto Traverso. If these stops are 
added they should be put off on the last page where “slower” is indi- 
cated. For the Adagio put off the Oboe and add the Tremolo. Sometimes 
the last six measures are more effective when played on the Gedeckt 
‘and Tremolo. ‘They can also be played on the Salicional alone. 


Henry M. DuNHAM, * SONATA IN G-MINOR 


The composer’s registration is minutely indicated in the printed copies 
and is a good model for students to study. The only suggestions which 
I wish to make are along the line of what I consider the best method of 
obtaining the indicated registration on this particular organ. 
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The composer’s indications at the outset are: “ Full Gt., Sw. and Ped., 
Ch. 8 and 4 ft.” By using the Grand Crescendo open full we obtain all 
the above. At the same time we can have the combinations required on 
the third page prepared by means of the draw-stops. Therefore, I 
suggest the following: — 

Prepare: Sw. 8 and 4 ft. without reeds and Piston No. 5 (swell open) : 
Ch. Diapason, Melodia and Flute d’Amour: Gt. Second Diapason, Doppel 
Floete, Gamba, Har. Flute and Piston No. 3 (pushed last): Ped. Bourdon 
and Gedeckt (Gt. 8, if pushed last, gives the heavy Ped. stops required 
part of the time): Sw. to Gt. Gt. and Sw. to Ped.: Grand Crescendo 
open full. 

By analyzing the above, the student will observe that the Full Organ 
is on by means of the Grand Crescendo. When that is closed, Gt. to 
Oct. is on by means of Gt. 8, Full Sw. by means of Sw. 5, and the heavy 
Ped. stops also by means of Gt. 3. Later, when Gt. 3 is released, there 
will be left four stops which were drawn by the draw-stops at the outset. 
Likewise, when Sw. 5 is released there will be left the 8 and 4 ft. stops 
without reeds which were drawn at the outset. It will thus be seen that 
we have prepared three sets of combinations on the Gt., Sw. and Ped. 
at the outset. This is not possible if the combination pistons are of the 
movable type. 

The first two pages are indicated “Full Gt. and Sw.” At the last 
count of page 3, close the Grand Crescendo. We can then play on F Gt. 
and Full Sw. for two braces. At the last count of the second brace, on 
page 4, push Sw. 3, which gives 8 and 4 ft. with Oboe (Mf as in- 
dicated). At the Adagio in the fourth brace, push Sw. 2. After the 
hold at the bottom of the page, push Sw. 5 and Gt. 3. At the Tempo 1mo, 
in the second brace of page 5, push Gt. 2 and Sw. 4. The latter gives 
8 and 4 ft. reeds as required. While playing on the Ch., in the fourth 
brace, push Sw. 5 for Full Sw., which is required. In the fourth measure, 
before playing on the Gt., push Gt. 3. In the third measure of the lower 
brace, push Sw. 2. In the following measure push Sw. 5. 

For the sostenuto passage in the upper brace of page 6, push Gt. 2. 
In the next two braces, gradually open the Grand Crescendo and use it 
full at the return of the first theme. At any point in the next sixteen 
measures, where there are rests in either hand, push Sw. 0 and put off 
Gt. to Ped. (The Grand Crescendo holds Full Organ and all couplers 
on.) On page 7, where the key changes to the major, close the Grand 
Crescendo. The desired combinations in the Sw. and Ped. for this 
passage were prepared at the outset, and have not been disturbed. At the 
A tempo in the second brace of page 8, push Gt. 2. At the Tempo 1mo 
on page 9, open the Grand Crescendo full. At the Largemente on page 
10 use Sfz. 

II. ADAGIo 


Prepare the stops as indicated except the Ped. Violone 16 ft., which 
in this organ is too loud to be used with the Sw. Salicional. I suggest 
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the Bourdon as a substitute. Follow the manual indications without 
exception. At the fourth measure at the top of page 11 push Sw. 1 to 
“add St. Diap.” (Gedeckt). At the second measure of the second 
brace push Sw. 2 to “add Op. Diap.” At the second measure of the 
third brace push Sw. 1 for “ Op. Diap. off.” At the third measure “ add 
Oboe” by the draw-stop. In the next measure to “add Op. Diap.” push 
Sw. 3, which includes Oboe and Op. Diap. At the second measure of 
the fourth brace push Gt. 2, which puts on the Ped. Diapason as well 
as the Gt. stops, though the latter were drawn at the outset. At the 
first measure at the bottom of page 11, push Gt. 3. In the middle brace 
of page 12, gradually open the Grand Crescendo (somewhat difficult but 
possible). At the indication “FFF” have the Grand Crescendo open 
full. At the rest (L. H.) in the last measure of the page add Ch. Pic- 
colo. At the beginning of the second measure of page 13, push Gt. 1. 
In the second brace close the Grand Crescendo and put off Gt. 
to Ped. 

At the third measure of the fourth brace, push Gt. 2 and put on the 
Gt. to Ped. At the rests, in the third measure at the bottom of the 
page, put off the Diapason (draw-stop) of the Gt. (Piston No. 2 is still 
on and thus holds this stop on). During the ritard at the bottom of the 
page push Gt. 1. Before playing the last octave on the Sw. push Sw. 2 
and put off the Oboe. Put off the Gt. to Ped. at the top of page 14. 
While holding the octave B-flat on the Sw. prepare Ch. and Gt. as 
indicated. Before playing the next measure push Sw. 1 and draw the 
Oboe. The last five measures are indicated for the Salicional (both 
hands). A softer effect is possible (ad lib.) by using the AXoline and Sw. 
to Sw. 4 ft. with the swell open. 


III. Awuecro MoLto 


Prepare: Sw. 8 and 4 ft. (draw-stops) and Piston No. 3: Gt. Piston 
No. 3: Ch. 8 and 4 ft.: Ped. Bourdon and Gedeckt: Sw. to Gt., Sw. and 
Gt. to Ped.: Grand Crescendo full. 

The above preparation gives all that is indicated at the outset and 
prepares for several combinations which are required later. Play on the 
Gt. At the double bar in the middle of page 16, close the Grand Cres- 
cendo. At the A tempo at the top of page 17, push Gt. 2. During the 
rests in the Ped. part, put off the Gt. to Ped. (foot). At the fifth 
measure of the second brace, put on the Gt. to Ped. At the third measure 
at the top of page 18, put off the Gt. to Ped. and push Sw. 2. At the 
hold in the middle of the page, for “ Sw. Reeds ” push Sw. 4. Also push 
Gt. 2 to add the Ped. Diapason, which is needed in the next phrase. At 
the top of page 19 open the Grand Crescendo full and at “FFF” put on 
the Sfz. While holding the last chord at the bottom of the page, close 
the Grand Crescendo (if the Sfz is on) and push 00. Before playing 
at the top of page 20 put off the Sfz and prepare the Sw. as indicated. 
As there is no Quintadena in this organ substitute the 4 ft. Flute. (Note: 
The Flute is not a legitimate substitute for the Quintadena, but the com- 
bination, Salicional and Flute 4 ft. is a fairly good substitute for “ Sali- 
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cional and Quintadena,” which is indicated). For the Tempo imo open 
the Grand Crescendo full. Use the Sfz (ad lib.) at the end. 

The foregoing suggestions must be considered as supplementary to 
the indicated registration, as they are intended only as suggestions to 
facilitate the carrying out of the composer’s indications. 


W. WoLSTENHOLME, * SERENATA IN A 


The composer has indicated only a bare outline of the registration. 
I suggest the following: — 

Prepare: Gt. Doppel Floete: Sw. Oboe, Flute 4 ft., Tremolo and Sw. 
to Sw. 16 ft. (swell closed): Ch. Dulciana (swell open): Ped. Bourdon. 

The first page is indicated R. H. Sw., L. H. Ch. In the fifth measure 
of the second brace of page 8 it is necessary to add Melodia in the 
Ch., as the R. H. thirds are indicated for the Gt. Doppel Floete. The 
Dulciana is not loud enough to balance these thirds. The Melodia can 
easily be added with the L. H. at the rest. In some organs the Melodia 
and Dulciana in the Ch. with the swell closed is a satisfactory combination 
for the accompaniment (L. H.) on the first page. In that case the 
player need only to open the swell when the R. H. thirds require more 
power in the L. H., and close it again for the softer accompaniment of 
the R. H. solo. If the Melodia is too loud to be used at the beginning it 
can be added as suggested above. In the third brace the solo on the Sw. 
is indicated “ Mf.” If the swell is opened about half-way the combina- 
tion generally balances the L. H. accompaniment on the Ch. On page 
4 the Ch. swell can be regulated to balance the combinations of the 
Sw. and Gt. In the third brace of page 5 both hands should be played 
on the Gt. In the lower brace both hands should be played on the Ch. 
During the ritard in the last measure of the page, and the single note 
(L. H.) in the first measure at the top of page 6, prepare: Sw. Vox 
Humana, Flute 4 ft., and Sw. to Sw. 16 ft.; Gt. Harmonic Flute, and 
put off the Ch. Melodia. Play the return of the first theme, R. H. Sw., 
L. H. Ch. The power of the Ch. Dulciana must be regulated by means 
of the Ch. swell. In the fourth brace the phrase indicated for the Gt. 
must be played an octave lower, as the Har. Flute is a 4 ft. stop. This 
Fiute is generally softer than the Doppel Floete and of a different 
quality. This gives a pleasing variety of tone. For the last ten 
measures of the composition put off the Sw. to Sw. 16 ft., the Flute 4 ft., 
and play both hands on the Sw. (Vox Humana). Instead of using the 
Gt. to Ped. (indicated) use Ped. Piston No, 1. 


Ratpo KINpER, * FestivAL Marcu 


The composer’s indications are limited mostly to manual changes, 
leaving the selections of the stops to the player. I suggest the follow- 
ing: — 

Prepare: Sw. Full (Piston No. 5), (swell closed); Ch. 8 and 4 ft. 
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(Piston No. 2), (swell open): Gt. to Octave (Piston No. 3): Ped. Bour- 
don and Gedeckt: Sw. to Gt., Sw. and Gt. to Ped. 

After the four measures of introduction on the Gt., open the Grand 
Crescendo full for the FF. At the double bar at the top of page 8, close 
the Grand Crescendo, push Sw. 5, and put off Gt. to Ped., and play 
on the Sw. Follow the manual indications, opening and closing the swell, 
until the last measure of the page, when the Gt. to Ped. should be added. 
At the double bar in the second brace of page 4, open the Grand Cres- 
cendo full. While holding the last chord of the page (R. H.), push Sw. 3, 
and Gt. 2. After this chord close the Grand Crescendo, and play on the 
Gt. and Sw. as indicated. For the return to the Gt. push Gt. 1, Sw. 2, 
and put off the Gt. to Ped. While holding the last chord before the 
double bar, prepare Ch. Clarinet, Melodia and Flute d’Amour. Play 
Ch. and Sw. as indicated, using the Ch. swell for expression in the solo. 
For the repeat of this thirteen-measure solo on the Ch. one can either 
put off the Clarinet or add the Piccolo for variety. After the double bar 
push Sw. 8, and play both hands on the Sw. Add Gt. to Ped. and play 
four measures on the Gt. At the end of the page put off Gt. to Ped., 
push Sw. 2, and prepare Ch. as at first (on preceding page). After 
the double bar push Sw. 5 and Gt. 2. Gradually open the swell and 
the Grand Crescendo. Use the Sfz for the last five measures. 


JOHN Hyatt BREWER, * SPRING-TIME SKETCH 


The composer’s indicated registration requires a few suggestions for 
the student. 

Prepare: Sw. Bourdon, 16 ft., Salicional, Flute 4 ft., Dolce Cornet, 
and Tremolo (swell closed), or Bourdon, Gedeckt, Flute 4 ft., Flautino 
and Tremolo: Gt. Doppel Floete: Ch. Melodia and Dulciana (swell open): 
Ped. Bourdon and Gedeckt: Ch. to Ped. (ad lib.). 

There is no manual indication for the first phrase, but obviously the 
Sw. is intended. The other manual indication on the first page is obvious. 
In the first measure of the second brace on page 8, the indication is 
“Ch. (or Sw.),” meaning that either manual can be used according 
to the taste of the performer. In the third brace, for “ Ch. add 4 ft.” add 
Flute d’Amour. For the last two measures of the page, the indication 
is “Sw. or Gt.” Frequently, the Gt. combination is too loud for these 
measures; hence, the Sw. should be used. At the top of page 4 is the 
optional indication “ Sw. or Ch.” Playing on the Ch. at this point gives 
variety, but the Sw. is generally more pleasing. 

In the two measures previous to the Pit mosso, while playing on the 
Sw. (with or without the optional notes), add the Gamba in the Gt. and 
the Sw. to Gt. Just before beginning the Piz mosso, put off the Sw. 
Bourdon, Dolce Cornet and Tremolo, and push Sw. Piston No. 3. In the 
upper brace of page 5 is the indication, “(Clar. Ch. on).” This added 
stop is for the phrase in the middle brace which is indicated, “ Sw. or Ch.” 
Unless the Clarinet is a soft one it will be better to omit it. In the two 
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measures preceding the Tempo 1mo, on page 6, while playing on the 
Sw. with the R. H., prepare the Gt. Doppel Floete and Har. Flute, 
put off the Clarinet (if it is on). On the last note before the double bar, 
add Sw. Bourdon, Gedeckt, Dolce Cornet (or Flautino) and Tremolo, 
and push Sw. 0.—At the bottom of the page, where the indication is “on 
Mf Gt.,” open the Grand Crescendo about one-third. In the middle brace 
of the last page, open the Grand Crescendo to include the Gt. Second 
Diapason. In the lower brace, close the Grand Crescendo, and, while 
holding the last two chords on the Gt., put off the Sw. Bourdon and Dolce 
Cornet (or Flautino). Play the last three measures both hands on the 
Sw. Gedeckt only. 


GEorRGES MacMaster, * PASTORALE IN D-FLAT 


The printed registration requires considerable modification for Ameri- 
ean organs. 

Prepare: Gt. Doppel Floete: Sw. Aline and 16 ft. Coupler (swell 
open) : Ch. Melodia (swell open): Sw. to Ped. (no Ped. stop). 

Play the first four measures on the Sw. Close the swell, put off the 
16 ft. Coupler and draw the Voix Céleste. Continue on the Sw. At 
the double bar on the second page, put off the Voix Céleste, push Sw. 1 
and add Ped. Bourdon. Play R. H. on the Ch. and L. H. on the Gt. In 
the first measure of the second brace, play L. H. on the Sw. At the 
fourth measure play both hands on the Sw. In the last measure of the 
brace, play R. H. on the Gt. In the next measure put off the Ped. 
Bourdon. In the second measure of the third brace, play both hands on 
the Sw. In the fourth measure play the R. H. on the Ch. and the L. H. 
on the Gt. The chord in the Ped. requires only the Sw. to Ped., which 
is on. 

At the last count of the first measure of the lower brace, play the R. H. 
on the Sw. In the fourth measure play both hands on the Sw. Gedeckt 
only. At the top of the third page play both hands on the Sw. Voix 
Céleste as at first. The two Pedal figures of eighth-notes in the second 
and third braces can be made sufficiently prominent by. putting on the 
Gt. to Ped. (foot). Put it off again in the following measure. The A-flat 
of the right foot can be delayed an eighth-count for that purpose. At 
the top of the fourth page play the R. H. on the Ch. for the first 
three measures, and on the Sw. for the last three measures. At the 
change of key to A put off the Sw. to Ped. and add Ped. Bourdon. While 
holding the two Ped. notes prepare Sw. Oboe and Flute 4 ft., and add 
Ch. Clarinet (swell closed). Play the R. H. on the Sw. and the L. H. 
on the Ch. In the middle section of this theme play all the measures 
which have harmony in the L. H. on the Sw. (both hands). In the other 
measures, play the L. H. melody on the Ch. At the beginning of the third 
brace of the fifth page, add Sw. Tremolo as indicated. If desired the Ch. 
Tremolo can also be added. In the second measure of the lower brace 
play both hands on the Sw. In the lower brace of the sixth page, play 
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the first two measures on the Ch., the second two measures on the Gt. 
and the last four measures on the Ch. (an octave lower) with the 
Flute d’Amour only. While holding the last notes, put off the Ped. 
Bourdon, add Sw. to Ped. and prepare Sw. Salicional, Flute 4 ft. and 
Tremolo. At the top of the last page play both hands on the Sw. 
The printed indications for this page (“ Gt. with Sw. coupled,” and “ add 
Gamba”) are hardly in keeping with the foregoing registration. In 
the third brace, play the R. H. solo on the Ch. an octave lower. In the 
lower brace, play the R. H. solo on the Sw. loco. For the Lento use 
Salicional only. For the last two chords use the AXoline. 


HorRATIO PARKER, * VISION IN D-FLAT 


The registration in the printed copies requires a few suggestions 
for the student. 

Prepare: Gt. Doppel Floete and Har. Flute: Sw. Salicional and Flute 
4 ft. (swell closed): Ch. Melodia (swell open): Ped. Bourdon and 
Gedeckt: Sw. to Gt. 

Follow the manual indications. At the first measure of the second 
brace, push Sw. 1. (The Salicional and Flute 4 ft., or the Salicional 
alone as indicated, sounds somewhat thin for this phrase.) At the first 
measure of the lower brace, push Sw. 0, thus returning to the first com- 
bination. At the next to the last measure of the page, add Gt. to Ped. 
and play both hands on the Gt. or the L. H. part can be played on the 
Ch. During the rests in the first measure of the second brace of the 
second page, push Gt. 1 (which adds the Gamba). At the corresponding 
measure of the lower brace, push Gt. 0 and continue both hands on the 
Gt. At the top of page 3, play both hands on the Sw. At the fifth 
measure add Oboe and play L. H. on the Gt. If the Ped. notes are too 
loud with the Gt. to Ped. on, it can be put off with the foot. In the 
second measure of the second brace of the third page, put off the Gt. to 
Ped. and play both hands on the Ch. At the second measure of the 
lower brace, push Sw. 3, put on the Gt. to Ped. and play R. H. on the 
Gt. and L. H. on the Sw. During one of the rests in the upper brace of 
the last page, put off the Oboe (draw-stop) as the Piston still holds it in. 
At the last measure of the upper brace push Sw. 0 and put off the Gt. to 
Ped. This reduces to the combinations drawn at the outset. Use the 


AHoline for the last three measures. 
E. R. Kroecer, * MARcHE PITTORESQUE 


Prepare: Gt. Doppel Floete: Sw. 8 and 4 ft. with Oboe: Ch. Piccolo 
(swell open): Ped. Bourdon and Gedeckt: Ch. to Gt. Grand Crescendo 
open full. 

The first page and a half are indicated FF. In the first measure of 
the third brace of page 3 gradually close the Grand Crescendo. At the 
third measure, with the Grand Crescendo closed, we have the combina- 
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tions indicated. Play the R. H. on the Gt. and the L. H. on the Sw. 
(For the Gt. combination, Doppel Floete and 2 ft., we have prepared the 
Doppel Floete, Ch. Piccolo and Ch. to Gt. as the Fifteenth of the Gt. is 
frequently too harsh for such an effect.) 'The power of the Ch. Piccolo 
can be regulated by the Ch. swell. At the beginning of the second 
brace on page 4, open the Grand Crescendo full. At the double bar at 
the top of page 5, close the Grand Crescendo, put off the Ch. to Gt., and 
add Ch. Melodia and Clarinet. These changes prepare the organ for 
this page as indicated: viz., Sw. 8 and 4 ft. with Oboe, Ch. Melodia, 
Clarinet and Piccolo, Ped. Bourdon and Gedeckt. Follow the manual 
indications. Before playing the return of the first theme, at the top of 
page 6, put off the Clarinet, add Ch. to Gt. and open the Grand Crescendo 
full. In the first two measures of the lower brace of page 7, close the 
Grand Crescendo gradually, which leaves the combinations indicated in 
the third measure. At the lower brace of page 8, open the Grand 
Crescendo full. The Sfz can be used for the last eight measures. 


H. J. STEWART, * FESTIVAL MARCH 


Prepare (as indicated by the composer): Sw. 8 and 4 ft. stops and 
Piston No. 5 (Full Sw.), (swell closed) : Ch. Clarinet, Melodia and Flute 
4 ft. (swell open): Gt. Doppel Floete and Piston No. 4: Ped. Bourdon 
and Gedeckt, Sw. to Gt. 

On this organ, as the Pistons do not move the draw-stops, we can 
prepare, at the outset, the combinations desired in the middle section, 
in addition to the Piston combinations required at the beginning. By 
pushing Gt. 4 last the heavy Pedal stops required for the first Ped. figures 
will be on. After the first four measures, push Gt. 1 and put on the Sw. 
to Ped. In the second measure of the lower brace of the first page, 
open the Grand Crescendo full. At the rest in the L. H. part at the top 
of page 8, push Sw. 4. At the rest in the third measure of the third 
brace, close the Grand Crescendo one-half. With the swell open, the 
reeds of Piston No. 4 will stand out prominently. At the rest in the 
last measure of the page, put off the Gt. to Ped. and play on the Sw. 
In the last measure of the upper brace, push Gt. 2. Follow all the 
manual indications of page 4. The Gt. Trumpet, which is indicated in 
the third brace, can be drawn during the rest two measures previous. 
In the last measure of the page, open the Grand Crescendo full. 

At the end of page 5 push 00 and put off the Gt. Trumpet and Gt. to 
Ped. This will leave the draw-stops, which were prepared at the outset, 
all ready for the middle section. , Play Ch. and Sw., as indicated, on page 
6. At the second measure of the lower brace, play the R. H. solo on the 
Gt. (Doppel Floete) for variety. Return to the Gt. at the last count 
of the second brace on page 7. At the rest at the end of page 7, open the 
Grand Crescendo full. At the rest in the first measure of page 9 close 
the Grand Crescendo about one-half and push Sw. 4. Follow the manual 
indications of this page. Draw the Gt. Trumpet during the rest in the 
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last measure. At the FF on page 10 open the Grand Crescendo full. 
Use the Sfz for the last six measures. 


R. HUNTINGTON WOODMAN, * EPITHALAMIUM 


In order to carry out the registration indicated by the composer, it is 
advisable to readjust some of the Piston combinations. This will enable 
the player to follow the indications without awkward breaks, at the 
points where there are no rests. As the Piston combinations in this 
organ are all “ adjustable,” it is a simple matter to adjust the required 
combinations. Therefore, for this composition I suggest the following 
preparation: — 

Adjust Sw. Piston No. 2 to bring on Voix Céleste, Flute 4 ft. and Ped. 
Bourdon. 

Adjust Sw. 3 to bring on Voix Céleste, Flute 4 ft., Violina, Flautino 
and Ped. Bourdon. 

Adjust Ch. 1 to bring on Clarinet, Flute 4 ft. and Ped. Bourdon. 

(The composer calls for a Quintadena. As there is no Quintadena in 
this organ I have substituted the Clarinet.) 

Adjust Ch. 2 to bring on Melodia, Clarinet, Flute 4 ft. and Ped. 
Bourdon. 

After adjusting the above combinations push Ch. 1, Sw. 5 and Gt. 3. 
Draw Gt. Gamba and Gt. to Ped. 

Play the first three braces on the Gt. Open the Grand Crescendo 
full for the next brace (FF). Close the Grand Crescendo for the three 
braces indicated F, and open it full for the next two braces (FF). 
While holding the last chord on page 4, put off the Gt. to Ped. and push 
Gt. 0. After the chord, push Sw. 1. Play the R. H. on the Sw. and 
the L. H. on the Ch. for five measures. Add the Oboe and play the L. H. 
on the Gt. for six measures. In the next measure the changes indicated: 
viz., “II add 2 ft. or Fugara, and III add 8 ft.” can be obtained by 
pushing Sw. 8 and Ch. 2, these Pistons having been adjusted for these 
combinations at the outset. Play Sw. and Ch. as indicated. At the 
bottom of the page, the indication is a little ambiguous. The R. H. part 
is indicated, “ Couple II.” As “II” is the Sw. and the R. H. is already 
on the Sw., I suggest the opening of the Grand Crescendo about one-half, 
which will bring on Full Sw. and the desired Ped. stops. Gradually open 
the swell. In the first measure at the top of page 6, open the Grand 
Crescendo two-thirds and play both hands on the Gt. At the return of 
the first theme (Tempo 1°), open the Grand Crescendo full. At the 
bottom of the page, close the Grand Crescendo about one-third. On the 
last page, open the Grand Crescendo full and put on the Sfz for the 


FFF. 
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CHAPTER XX 


REGISTRATION ON A MODERN THREE-MANUAL ORGAN 
(with movable combinations) 


In the preceding chapter the specific organ, for which the registration 
of the various compositions is intended, contains combination pistons of 
the non-movable type. In this chapter the suggested registration for 
the various compositions is intended for an organ which has the same 
specification as that in the preceding chapter, with the exception that the 
combination pistons are of the movable type. 

In registering compositions on organs which have combination pistons 
of the movable type, quite a different plan must be followed from that 
used in registering compositions on organs which have combination 
pistons of the non-movable type. The difference is a difference of method 
more than a difference of design; although the selection of stops must, 
occasionally, be modified to avoid the complication which sometimes 
arises when one is using combination pistons of the movable type. 

With combination pistons of the non-movable type the combination of 
stops which is “set” on a piston is added to the combination of stops 
which is already drawn or is subtracted when that particular piston is 
released. This enables the player to return to the combination of stops 
which is first drawn, or to change to any desired combination of stops 
which he may prepare while he is playing on the combination of the 
added piston, with the one condition that the prepared combination must 
be selected from the stops which are in the set combination of the 
piston. 

If the combination piston is of the movable type the combination which 
is “set” on the piston is arbitrary. When the piston knob is pressed 
any draw-stops that are not included in the combination of that piston, 
which happen to be out, are put in, and the stops of the set combination 
are brought out. The player cannot prepare any other combination of 
stops while he is playing on the combination of the piston under con- 
sideration. It is necessary to use some other piston for any change of 
stops which cannot be conveniently made by means of the draw-stops. 
The relative merits of the two systems (movable and non-movable) have 
caused much arguments among organists. Each system has strong sup- 
porters. 
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A List oF TWENTY ORGAN COMPOSITIONS 
For which the Registration is suggested for the Three-Manual Organ 
Whose Specification is similar to that given on page 169 
With the exception that the Piston Combinations 
are of the Movable Type 


J. S. Bach Fantasia and Fugue in G-minor 

Felix Borowski Prayer in F 

Théodore Dubois In Paradisum 

Joseph Callaerts Prayer in D-flat 

Gottfried N. Federlein Serenade 

Alfred Hollins Grand Choeur in G-minor 

J. S. Bach Choral Prelude, “ Wir danken dir ” 

J. S. Bach Choral Prelude, “ Der Tag, der ist so 
freudenreich ” 

Clifford Demarest Cantilena 

Felix Mendelssohn Sonata in F-minor (No. 1) 

Aloys Claussmann Pastorale in A 

Henry M. Dunham Andante in A-flat 

Alex. Guilmant Marche Religieuse 

Arthur Foote Nocturne 

H. A. Wheeldon Canzona 

Dudley Buck Noel 

John A. West Melody in A-flat 

Gabriel Pierné Cantiléne in E-flat 

Frederick N. Shackley At Eventide 

Alex. Guilmant First Offertory on Christmas Hymns 


J. S. Bacu, * FANTASIA AND FUGUE IN G-MINOR 


Prepare (in this order): Sw. 5, Gt. 8, Ped. 2, Sw. to Gt., Sw. and Gt. to 
Ped., Grand Crescendo full, Swell partly open. 

Play the first eight measures on the Gt. (Full organ with unison 
couplers being on by means of the Grand Crescendo). On the first 
count. of the ninth measure, close the swell, and on the second count, 
close the Grand Crescendo. This leaves Gt. to Octave, Full Sw. and 
Full Ped. for the next phrase. At the second count (rest) of the 
fourteenth measure, open the Grand Crescendo full. At the second 
count (G in the Ped.) of the twenty-fifth measure, close the Grand 
Crescendo. In the thirty-first measure, begin a gradual crescendo. This 
can be obtained by opening the swell gradually during the playing of 
the last three or four notes of each of the descending scales (in the 
Ped. part), which can be played by the left foot. At the second count of 
the 44th measure, open the Grand Crescendo full for the last six meas- 
ures. 

Personal tastes differ greatly in registering the Fugue. Some players 
use F Gt. and Full Sw. from the beginning to the last two chords, which 
they play on the Full Organ. I suggest the following registration, with 
the idea of giving prominence to the various entrances of the theme, 
and a gradual progressiveness to the climax of the Fugue. 
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Prepare: Full Sw. (Piston No. 5), F Gt. (Piston No. 3), Full Ped. 
(Piston No. 2), Sw. to Gt., Sw. and Gt. to Ped. , 

Begin the Fugue on the Sw. (closed). After the ninth measure, 
gradually open the swell. Have it wide open when the theme enters in 
the Ped. part. This theme stands out prominently (by means of the 
Gt. to Ped.). At the seventeenth measure, last count, play both hands on 
the Gt. At the 37th measure, play the R. H. on the Sw., beginning with 
the second eighth-note. This causes the theme in the L. H. to stand out. 
At the 39th measure, play the last three sixteenth-notes of the L. H. 
part on the Sw. and continue both hands on the Sw. The swell should 
be gradually closed until the 46th measure when it should be entirely 
closed. In the next four measures gradually open the swell. At the 
50th measure play the last sixteenth-note of the L. H. on the Gt., which 
gives prominence to the theme. At the 58rd measure play the last eighth- 
note of the L. H. on the Sw. The theme in the Ped. part thus stands out 
prominently. At the 57th measure play the last three eighth-notes of the 
L. H. on the Gt. and follow with the R. H. in the next measure. At the 
63rd measure, with the entrance of the theme in the R. H. part (last half 
of the second count), open the Grand Crescendo full. The left foot can 
easily play G, A, F-sharp and D, which permits the right foot to open the 
Grand Crescendo. At the 80th measure close the Grand Crescendo on 
the second count. At the 93rd measure the descending scale in the L. H. 
should be played on the Sw. and the R. H. should play the other notes. 
The last note of the measure in the R. H. should be played on the Sw. 
At the 100th measure play the last sixteenth-note of the L. H. part on 
the Gt. to give prominence to the theme. The R. H. should remain on 
the Sw. At the 103rd measure return to the Sw. with the L. H. on the 
F-natural. At any point in the next few measures open the Grand 
Crescendo full. It does not affect the Sw., which is already full. At the 
110th measure the entrance of the theme in the Ped. stands out promi- 
nently. Play both hands on the Gt. on the last eighth-note of the 
measure. 


FELIX BoROWSKI, * PRAYER IN F 


The registration of the composer, which is indicated in the printed 
copies, requires only a few changes to adapt it to the organ which is 
under consideration in this chapter. 

Prepare: Gt. Doppel Floete and Gamba: Sw. Oboe, Salicional and 
Gedeckt (closed): Ch. Melodia (closed): Ped. Bourdon, Gt. and Ch. to 
Ped. 

The introduction is indicated to be played on the Gt. If the combina- 
tion is too loud for the taste of the player it can be played on the Ch., with 
the Ch. swell open. At the entrance of the solo theme in the lower brace, 
“add Oboe” is indicated. I have suggested drawing the Oboe at the 
outset, as the Sw. is not used until this measure. The Gt. to Ped. should 
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be put off before beginning this solo. On page 4 put off the Gamba at 
the end of the upper brace, and play the manuels as indicated in the 
second brace. The first two measures of the third brace, indicated both 
hands on the Gt., will be improved by opening the Grand Crescendo a 
little to bring on the Sw. to Gt. (without the awkward break which 
would be necessary to draw the coupler by hand). In the third measure 
of this brace, where both hands are indicated for the Sw., the Grand 
Crescendo should be closed again. 

At the top of page 5, second count of the first measure, push Gt. 1, 
Sw. 3, and play both hands on the Gt. Add Gt. to Ped. before the Ped. 
notes come in. In the third measure, during the eighth-rest (R. H.), 
while the L. H. is holding the A, push Gt. Piston No. 2. At the first 
measure of the second brace, add Sw. 5, and draw the Ped. Diapason, 
which is put off by the Sw. Piston. Gradually open the swell and accel- 
lerando to the F of the last two measures of the page, when Gt. Piston 
No. 8 should be pushed. 

On page 6, third measure, open the Grand Crescendo full for the 
climax. At the bottom of the page close the Grand Crescendo and open it 
again for the FF chord. At the long rest at the end of the page, close 
the Grand Crescendo, close the Sw. swell, push Sw. 1 (which will put in 
most of the stops of the Sw. and the Ped. Diapason) and prepare Sw. 
Vox Humana and Flauto Traverso. While playing the first measure of 
page 7 on the Sw., put off all the couplers. At the second measure of 
the second brace, the solo on the Ch. (R. H.) should be regulated in 
power by the Ch. swell pedal. At the third measure the two whole notes 
(R. H.) should be played on the Ch. The melody (L. H.) can be made 
prominent by opening the Sw. swell-box. In the last measure of this 
brace, the chords of the upper staff should be played on the Ch. and 
the two parts of the middle staff (L. H.) should remain on the Sw. The 
first measure of the lower brace should be played as indicated — both 
hands on the Sw. In the second measure, on the second eighth-note of 
the L. H. part, push Sw. 1, which changes the combination to Gedeckt 
and Salicional. The A®oline should be added while playing. In the 
next to the last measure put off the Salicional on the first rest and the 
Gedeckt on the last rest, which leaves the AXoline for the ending. 


THEODORE Dusois, * IN PARADISUM 


The original edition calls for a very soft 8 ft. Flute (Gt.) for the 
R. H. arpeggio accompaniment, and a Vox. Humana for the L. H. 
melody. The middle section is registered for Ch. “ Bourdon et Gambe.” 
This registration, which is effective on French organs, is not always 
practical on American organs. It requires several changes on the organ 
which is being considered in this chapter. I suggest the following regis- 
tration, which gives variety, and yet carries out the main idea of the 
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Prepare: Sw. Oboe, Salicional, Voix Céleste, Flute 4 ft. and Tremolo 
(closed) : Ch. Melodia (closed) : Ped. Bourdon. 

Play the R. I. part on the Ch. and the L. H. melody on the Sw. For 
the trio (un peu animé) put off the Oboe and play both hands on the 
Sw. The two-measure arpeggio phrases of the R. H. should be played 
on the Ch. with the Ch. swell closed. Between the phrases of the last 
four measures, previous to the return of the first theme, change the 
Ch. from the Melodia to the Flute d’Amour. Just before beginning the 
returned theme in the L. H. part, add the Vox Humana. Play the R. H. 
arpeggios on the Ch. an octave lower than they are printed, as a 4 ft. 
stop is on. If the Ch. organ contains an 8 ft. Gedeckt it can be sub- 
stituted for the Flute d’Amour, in which case it will not be necessary 
to play an octave lower. The Ch. swell must be opened partially to 
make the Flute d’Amour (or the Gedeckt) balance the L. H. melody. 
If preferable this R. H. part can be played on the Melodia as at first. 

Obviously, many variations of this registration are possible. If the 
Ch. Melodia is soft enough (with the swell closed), the L. H. melody 
can be played on the Sw. Vox Humana with or without a Gedeckt or 
Flute 4 ft. This L. H. melody is also effective played an octave lower 
than it is printed (equivalent to using a 16 ft. stop), using the Cornopean, 
Oboe, Voix Céleste, Flute 4 ft. and Tremolo, in which event the Ch. swell 
must be partially open. Occasionally, the Harmonic Flute 4 ft. in the 
Gt. (if it is not too loud), when played an octave lower than the music 
is printed, sounds well for this R. H. part. The trio in the middle of the 
composition sounds well on any one of several combinations: viz., Sw. 
Viol d’Orchestre and Flute 4 ft., Voix Céleste alone, Vox Humana and 
Bourdon (played 8va), Bourdon and Violina (played 8va). The 
Tremolo should be used with all these combinations. Whichever com- 
bination is selected should be somewhat of a contrast to the combinations 
used for the first and last sections of the composition. 


JOSEPH CALLAERTS, * PRAYER IN D-FLAT 


The registration which I suggest is an adaptation for American organs 
of the printed registration which is for French organs. 

Prepare: Gt. Doppel Floete, Sw. Vox Humana and Gedeckt, Ch. 
Melodia and Flute d’Amour (partly open), Ped. Bourdon and Sw. 
to Gt. 

Play the first eight measures on the Sw. Use the swell pedal to pro- 
duce the changes of power indicated. In the next four measures play the 
R. H. solo on the Gt. and the L., H. on the Sw. Play one measure with 
both hands on the Gt. (swell half open); one measure with both hands 
on the Sw.; one measure with both hands on the Gt.; one measure with 
both hands on the Sw. Ritard and close the swell. Add the Sw. Flute 
4 ft. and continue the theme (two measures) on the Sw. Change both 
hands to the Gt., open the swell, and for the Mf chords open the Grand 
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Crescendo about one quarter. Close the Grand Crescendo and end the 
section on the Sw. 

For the middle section (key of G-flat) put off the Vox Humana, add 
the Oboe and play both hands on the Ch. for nine measures. Change 
both hands to the Sw. with the swell partly open (Mf) for four measures. 
Close the swell for two measures. In the following six measures, which 
are a return of the theme of this middle section, play both hands on the 
Gt. and open the swell wide. Play the last three measures on the Sw. 
and close the swell. For the return of the first theme (key of D-flat), 
play both hands on the Sw. Vox Humana and Gedeckt for four measures. 
Play both hands on the Gt. (with swell wide open) for four and a half 
measures. Play the ending with both hands on the Sw., molto ritard and 
diminuendo. 


GOTTFRIED H. FEDERLEIN, * SERENADE IN B-FLAT 


The composer’s registration is carefully indicated and can be followed 
explicitly on this organ, with the exception of the indications for the 
Ped. Couplers. The latter indications are somewhat confusing to students 
though they are perfectly clear to experienced organists. The first 
indication, “‘ Ped. to Ch. off — on Sw.,” means Ch. to Ped. off, Sw. to Ped. 
on. The next indication, “ Off Sw. to Ch.,” might be interpreted as Sw. to 
Ch. off. As it is placed just over the Ped. staff, it is intended to indicate 
Sw. to Ped. off, Ch. to Ped. on. In the next to the last measure the 
indication, “ Ped. off Ch. on Sw.” means Ch. to Ped. off, Sw. to Ped. on. 


ALFRED HOLLINS, * GRAND CHOEUR IN G-MINOR 


Prepare: Gt. Doppel Floete: Sw. Piston No. 3 (8 and 4 ft. with Oboe) 
with swell open: Ch. Melodia and Flute d’Amour: Ped. Bourdon: Grand 
Crescendo full. 

The Grand Crescendo supplies the FF and F combinations as well 
as the couplers for the first three pages, and the stops that are drawn at 
the outset give the desired combinations for the first part of the middle 
section. The first two pages, indicated “ FF,” should be played on the 
Gt. with the Grand Crescendo open full. For the eight measures in- 
dicated “ F Gt.,” close the Grand Crescendo about one-third, which reduces 
to “ Gt. to Octave with Full Sw.” At the return of the theme (“FF ”) 
open the Grand Crescendo full. For the two measures of sustained 
chords, preceding the Trio, close the Grand Crescendo, play on the Sw., 
and gradually close the swell. Put off the Sw. Diapason and play the 
first sixteen measures of the Trio on the Ch. (partly open) as indicated. 
Only a few hands are large enough to reach the tenths (R. H.) in the 
first and fifth measures of the Trio. Those who cannot reach these 
tenths can play the sustained B-flat in the base with the Ped. 8-va, for 
eight measures. This permits the organist to play the two middle parts 
with the L. H. and avoids the tenths in the R. H. part. 
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After adding the Clarinet (for future use), play the next sixteen 
measures as indicated —the R. H. on the Gt. and the L. H. on the 
Sw. At the top of page 6 add Sw. Diapason, by hand or by Piston No. 3. 
Play the R. H.on the Sw. and the L. H. on the Ch. for eight measures. . 
Play the R. H. on the Gt. and the L. H. on the Sw. for four measures; 
then play both hands on the Sw. On page 7, third measure, play the 
R. H. on the Gt. and the L. H. on the Sw. Hight measures later play 
both hands on the Sw. After the hold at the bottom of the page push 
Sw. Piston No. 1 and add the Voix Céleste. The repetition of the last 
half of the Trio can well be omitted. 

At the top of page 8 push Sw. Piston No. 3 and add Sw. to Ped. At 
the last measure of the upper brace, push Gt. Piston No. 2 and put on 
(with the foot) Gt. to Ped. In the middle brace is indicated, “ Gt. full 
and couple Tuba to the Pedals.” As there is no Tuba in this organ and 
“Gt. full” would be abrupt and awkward, I suggest the omission of the 
indication. In the third or fourth measure of the lower brace push 
Gt. Piston No. 3. At the top of page 9 open the Grand Crescendo full. 
At the last measure of the page close the Grand Crescendo about one- 
third. In the middle of page 10 (FF), open the Grand Crescendo full. 
During the rests in the Pedal part, in the first measure of the middle 
brace of page 11, put off the Gt. to Ped. At the rest in the R. H. part, 
before the hold over D, in the middle of this brace, close the Grand 
Crescendo, and draw the Sw. Tremolo. While holding this note (D) | 
push Gt. 1, put off the Sw. to Ped., close the Ch. swell and play as 
indicated — the R. H. solo on the Sw. and the L. H. on the Ch. At the 
top of the last page put on the Sfz. 


J. S. BacH, * CHORAL PRELUDE, “ WIR DANKEN DIR, HERR JESU CHRIST ” 


Prepare: Sw. Cornopean, Oboe, Voix Céleste, Gedeckt (closed): Ch. 
Melodia and Dulciana (closed): Ped. Bourdon and Ch. to Ped. If the 
Cornopean is loud and coarse it should be omitted. 

Play the R. H. solo on the Sw., the L. H. accompaniment on the Ch. 
Use the swell pedals for expression. 


J. S. BacH, * CHORAL PRELUDE, “ DER TAG, DER IST SO FREUDENREICH ” 


Prepare: Sw. Vox Humana, Voix Céleste and Flute 4 ft.: Ch. Dulciana: 
Ped. Bourdon and Ch. to Ped. 
Play the solo on the Sw. and the accompaniment on the Ch. 


CLIFFORD DEMAREST, * CANTILENA 


The composer’s registration in the printed copies can be followed closely 
on this organ. On the second page, where “Sw. Vox Humana” is in- 
dicated for the R. H. solo, it may be advisable to add either the Gedeckt 
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or Flute 4 ft. At the bottom of the page is the indication, “ Add Sw. Sub- 
Octave.” The player can add the Sw. to Sw. 16 ft. Coupler or the Sw. 
Bourdon 16 ft. according to taste. On the last page is the same indica- 
tion. If either of the above stops is used it must be put off for the 
lower brace of the last page. 


FELIX MENDELSSOHN-BARTHOLDY, * SONATA IN F-MINor, No. 1 
1. ALLEGRO MopERATO 


Prepare: Sw. 8 and 4 ft. (Piston No. 2): Ch. Melodia and Flute 4 ft.: 
Gt. to Octave (Piston No. 3): Ped. with Open Diapason (Gt. Piston 
No. 3, if pushed last, gives the desired Ped. combination): Sw. to Gt., 
Sw. to Ch. and Gt. to Ped.: Grand Crescendo full. 

The first section, to the entrance of the Choral (half notes), is indicated 
“FF ” and should be played on the Gt. The Choral —“ Was mein Gott 
will’? —-can be played on the Ch. as prepared at the outset (the Sw. 
to Ch. Coupler can be omitted ad lib.). The Grand Crescendo should 
be closed on the second eighth-note of the measure in which the Choral 
begins. This gives a slight diminuendo and puts off all the undesired 
stops of the Sw. and Ch. Alternating with the various lines of the Choral 
are imitative phrases of the first theme. These phrases are indicated 
“FF,” but it seems to me that a forte combination on the Gt. sounds 
better than a fortissimo combination. Gt. Piston No. 3, which was pre- 
pared at the outset, is suitable. Each line of the Choral should be played 
on the Ch. and the alternating phrases of the first theme should be 
played on the Gt. Near the end of this movement, in the measure 
preceding the hold, the Grand Crescendo should be gradually opened to 
full organ, which should be used as a climax on the chord with the hold. 
Immediately after this chord, the Grand Crescendo should be closed and 
the four measures of the Choral should be played on the Ch. The last 
four measures of the movement are the closing measures of the Choral 
for which the Grand Crescendo can be opened full, or these measures can 
be played on the Gt. with the 8 ft. stops only, according to taste. 


II. ApacGio 


Prepare: Gt. Gamba, Sw. Gedeckt, Ch. Dulciana, Ped. Bourdon, Ch. 
to Ped. 

Play the first eight measures on the Ch., the second eight measures on 
the Sw. Beginning with the last eighth-count of the sixteenth measure, 
play on the Gt. for four measures. With the last eighth-count of the 
20th measure, play both hands on the Sw. At the last eighth-count of 
the 24th measure, play on the Gt. At the 27th measure, add Ch. Melodia 
and play on the Ch. At the 29th measure, add Voix Céleste and Flute 
4 ft., and play on the Sw. In the 82nd measure, play the first two counts 
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with the R. H. alone. On the second count add the Oboe and continue 
both hands on the Sw. On the last count of the 36th measure, play 
both hands on the Ch. In the 40th measure play with the L. H. alone 
and put off the-Melodia on the last count. In the next measure play the 
R. H. solo on the Sw. and the L. H. on the Ch. At the 49th measure 
play the L. H. on the Gt. In the 52nd measure play both hands on the 
Sw. In the first part of the 54th measure, while playing with the L. H. 
alone, add the Ch. Melodia. Play the last count of this measure with 
the R. H. and, in the next measure, play the L. H. on the Ch. At the 
last count of the next measure, play on the Gt. At the last count of the 
next measure, play on the Sw. At the last count of the next measure, 
put off the Oboe. On the second count of the 64th measure, put off the 
Flute 4 ft. In the 69th measure play the L. H. theme on the Ch. At the 
73rd measure put off the Voix Céleste (leaving the Gedeckt alone). 
While playing this measure put off the Melodia (leaving the Dulciana 
alone). Play the L. H. part in the next measure on the Ch. Thus to 
the end. 


III. ANDANTE REcrIT. 


This movement consists principally of short phrases of a recitative 
character, alternating with two measures of sustained chords. In the 
early editions of this sonata, presumably with the composer’s personal 
indications, the recitative phrases are indicated “PP” and the sus- 
tained chords “FF.” If these indications are followed literally — with 
a PP combination for the recitative phrases and Full Organ for the 
chords, an exaggerated contrast, which is rarely pleasing, is the result. 
It seems to me that a better effect is obtained by playing the chords on 
the Gt. to Octave, and the recitative phrases on a soft combination in- 
cluding the Oboe. Beginning with the second of the recitative phrases, 
each phrase is of an imitative character between the parts for the two 
hands. This suggests a separate manual for each hand, but in the last 
measure of each phrase the imitative character disappears. If the two 
hands play on different manuals a third hand seems necessary in order 
to finish the phrase and to play the first of the following chords on a 
third manual. Tastes differ with regard to the registration of this move- 
ment. Some players give prominence to the imitations, and compromise 
at the end of each phrase. Others play both hands on the same manual, 
as indicated in the early editions. With the latter plan the imitations 
are distinctly audible and no compromise is necessary at the end of the 
phrases. I suggest the latter plan, though either can be followed with 
the combinations given below. : 

Prepare: Sw. Oboe, Voix Céleste, and Flute 4 ft. (closed) : Ch. Clarinet 
and Melodia (swell partly open): Gt. to Octave (Piston No. 3): Ped. 
16 and 8 ft. (prepared by Gt. piston): Sw. to Gt. and Gt. to Ped. 

Play the first three measures of the recitative on the Sw. and the 
chords on the Gt. The second phrase (measure 6) I prefer to play with 
both hands on the Sw. Those who prefer can play the R. H. on the Sw. 
and the L. H. on the Ch., which necessitates playing the last two notes on 
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the same manual (Sw.). The third phrase (measure 12) should be 
treated similarly to the second. In the fourth phrase (measure 17) the 
parts for the two hands cross in the first measure. This is, of course, 
avoided if separate manuals are used for the two hands; but the phrase 
can easily be played on one manual, and it seems to me that the last 
measure of the phrase (measure 21) is more satisfactory when the whole 
phrase is played on one manual. The same point is noticeable in the 
first measure of the fifth phrase (measure 24). During the measure of 
F chords (measure 28), add the Full Sw. (Piston No. 5) with the 
swell closed. Immediately afterward, push Gt. 3 to restore the Ped. 
stops which are put off by the Sw. Piston. Play the following three 
measures on the Sw. The effect of the arpeggio, with all the notes tied, 
building up a volume of suppressed tone, is pleasing. Play the next 
four measures (beginning with measure 31) in the same manner. While 
playing the following two chords on the Gt. (F) with the R. H. push 
Sw. 3 and Gt. 3 (to restore the Ped. stops). Play the sustained chord 
of the third and fourth counts on the Sw. with the L. H., and the two 
notes (H-flat and A-flat) of the recitative theme on the Ch. Play the 
next two measures (38 and 39) in the same manner. In measure 40 play 
the chord of the upper staff on the Sw. with the L. H. In the following 
measure play the two notes (G and C) of the recitative theme on the Sw. 
with the R. H. Transfer the L. H. chord to the R. H., in order to play 
the imitation in the bass clef with the L. H. on the Ch. In measure 44 
the F of the upper staff must be omitted in order to play the chord on 
the Gt. (F) with the R. H. (This note is inaudible if played.) The 
last seven measures of this movement, which lead to the last movement, 
sound well when played on the Sw. Salicional or Voix Céleste. 


IV. ALLEGRO ASSAI VIVACE 


This movement is indicated, and is usually played, “FF ” without any 
change of registration. It is only necessary to open the Grand Cres- 
cendo full. 

ALoys CLAUSSMANN, * PASTORALE IN A 


In the printed copies the composer’s registration (in French) with thé 
English translation is quite specific and can be followed quite closely 
on the organ which we are now considering. A few minor details, 
relative to the best method of obtaining the combinations indicated by 
the composer, are helpful to the student. The printed preparation is 
here given with suggestions (in parentheses) for the best method of 
obtaining the combinations. 

Prepare: Sw. 8 and 4 ft. with swell open (Piston No. 3): Ch. 8 and 
4 ft. with swell open (Piston No. 2): Gt. 8 and 4 ft. (Piston No. 2): 
Ped. 16 and 8 ft. (Gt. Piston No. 2 gives this combination): Sw. and 
Ch. to Gt., Gt. to Ped. 
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No suggestions are necessary until the top of the third page, where 
“ Sw. and Ch. to Gt. off” is indicated. This change of couplers should 
be made during the rest (L. H.) in the preceding measure. Gt. to Ped. 
and Ped. Op. Diapason should also be put off at this point. The Ped. 
stop can be put off easily by pushing Sw. Piston No. 3, which does not 
change the Sw. combination. In the second measure, to “reduce Ch. 
to 8 ft.” it is necessary to put off the Flute 4 ft. and Fugara with the 
hand. In the last measure of the second brace, while holding the E in 
the L. H., the combinations indicated can be prepared by the R. H. in 
this order: Put off Ch. Diapason and all Sw. stops except Oboe and Flute 
4 ft. Add Sw. Tremolo and prepare Gt. Doppel Floete and Har. Flute 4. 
The Ped. combination — Bourdon and Gedeckt — which is preferable to 
“Bourdon and Flute,” has been previously prepared by Sw. Piston 
No. 3. 

In the next five braces the indicated variations in power for the Sw. 
manual should be obtained solely by means of the swell pedal. At the 
top of page 4 the L. H. staccato phrase is more effective if played on the 
Gt. instead of on the Ch. In the second brace the absence of definite 
manual indications is liable to confuse students. In the upper brace 
the indication is, R. H. on the Sw. and L. H. on the Ch. This indication 
holds good through the next two braces. My suggestion of a change for 
the L. H. to the Gt. in the upper brace should not apply to the other two 
braces. At the second measure at the bottom of this (fourth) page, the | 
Tremolo should be put off. The R. H. Flute solo is indicated “Gt.” The 
L. H. naturally must continue on the Ch. On page 3 we prepared Gt. 
Doppel Floete and Flute 4 ft. This combination is effective at this 
point or, if the player prefers, the Doppel Floete alone can be prepared 
on page 38. At the last measure of the second brace on the fifth page, 
the L. H. can play on the Ch. as indicated, and the R. H. remain on the 
Gt. This L. H. phrase, which consists of a sustained melody (upper 
notes) and short chords, is more effective and characteristic if played 
en the Sw. with Piston No. 4 (reeds). This piston can be pushed during 
any of the rests in the L. H. part in the previous measures. At the 
top of page 6 both hands can play on the Ch. as indicated, or the R. H. 
solo can be made more prominent if played on the Sw. (reeds as suggested 
above). The indication “add Ch. to Gt.” may well be omitted. At the 
bottom of the page there is a return of the theme and the combinations 
of the third page. If Sw. Piston No. 4 has been used (as suggested 
above) it is necessary, during the rests in the R. H. (two measures), to 
prepare the Sw. as before (Oboe and Flute 4 ft.). 

In the last measure at the top of page 7, there is no manual indication. 
This is surely an omission. If the R. H. is played on the Sw. and the 
L. H. on the Ch. as previously, the effect is far from satisfactory. Both 
hands should be played on one manual, either the Gt. or Ch. according 
to taste. At the whole measure rest (hands) in the second brace of 
page 7, the desired combination for the next section can be prepared. 
Hither of the indicated combinations in the Sw. can be used or one can 
substitute Vox Humana and Gedeckt, which is very effective for this 
section. The manual indications for this and the following page should 
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be followed irrespective of which combination the player has selected for 
the Sw. At the last note at the top of the 8th page, it is a good plan to 
push Sw. 2 in order to give a change of tone-color for the next two 
braces, irrespective of which combination in the Sw. has been selected 
for the previous phrase. At the bottom of the page “Add Sw. to Gt.” 
is indicated, but it is unnecessary and may be omitted. During the rest 
(R. H.) in the third brace of the 9th page, prepare Sw. as indicated 
(Oboe and Tremolo). If the Oboe is poor and uneven in tone it can be 
improved by adding the Gedeckt or Flute 4 ft. On the last page, if both 
hands are played on the Sw. as indicated (without the Tremolo), a good 
suggestion of the pastoral bagpipe is sometimes produced. In the last 
four measures the L. H. should be played on the Ch. Dulciana instead 
of on the Gt. 


Henry M. DUNHAM, * ANDANTE IN A-FLAT 


The composer’s indications for the registration, in the printed copies, 
can be followed closely on this organ for two pages. At the first 
measure of the middle brace on page 5, to obtain the effect which is 
indicated by the composer, push Gt. 2 just before playing the ascending 
scale (L. H.) on the Gt. Add the Gt. to Ped. at the second measure. In 
the middle of the brace open the Grand Crescendo full. At the last 
measure of the page push Gt. Piston No. 1 (for future use). At the 
end of the first measure of the middle brace of page 6, close the Grand 
Crescendo and put off the Gt. to Ped. In the second measure at the top 
of the last page, prepare, Sw. Vox Humana and Gedeckt, Ch. Dulciana 
only, Gt. Doppel Floete, and put off Sw. to Gt. and Gt. to Ped. The Ch. 
to Ped. indicated can be used, or not, according to taste. Play the last 
two chords on the AXoline. 


ALEXANDRE GUILMANT, * MARCHE RELIGIEUSE 


The printed registration of this composition is in the old style and is 
somewhat confusing to the student. 

Prepare: Gt. Doppel Floete and Flute Har.: Sw. Piston No. 2 (closed) : 
Ch. Piston No. 2 with Clarinet (open): Ped. Bourdon and Gedeckt: Sw. 
to Gt. and Sw. to Ped. 

Play the first eight measures on the Sw. Add the Oboe (Piston No. 
3) at the rest in the ninth measure, and gradually open the swell. Play 
the last three notes (L. H.) of the last measure of the third brace on 
the Gt. Add the Gt. to Ped. and, in the following measure, play both 
hands on the Gt. At the rest in the fourth measure of the lower brace, 
add the Gamba by means of Piston No. 1. At the sixth measure at the 
top of the second page, push Gt. 2. At the fourth count of the fourth 
measure, push Gt. 1. In the following measure change to the Sw. on 
the second count, put off the Gt. to Ped., and gradually close the swell. 
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In the second measure of the second brace, put off the Oboe by means of 
Piston No. 2. 

Before beginning the Piz mosso movement, push Sw. 4 and Gt. 3, and 
add Gt. to Ped. The change of manuals indicated in the last two 
measures of the fourth page, does not appear in the original edition. 
It seems to weaken the progression and is unnecessary. At the last 
rest at the bottom of this page, push Gt. 2. This leaves the organ 
prepared as follows: Gt. to Open Dispason, Sw. 8 and 4 ft. with reeds, 
Ch. 8 and 4 ft. with Clarinet, Ped. Diapason, Bourdon and Gedeckt. At 
the first measure of the third brace of page 6, push Sw. 5 and Gt. 2. 
The latter is necessary in order to restore the Ped. Diapason, which is 
put off by Sw. 5. Gradually open the swell. At the last measure of 
the page push Gt. 3. At the second measure of the last page open the 
Grand Crescendo full. The Sfz can be used at this point if the 4 ft. 
couplers do not stand out so prominently as to be objectionable, in which 
case it can be reserved for the last five measures. 


ARTHUR FOOTE, * NOCTURNE IN B-MINoR 


In the first edition of this Nocturne there were no stop indications; 
only indications for the manuals. In a later edition combinations of 
stops have been indicated, which can be followed closely on the organ 
which is under consideration in this chapter. For the benefit of those 
who happen to have a copy of the first edition, the stop combinations are 
here given. 

Prepare: Gt. Doppel Floete: Sw. Oboe, Voix Céleste and Flute 4 ft. 
(closed): Ch. Dulciana (partly open): Ped. Bourdon. The printed in- 
dication, “‘ Ped. 16 ft. coupled to Swell,” is an error. The coupler should 
be omitted. 

On the first page play the manuals as indicated. During the rest in 
the L. H. part, in the third measure of the second brace on the second 
page, before playing both hands on the Sw., put off the Oboe. At the 
last note of the second measure of the third brace, add the St. Diapason 
(Gedeckt) or add the Vox Humana. In the next phrase, if the Doppel 
Floete in the Gt. is too loud for the L. H. part, play the part an octave 
lower on the Gt. Flute Har. 4 ft. or on the Ch. Flute d’Amour 4 ft. This 
phrase can also be played on the Ch. Melodia with the Ch. swell closed, 
if the stop is not too loud. In the third measure of the upper brace of 
the third page, the hands change places, and in the same measure of 
the second brace, the hands change back again. The R. H. part on the 
Gt. must be played an octave lower, if in the preceding phrase the L. H. 
part is played an octave lower. 

In the third measure of the third brace, the indication in the later 
edition is, “Ch. or Echo Vox Humana.” This change is possible only 
on four-manual organs. There is insufficient time at this point to change 
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the stops. It seems better to play the phrase on the Ch. as the manual 
is prepared — an octave lower if only a 4 ft. stop is on. In the first 
measure of the lower brace, the quarter-rest and ritard enable the 
organist to prepare the combinations for the following return of the first 
theme. Prepare Sw. Voix Céleste, Vox Humana and Bourdon, and Ch. 
Dulciana. Play the R. H. solo on the Sw. and the L. H. accompaniment 
on the Ch. At the double bar on the last page put off the Voix Céleste 
and Bourdon. Play both hands on the Sw. Play the last chord on the 
Sw. oline. 


H. A. WHEELDON, * CANZONA 


Prepare: Gt. Doppel Floete, Sw. Voix Céleste (closed), Ch. Melodia 
and Dulciana (closed), and Ped. Bourdon. 

Play the first two braces as indicated. At the lower brace, add the 
Oboe and Flute 4 ft. in the Sw. Play the L. H. solo on the Sw. and the 
R. H. on the Ch. If the Ch. Melodia is too loud, even with the swell 
closed, open the Sw. swell to make the solo louder. At the top of page 4 
the composer has indicated R. H. on the Ch. with Flute 4 ft. added and 
the L. H. on the Gt. This page is also effective with the R. H. played on 
the Sw. and the L. H. on the Gt. The Open Diapason of the Ped. is 
indicated for the two lower braces. This stop is generally too heavy for 
this passage. I suggest the addition of the Gedeckt, by means of Ped. 
Piston No. 1. At the top of page 5 return to the first combinations. At 
the top of page 6 change the Sw. combination to Salicional, Gedeckt 
and Flute 4 ft. and play the R. H. on the Sw. and the L. H. on the Gt. 
At the top of page 7 add the Oboe, and play the R. H. on the Gt. and the 
L. H. on the Sw. At the rest at the end of the page, before turning the 
leaf, put off all the Sw. stops except the Oboe. Play the first measure 
at the top of the next page with both hands on the Sw. In the second 
measure play the outside notes on the Sw. and the two inside notes 
(thumbs) on the Gt. In the measure before the double bar, while playing 
the A’s on the Ch. (closed), prepare the Sw. Vox Humana, Voix Céleste 
and Flute 4 ft. Play the R. H. on the Ch. and the L. H. on the Sw. 
Frequently, the Ch. Melodia (already prepared) is too loud for this 
passage, and the Flute 4 ft. (as indicated) is too high in pitch. In such 
a@ case one can use the Dulciana alone with the Ch. swell open, or one 
can play an octave lower on the Flute d’Amour. In the second brace of 
page 9 it is occasionally satisfactory to play the R. H. on the Ch. 
Melodia and Flute 4 ft and the L. H. on the Gt. as indicated. If not, 
play the R. H. on the Sw. and the L. H. on the Ch. Melodia and Dulciana 
(open). In the second brace of page 10 return to the former com- 
binations. For the last six measures play the R. H. on the Sw. 
Voix Céleste (or Salicional and Flute 4 ft.) and the L. H. on the 


Ch. Dulciana. 
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Duprey Buck, * NOEeu 


Prepare: Gt. Doppel Floete: Sw. Bourdon 16 ft., Voix Céleste and 
Violina: Ch. Melodia and Dulciana: Ped. Bourdon and Gedeckt: Sw. to 
Gt. and Ch. to Ped. 

Play the first.eight measures on the Sw. Add the Gedeckt at the 
ninth measure. Add the Oboe and Open Diapason in the tenth measure. 
Push Sw. Piston No. 5 at the 13th measure and gradually open the 
swell to the 16th measure. Push Sw. Piston No. 1 and play the L. H. 
on the Ch. While playing, prepare Sw. Salicional and Flute 4 ft. with 
Tremolo. At the double bar play both hands on the Sw. for four 
measures. For the next four measures, play the L. H. on the Ch. Con- 
tinue with both hands on the Sw. Put off the Tremolo for the last two 
measures before the change of key to the key of C. Before playing the 
last note (Gt.) of the measure before the double bar, push Sw. 3 and 
Gt. 2. Play one measure on the Gt. and one measure on the Sw. Open 
the Grand Crescendo full and play two measures on the Gt. and four 
measures on the Sw. Gradually close the Grand Crescendo while playing 
on the Sw. Push Gt. 1 and play two measures on the Gt. Push Sw. 1 and 
play two measures on the Sw. For the Andante non troppo push Sw. 4 
and draw the Tremolo. Play the R. H. on the Sw. and the L. H. on the 
Ch. Two measures before the Allegro Vivace put off the Tremolo. One 
measure before the double bar, open the Grand Crescendo full and play on 
the Gt. for nine measures, Play four measures on the Sw. Close the 
Grand Crescendo about one-third, and play on the Gt. for four measures. 
Open the Grand Crescendo full and continue on the Gt. six measures. 
Play one measure on the Sw., close the Grand Crescendo and play one 
measure and a half on the Ch. (L. H.), during which prepare the Sw. 
Gedeckt, Flute 4 ft. and Tremolo. As the key changes to the key of A, 
play both hands on the Sw. (poco lento). For the Allegro put off the 
Tremolo and push Sw. 4 (reeds). Play four measures (R. H.) on the 
Sw. While playing push Gt. 3. For the Poco maestoso open the Grand 
Crescendo full, and play on the Gt., for twelve measures. Play on the 
Sw. for four measures and on the Gt. for seven measures. At the “lunga 
Pausa” close the Grand Crescendo and prepare Sw. Vox Humana and 
Ped. Bourdon without any couplers for the last six measures. 


JOHN A. WEsT, * MELopDy IN A-FLAT 


While the registration of the first page which is indicated in the printed 
copies (solo on the Gt. or Ch. and accompaniment on the Sw.) is possible 
on a few organs, it is ineffective on many organs and perhaps impossible 
on some organs. In view of this fact, I venture to suggest a different 
registration, with the idea that the student can choose the one best suited 
to his organ. As the solo melody is the most important part of the com- 
position, it seems to me advisable to play it mostly on the Sw., which is 
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the most flexible manual with regard to combinations and expression. I 
am conscious of the fact that in a few organs no suitable combination 
can be obtained for the accompaniment on the Gt. or Ch. This may 
necessitate the following of the printed registration; thus sacrificing 
some of the flexibility and expression of the melody for the sake of a 
desirable combination for the accompaniment. When the Ch. stops are 
in a swell-box, it is generally a simple matter to obtain a suitable com- 
bination on the Ch. for this accompaniment. 

Prepare: Gt. Doppel Floete: Sw. Oboe, Gedeckt, Salicional, Flute 4 ft. 
and Tremolo: Ch. Melodia and Dulciana (closed): Ped. Bourdon and 
Sw. to Gt. 

Play the melody of the first page on the Sw. and the accompaniment 
on the Ch. On some organs the Melodia, even with the swell closed, is 
too loud for this accompaniment. On such organs I suggest the use of 
a louder combination on the Sw. for the solo. If this is impractical the 
accompaniment can be played on the Ch. Dulciana, or an octave lower 
on the Ch. Flute d’Amour or Gt. Flute Har. On page 4 play the solo 
on the Gt. with the accompaniment on the Ch. This addition of the 
Doppel Floete to the solo combination (by means of the Sw. to Gt.) gives 
a pleasing variety to the solo. On page 5, second measure, the melody 
should return to the Sw. as at first. 

In the last measure at the bottom of page 5, while the L. H. note is 
held, there is sufficient opportunity to make any desired changes of stops. 
As the last two pages are mostly a repetition of the first two pages, it 
seems advisable, when possible, to change the registration. For this 
reason I suggest the following: put off the Melodia (which leaves the 
Dulciana) and turn the leaf while holding the note (L. H.) on the Sw. 
As this note is released, the Sw. combination can be changed to Oboe, 
Salicional, and Flute 4 ft. with Tremolo. (A Vox Humana or a Voix 
Céleste in place of the Oboe, or added to the Oboe, is frequently attract- 
ive.) These combinations can be continued to the last measure but one, 
when the Sw. combination should be reduced to the AXoline, during the 
rests (R. H.), for the ending on the Sw. 


GABRIEL PIERNE, * CANTILENE IN E-FLAT 


Prepare: Sw. Bourdon 16 ft., Oboe, and Voix Céleste (closed): Ch. 
Dulciana (partly open): Ped. Bourdon. 

Play the R. H. solo on the Sw. and the accompaniment on the Ch. In 
the 20th measure shorten the B-flat (R. H.) sufficiently to be able to put 
off the Sw. Bourdon. In the 24th measure play both hands on the Sw. 
In the 27th measure play the solo on the Sw. and the chord on the Ch. 
The low B-flat of the L. H. chord is duplicated in the Ped. and can be 
omitted to enable the L. H. to reach the rest of the chord. During the last 
three eighth-notes of the measure (molto rit.) add the Vox Humana and 
Flute 4 ft. and put off the Oboe. During the rest (R. H.) in the 41st 
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measure, add the Oboe. During the rest (R. H.) in the 45th measure, 
put off the Oboe. At the end of the 47th measure put off the Vox Humana 
and play R. H. on the Sw. and L. H. on the Ch. Play the last five 
measures with both hands on the Sw. AZoline and Sw. to Sw. 4 ft. 
Coupler. The coupler can be put off (ad lib.) for the last two chords. 


FREDERICK N. SHACKLEY, * AT EVENTIDE 


The composer’s registration in the printed copies can be followed 
closely on this organ. The following optional registration is planned 
to give more nerve, vitality, and emotion to the principal solo theme 
than is possible when that theme is played on the Gt. 

Prepare: Gt. Doppel Floete, Gamba and Flute 4 ft.: Sw. Cornopean, 
Oboe, Voix Céleste and Flute 4 ft. (closed): Ch. Melodia and Dulciana 
(closed) : Ped. Bourdon and Gedeckt, Sw. to Gt. 

Play the four measures of introduction on the Ch. Open the Ch. swell 
for the third measure and close it in the fourth measure. Add the Sw. 
Tremolo and play the R. H. solo on the Sw. and the accompaniment on the 
Ch. The expressive character of the solo should be controlled by means 
of the Sw. swell, and the proper balance between the solo and the accom- 
paniment preserved by means of the Ch. swell. At the hold (R. H.) in 
the last measure of the page, add Sw. to Sw. 16 ft. Coupler (or Sw. 
Bourdon 16 ft.). Open the Ch. swell to balance the increased volume 
of the solo combination. At the end of the second brace on page 3, put 
off the Sw. to Sw. 16 ft. Coupler (or Sw. Bourdon), draw Gt. to Ped. 
and play on the Gt. Near the end of the second measure in the third 
brace, put off the Cornopean and play both hands on the Sw. Near the 
end of the brace, push Gt. 2 and play on the Gt. In the last measure of 
the page, the printed indication for the first chord, “ Sw.,” obviously is a 
misprint. The chord should be played on the Gt. At the top of page 4, 
push Sw. 5. For the short Ped. notes either add Ped. Flute 8 ft. or let 
the Gt. to Ped. remain on, according to taste. At the sixth measure of 
the brace, open the swell half-way. At the third measure of the second 
brace, push Gt. 3 and play on the Gt. If the Gt. to Ped. is not on it 
should be put on. Near the end of the brace open the Grand Crescendo 
gradually. Use the Sfz for the first three measures of the third brace. 
Near the end of the last chord of these three measures, release the right 
foot in order to close the Grand Crescendo and put off the Gt. to Ped. 
During the “lunga” rest put off the Sfz, push Gt. 1 and Sw. 8, and 
close the Sw. swell about two-thirds. Follow the manual indications 
until the last measure of the page. In this measure put off Sw. Gedeckt 
and Diapason, add Vox Humana and Cornopean, and play the two 
notes of the solo (R. H.) on the’Sw. In the last measure of the second 
brace of page 5 add Sw. to Sw. 16 ft. (or Bourdon 16 ft.). 

At the top of page 6 (Piz mosso) put off the Sw. to Sw. 16 ft. Coupler 
(or Bourdon) and select a complete change of tone-color for the next 
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section, either Gedeckt and Flute 4 ft. or Gedeckt and Violina. Play both 
hands on the Sw. In the second brace play the fourth measure on the 
Gt. Gamba alone, and follow the other manual indications until the lower 
brace. While playing the lower brace on the Sw. with Gedeckt and 
Salicional (Piston No. 1), prepare Ch. Dulciana (open), and Ped. 
Bourdon only. At the rest at the end of the page, prepare Sw. Vox 
Humana, Voix Céleste, Flute 4 ft. and Tremolo. On the last page play 
the R. H. solo on the Sw. and the L. H. on the Ch. At the hold (R. H.) 
in the second brace, add Sw. to Sw. 16 ft. Coupler (or Bourdon 16 ft.). 
In the second measure of the lower’brace, put off the Sw. to Sw. 16 ft. 
Coupler (or Bourdon) and the Voix Céleste. Play the second measure 
on the Sw. (closed), the third measure on the Ch. (partly closed) and 
the fourth measure Ch. (closed) and Sw. with Vox Humana only. Play 
the last two measures on the Sw. AXoline. 


ALEXANDRE GUILMANT, * FIRST OFFERTOIRE ON CHRISTMAS Hymns 


The printed registration in the original edition and translation in the 
American reprint can be followed to a certain extent on this organ; but 
numerous details which are omitted will be of assistance to the student. 

Prepare: Sw. 8 and 4 ft. with Oboe (Piston No. 8): Gt. to Octave 
(Piston No. 3): Ch. Melodia and Clarinet: Ped. Op. Diapason, Violone, 
Bourdon, Cello, and Gedeckt (Gt. Piston No. 3 brings on this combina- 
tion of Ped. stops): Sw. and Gt. to Ped. 

The first page and a half should be played on the Gt. On the last 
half of the fourth measure of the middle brace of the second page, push 
Gt. Piston No. 1. Two measures later play both hands on the Sw., and 
put off the Gt. to Ped. Gradually close the swell. While holding the last 
chord before the double bar, push Sw. Piston No. 2 and put off the Gt. 
Doppel Floete. Before beginning the Hymn put off the Sw. Diapason. 
Follow the printed manual indications except in the upper brace of the 
third page, where the melody in the L. H. is indicated to be played on 
the Sw. or Ch. Bassoon. As this organ does not contain that stop, the 
melody can be played on the Ch. (Melodia and Clarinet), which was used 
for the first presentation of the hymn, or it can be played on the Gt. 
Gamba and Flute 4 ft., which was prepared on the previous page. At 
the second eighth-note, in the first measure of the fourth brace of this 
page, push Gt. Piston No. 3 and add the Gt. to Ped. Play on the Gt. At 
the rest in the third measure, push Sw. Piston No. 3. As this Piston 
throws off the heavy Ped. stops, it is necessary to push Gt. Piston No. 3 
to bring them on again, when returning to the Gt. in the fifth measure. 
In the second measure at the top of the fourth page, during the rest in 
the R. H. part, put off the Clarinet and add the Flute d’Amour. This 
can be done by means of the Ch. piston No. 1; but that piston also throws 
off the heavy Ped. stops which are being used at the time; hence, it is 
advisable to put the stops off by the hand instead of by the piston. 
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At the double bar the long sustained chord can be held with the R. H> 
alone by omitting the lowest note (F), which is supplied by the Ped. This 
enables the player to prepare the next Sw. combination with the L. H.: 
viz., Vox Humana, Gedeckt and Flute 4 ft. At the rest, before the hymn 
(Adeste Fidelis); push Gt. Piston No. 1 and Ped. Piston No. 1, put off 
all Couplers and-put off the Gt. Gamba. Follow the manual indications. 
In alternating the figures of the L. H. between the Gt. and Ch. it may be 
necessary to use a different combination in the Gt. from that suggested. 
The printed indication is “ Doppel Floete and Gamba.” The Gamba 
seems objectionable to me. I prefer Doppel Floete and Flute 4 ft. unless 
the latter stop is too loud, when it must be omitted. In the last measure 
of the upper brace of the last page, the printed indication is for both 
hands on the Gt. I venture to suggest Sw. for both hands as preferable. 
In the first measure of the fourth brace, I also suggest that the player 
put off the Vox Humana and continue on the Sw. instead of on the Ch. 
as printed. For the last two measures of the brace, the Ped. Bourdon 
and Gedeckt are necessary for the theme in the Ped. If the Gedeckt is 
not already on it should be put on. At the last measure of the fourth 
brace, prepare the Ch. for the R. H. phrase. Some organists prefer 
the Melodia and some prefer the Flute d’Amour. Either can be used. 


CHAPTER XXI 


REGISTRATION ON FOUR-MANUAL ORGANS 
(with non-movable combinations) 


Many of the fundamental principles of registration, which have been 
mentioned in the preceding chapters, in connection with small and 
medium-sized organs, are of equal force with four-manual organs. In 
addition, there are many details of registration which must be more or 
less magnified when a composition is played on a four-manual organ. 

As the large organs are generally located in large churches or halls, 
many soft and delicate effects of registration, which are distinctly audible 
and distinguishable in small auditoriums, are frequently of no avail in 
the large organs in large auditoriums. Therefore, it is, oftentimes, 
necessary to enlarge many of the combinations, in order to meet the 
conditions of the increased size of the auditoriums. Furthermore, one 
must consider the lack of approximate silence which generally prevails 
in large churches and halls, and also, the lack of intimacy, so to speak, 
between the source of the sound and the auditors. The last-named con- 
dition is frequently the cause of much of the proverbial lack of emotion, 
expression, and rhythm, with which organ music is often maligned. 

With four-manual organs, there is such a great variety of methods in 
registering any composition, according to the personal taste of the per- 
former, that it is impossible to indicate, even in several chapters, all 
the available combinations or the methods of obtaining the combinations. 
Nearly every organist who has occasion to play on a four-manual organ 
has long since passed the student period, and has developed his own 
individuality in registration. Generally, he needs no suggestions from 
another; and frequently, he considers such suggestions an intrusion if 
not a reflection. However, a work of this character would be far from 
complete without some suggestions for registration on large organs. 

The following suggestions are offered, to give the student an idea of 
registration on organs which are larger than the ordinary two and three- 
manual organs — to indicate how the principles of registration, which 
have been sketched in the foregoing chapters, are broadened and further 
developed as the organs increase in size. 

A few remarks relative to the voicing of the pipes of some of the stops 
in a large organ are here necessary. Theoretically, the pipes of many 
of the individual stops of a large organ ought to be voiced with relation 
to the size of the auditorium. This theoretical principle is generally 
carried out in the voicing of the pipes of the powerful stops. In most 
large organs, such stops as the Diapasons, Gross Flute, Gamba, Trumpet, 
and Trombone, are made of large scale and are voiced to produce a 
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strong tone, as should be the case. In some large organs the power and 
volume of tone which is produced by the pipes of the individual stops 
of medium power is, likewise, in keeping with the size of the auditorium; 
and the necessary relative power of the stops which are most used in 
combinations has been preserved. On the other hand, we occasionally 
find a four-manual organ in which the relative power of many of the 
stops is out of balance —so to speak —and many beautiful effects are 
impossible, or are extremely difficult to obtain, on such an organ. 

In some large churches or halls, the size of the auditorium and the 
distance between the origin of the sound and the ears of the auditors, 
cause such a diminution of the audible effect of certain combinations 
that it is necessary to add stops to the specific combinations, in order 
to produce the required effect. Under such conditions, an Oboe and Flute 
4 ft. in the Sw. for a solo, with a Dulciana in the Ch. for the accompani- 
ment, may happen to be inadequate for the desired effect. In this event, 
is is advisable to add a Cornopean and possibly a Voix Céleste in the Sw., 
and a Melodia or a Viol d’Amour in the Ch. Ordinarily, the addition of 
these stops materially changes the tone-color of the combinations; never- 
theless, the musical effect to the auditor in the large auditorium, when 
these stops are added, is nearer the desired effect than if they were 
omitted. 

Again, a Stopped Diapason (Gedeckt) and a Violina with the Tremolo 
is effective for a certain passage, when it is played on a medium-sized 
organ in a medium-sized auditorium. ‘This same combination on a 
large four-manual organ in a large church is frequently most ineffective. 
If one adds a Salicional and a Flute 4 ft. the effect of the combination 
is much improved. By adding the Salicional the eight-foot tone of the 
combination is made a little firmer, and by adding the Flute the four- 
foot tone of the combination is brightened. The effect of the whole 
combination (St. Diapason, Salicional, Flute 4 ft. and Violina) in the 
large auditorium is soft and buoyant, as desired, and yet it is not too 
strong for the particular passage, as would be the case on the smaller 
organ in the smaller auditorium. 

The foregoing remarks relative to the voicing of some of the stops 
in large organs, which are, to a certain extent, critical, are inserted solely 
for the purpose of explaining to the student the reasons for certain 
necessary changes of registration when compositions are played in large 
auditoriums. 

There is another phase of the subject which is very interesting and 
more than compensates for the necessity of changing the combinations in 
the large auditoriums. The increased distance between the pipes and 
the auditors in large churches and halls, to which reference is made 
above, together with the increased reverberation and a slight echo (if 
these be not too great), exert an influence on the tone of many combina- 
tions which is oftentimes very pleasing and must not be underestimated. 
Many combinations of stops produce a more pleasing effect in the large 
auditoriums than in the small auditoriums, provided the relative power 
of the dividual stops is such that the proper balance of tone-color is 
preserved in the combination. A loud four-foot stop combined with a 
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soft eight-foot stop which sounds unsatisfactory in a small auditorium 
does not sound any better in a large auditorium. Distance fails to “lend 
enchantment ” to any combination which is inherently objectionable. 


SPECIFICATION OF A FouR-MANUAL ORGAN 


77 Speaking Stops, 28 Couplers, 14 Pedal Movements, 
84 Adjustable Combination Pistons (non-movable) 


FOURTEEN STOPS 


1. Double Diapason 16 ft. 8. Gamba 8 ft. 
2. First Diapason 8 ft. 9. Harmonic Flute 4 ft. 
38. Second Diapason 8 ft. 10. Octave 4 ft. 
4. Third Diapason 8 ft. 11. Twelfth 2% ft. 
5. Gross Flute 8 ft. 12. Fifteenth PA ane 
6. Doppel Floete 8 ft. 13. Mixture IV Rks. 
7. Gemshorn 8 ft. 14. Trumpet 8 -it. 
SWELL ORGAN, EIGHTEEN STOPS 
15. Bourdon (treble and bass)16 ft. 24. Octave 4 ft. 
16. Diapason Phonon 8 ft. 25. Flauto Traverso 4th. 
17. Spitz Floete : ft. 26. Violina 4 fé. 
18. Viol d’Orchestre 8 ft. 27. Flautino Ott: 
19. Voix Céleste 8 ft. 28. Dolce Cornet III Rks. 
20. Hohl Floete 8 ft. 29. Contra Fagotto 16 ft. 
21. Gedeckt 8 ft. 380. Cornopean 8 ft. 
22. Salicional 8 ft. 31. Oboe Cmft, 
23. AXoline 8 ft. 32. Vox Humana 8 ft. 
Tremolo 
CHoir ORGAN, FouRTEEN SToPs 

83. Dulciana 16 ft. 41. Quintadena 8 ft. 
34. Diapason 8 ft. 42. Flute d’Amour A ft. 
35. Melodia 8 ft. 438. Fugara A ft. 
86. Gedeckt 8 ft. 44. Piccolo 2 ft. 
87. Flute Céleste 8 ft. 45. Clarinet 8 ft. 
88. Viol d’Amour 8 ft. 46. Physharmonica 8 ft. 
39. Dulciana 8 ft. Tremolo 

40. Unda Maris 8 ft. 

Soto OrGAN, E1cHtT Stops (on a high pressure) 

. Stentorphone 8 ft. 61. Flute Ouverte 4 ft. 
erdonie 8 ft. 52. Tuba Mirabilis 8 ft. 
49. Gross Gamba 8 ft. 53. Orchestral Oboe Sut: 
50. Gamba Céleste 8 ft. 54. Chimes 

Tremolo 
EcHo ORGAN, SEVEN STOPS 

. Echo Bourdon 16 ft. 59. Wald Floete A ft. 
ee Lieblich Gedeckt 8 ft. 60. Vox Humana 8 ft. 
57. Muted Viol 8 ft. 61. Harp 
58. Viol Céleste 8 ft. Tremolo 


GREAT ORGAN, 
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PEDAL ORGAN, FOURTEEN STOPS AND Two BorRROWED STOPS 
62. Double Diapason 32 ft. 70. Dulciana 16 ft. 
68. Contra Bourdon 32 ft. 71. Octave Sekt 
64. First Diapason (wood) 16 ft. 72. Gedeckt 8 ft.. 
65. Second Diapason (metal)16 ft. 73. Cello 8 ft. 
66. Violone : 16 ft. 74. Quint 10% ft. 
67. Bourdon 16 ft. 75. Contra Trombone 82 ft. 
68. Lieblich Bourdon (from 76. Trombone 16 ft. 
Sw.) 16 ft. 77. Trombe 8 ft. 


69. Echo. Bourdon (from 


Echo) 


Swell to Great 
Swell to Great 


16 ft. 
CouPLERS, THIRTY-ONE 


Great to Pedal 


. Choir to Great 


Solo on Echo off (or 
Echo on Solo off) 


Swell to Great 4 ft. Choir to Great 16 ft. Echo to Great 
Swell to Swell 16 ft. Choir to Choir 4 ft. Echo to Swell 
Swell to Swell 4 ft. Choir to Pedal Echo to Choir 
Swell to Choir Solo to Great Echo to Pedal 
Swell to Choir 4 ft. Solo to Swell Echo to Echo 16 ft. 
Swell to Pedal Solo to Choir Echo to Echo A ft. 
Swell to Pedal 4 ft. Solo to Pedal Chimes to Pedal 
Great to Swell Solo to Solo 16 ft. Chimes to Great 
Great to Solo Solo to Solo A ft. 
ADJUSTABLE COMBINATION PISTONS, THIRTY-FOUR 


(non-movable) 


Six and Release for Great and 


eda 
Eight and Release for Swell and 
Pedal 
Three and Release for Solo and 
Pedal 


Four and Release for Choir and 


eda 

Three and Release for Echo and 
Pedal 

Five and Release for Pedal 

Five and Release for Whole Organ 

General Release 


PEDAL MovEMENTS AND COMBINATION PEDALS, THIRTEEN 
(Fixed combinations) 


Sforzando — Full Organ with all 
Couplers 

FF Great and Pedal 

F Great and Pedal 

FF Swell and Pedal 

F Swell and Pedal 

F Pedal 

P Pedal 


Great to Pedal (Reversible) 
Grand Crescendo (Full Organ with- 
out Tuba and Octave Couplers) 
General Release for all Pedals 
Crescendo Pedal for Swell 
Crescendo Pedal for Choir 
Crescendo Pedal for Solo and Echo 


In this organ the Combination Pedals are presumed to be non- 
adjustable and are presumed to bring on the following combinations: — 


FF Gt. Full Gt. with all Ped. stops except the reeds (Nos. 75-77). 


F Gt. 
and 73. 


Gt. to Octave (stops Nos. 1-10) with Ped. stops Nos. 64-67, 72 
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FF Sw. Full Sw. with Ped. stops Nos. 66, 67, 70 and 72. 
F Sw. 8 and 4 ft. with Oboe (stops Nos. 16-18, 21-26 and 31) with 


Ped. stops Nos. 67 and 72. 


F Ped. Full Ped. 
P Ped. Bourdon and Gedeckt (Nos. 67 and 72). 


The Combination Pistons are adjustable for any conceivable combina- 
tion of stops. For our present purpose they should be adjusted as 


follows: — 


Gt. No. 
Gt. No. 
Gt--ENo: 
Gt. No. 


wn 
° 
Zz 
Os 
wn op 


rm oo bo 


d 

oO 

= 

Zz 
segooos 
orP orp hb 


Stops Nos. 6 and 9 with Ped. Bourdon (67). 

Stops Nos. 5-9 with Ped. stops Nos. 67 and 72. 

Stops Nos. 3-9, with Ped. stops Nos. 66, 67, 72 and 73. 

Stops Nos. 1-7, and 9, with Ped. stops Nos. 68-67, 72 
and 78. 

Stops Nos. 3-6, 9 and 14, with Ped. stops Nos. 66, 67, 
72 and 73. 

Full to Fifteenth (stops Nos. 1-12) with Ped. stops Nos. 
63-67, 70-73. 

Gedeckt and Salicional (stops Nos. 21 and 22). 

Gedeckt, Salicional, Flute 4 ft. and Violina (stops Nos. 21, 
22, 25 and 26), with Ped. stop No. 67. 

8 and 4 ft. stops without reeds (stops Nos. 16-18, 20-22, 25 
and 26), with Ped. stops Nos. 67 and 72. 

Special combination to be adjusted when desired. 

Full to 2 ft. without reeds (stops Nos. 15-18, 20-27), with 
Ped. stops Nos. 66, 67, 70 and 72. 

Reeds (stops Nos. 30 and 31), and stops Nos. 18, 20-23, 25 
and 26, with Ped. stops Nos. 66, 67, 70 and 72. 

Full without Contra Fagotto and Mixture (stops Nos. 15- 
18, 20-27, 30 and 31), with Ped. stops Nos. 66, 67, 70 
and 72. 

Full Sw. and Sw. to Sw. 16 and 4 ft. Couplers, with Ped. 
stops Nos. 66, 67, 70, 72 and 73. 

Stops Nos. 35 and 42. 

Stops Nos. 35, 36, 39, 42 with Ped. stop No. 67. 

Stops Nos. 34-36, 38, 39, 42 and 43, with Ped. stops Nos. 
67 and 72. 

Stops Nos. 33-36, 38-44,with Ped. stops Nos. 66, 67,70 and 72. 

Stops Nos. 48 and 51. 

Stops Nos. 47-49, 51 and 52. 

Stops Nos. 47-49, 51 and 52 with So. to So. 16 and 4 ft. 
and Gt. to So. Couplers. 

Stops Nos. 57 and 58 with Ped. Echo Bourdon (69). 

Stops Nos. 56 and 60, with Ped. Echo Bourdon (69). 

Stops Nos. 59 and 60, with Ped. Echo Bourdon (69). 

Stops Nos. 66, 67 and 70. 

Stops Nos. 64, 67, 70 and 72. 

Stops Nos. 64-67, 70 and 72. 
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Ped. No. 4. Stops Nos. 63-67, 70 and 72. 

Ped. No.5. Full without reeds (stops Nos. 62-74). 

Whole Organ No.1. Diapasons and Flutes; stops Nos. 1-6, 9, 15-17, 20, 
21, 25, 35, 36, 42, 47, 48, 51, 62-67, 70-73 with 
Couplers, So., Gt., Sw., and Ch. to Ped.; So., 
Sw., and Ch. to Gt.; Sw. and Ch. to Gt. 16 ft. 

nole Organ No.2. The combinations of “F Gt.,” and “F Ped.” (see 

above) with Sw. to Gt., Sw. and Gt. to Ped. 

Whole Organ No. 3. The combinations of “F Gt.,” “FF Sw.,” “F So.” 
and “F Ped.” with Sw. to Gt., So. to Gt., Sw. 
to Gt. 16 and 4 ft., Gt., So. and Sw. to Ped. 

Whole Organ No. 4. To be adjusted for any special composition. 

Whole Organ No. 5. To be adjusted for any special composition. 


SEVEN ORGAN COMPOSITIONS FOR WHICH REGISTRATION IS SUGGESTED FOR 
THE ABOVE FOUR-MANUAL ORGAN 


Homer N. Bartlett Toccata in E 

F. de la Tombelle Marche Pontificale 

M. E. Bossi Scherzo in G-minor 

Josef Rheinberger Vision in D-flat 

Louis Thiele Concert Satz in E-flat minor 
W. T. Best Pastorale in G. 

Alfred Hollins Concert Rondo 


Homer N. BARTLETT, * TOCCATA IN E 


Prepare: Gt. F Combination Pedal (to Octave); Sw. Draw Voix 
Céleste and Gedeckt, and put on FF Sw. (Full Sw.) Combination Pedal; 
Ch. Draw Melodia and Gedeckt, and Piston No. 2 (swell open); So. 
Stentorphone, Philomela, Gross Gamba and Flute Ouverte 4 ft. 
(swell slightly open); Echo, Vox Humana and Lieblich Gedeckt; Ped. 
Bourdon; Sw. to Gt. and Gt. to Ped. 

As the combination movements of this organ do not move the draw- 
stops, the small combinations of stops on the Sw., Ch. and Ped., which 
are required in the middle section of the composition, can be prepared 
at the outset. When the combination movements are released, the draw- 
stops remain as prepared. 

Play the first two pages with the organ as prepared. Beginning with 
the Sw. swell closed, the crescendi and diminuendi can be made by means 
of the swell pedal. On page 4, the changes which are indicated require 
no change of stops, except to put off the Gt. to Ped. On some organs 
it is unnecessary to put off the Gt. to Ped. at this point, as the next 
three Ped. notes are with chords (L. H.) on the Gt. In the third brace, 
draw the Gt. to Ped. again (if it has been previously put off). At the 
top of page 5, put off the Gt. to Ped. The short Ped. notes generally 
sound all right with the Ped. combination which is included in the F Gt. 
Combination Pedal. If these Ped. stops are too loud, one can put off 


* This registration is intended specifically for the organ whose specification is 
given on page 215, 
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the F Gt. Combination Pedal, thus leaving only the Ped. stops which are 
included in the FF Sw. Combination Pedal. If the F Gt. Pedal is put 
off, it must be put on again at the second measure of the third brace 
(page 5). At the bottom of page 6, where the Full Organ is indicated, 
open the Grand Crescendo full. 

On page 7, the single half-note chords, which are indicated for the 
Sw., are effective if played on the Solo (as prepared). For the last 
three measures of page 7 (“‘Sw. or Ch.’”), push General Release, Ped. 
Release, and Ch. Piston No. 1. While playing the three measures on 
the Ch., put off the Gt. to Ped. (foot). At the top of page 8, push Whole 
Organ Piston No.1. At the return of the first theme (last measure of 
the upper brace), push Whole Organ Piston No. 2, which gives F Gt. 
and Full Sw. At the first measure of the third brace on page 9, open 
the Grand Crescendo full. No other changes except the use of the swell 
pedal are necessary until the Trio is reached. 

While holding the chord before the double bar, push the General Re- 
lease and the Ped. Release. This releases all the combination movements 
except the Grand Crescendo. The draw-stops which were prepared at the 
outset give the necessary combinations for the following phrases; viz., 
Sw. Voix Céleste and Gedeckt; Echo, Vox Humana and Lieblich 
Gedeckt; Ch. Melodia and Gedeckt; Ped. Bourdon. Before playing the 
Trio, close the Grand Crescendo. While playing the first eight meas- 
ures of the Trio on the Sw., the Gt. to Ped. can be put off by the foot. 
The second eight measures of the Trio can be played on the Echo. The 
third eight measures (indicated “ Mf”) can be played on the Sw. 
(partly open). The fourth eight measures (indicated “Vox Hu- 
mana PPP”) can be played on the Echo, after putting off the Gedeckt 
(ad lib.). This antiphonal effect between the Sw. Voix Céleste and the 
Echo Vox Humana is generally pleasing. If it is not to the taste of 
the performer, the whole thirty-two measures can be played on the 
Sw., varying the combination for each period of eight measures. 

At the top of page 12, the two measures reminiscent of the first theme 
should be played on the Sw., after putting on the F Sw. Combination 
Pedal (8 and 4 ft. with Oboe). The next eight measures of the Trio 
theme should be played on the Echo. The next two measures, reminis- 
cent of the first theme, are indicated for a solo stop (R. H.). This 
phrase is effective if the R. H. is played on the Ch. and the L. H. on 
the Sw. It may be necessary to put off the F Sw. Pedal and put on Sw. 
Piston No. 2. Another eight measures of the Trio theme on the Echo 
are followed by four measures (Lento) modulating for the return of the 
first theme. These four measures can be played on the Ch. (as indi- 
cated). Just before beginning the Tempo 1, push Whole Organ 
Piston No. 1. This gives the Diapasons and Flutes of the Gt., Sw., Ch. 
and Ped., with the necessary couplers. Four measures later, at the 
return of the original key (E), push Whole Organ Piston No. 3, which 
gives a good combination for the next two pages. At the bottom of 
page 14 (indicated “FF ”), open the Grand Crescendo full. For the 


last two braces (“Finale”), use the Sfz. 
It is obvious that an endless number of variations of this registra- 
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tion are possible on such an organ. To attempt to indicate many of 
these would be confusing to the student, therefore I will only call atten- 
tion to a variation in the method of registering a composition on such 
an organ. Some organists, when about to play a composition on an organ 
of this character, adjust nearly every important change of stops on the 
combination pistons. This is certainly convenient after the pistons have 
been adjusted, but if this method is followed for every composition of 
a program, the delay between the compositions, while the organist is 
adjusting the several pistons, becomes annoying to the audience after 
two or three such delays. If all the pistons are adjusted to useful 
combinations before beginning a program, most of the registration of 
the whole program can be easily done without further adjustment. 
If, however, some special changes of stops are too complicated to be 
made easily, within the time allowed by the rests in the composition, those 
changes can be adjusted on pistons before beginning the composition. 

In considering the registration suggested above, it must be remem- 
bered that in this organ all combination movements are supposed to be 
of the non-movable type, having no effect on the draw-stops. Several 
changes in the method of obtaining the smaller combinations of the Trio 
would be necessary if the combination movements were of the movable 
type. 


F. DE LA TOMBELLE, * MARCHE PONTIFICALE 


Prepare: Gt. Second Diapason, Gross Flute and F Gt. Combination 
Pedal; Sw. Oboe, Voix Céleste and Gedeckt, with Piston No. 6; Ch. 
Piston No. 2; So. Philomela, and Flute Ouverte 4 ft.; Ped. Violone, 
Dulciana, Bourdon and Gedeckt; Sw. to Gt., Gt. and Ch. to Ped. 

Play the first sixteen measures on the Gt. (F), or, if the performer 
prefers, the Grand Crescendo full can be used, as the printed indication 
is “FF.” The subsidiary theme of twelve measures which follows 
should be played on the Sw. reeds as prepared. For the return of the 
first theme (twelve measures), use Grand Cresc. open full. For the 
second subsidiary theme (D-minor), close the Grand Cresc., put off the 
F Gt., the Gt. to Ped., and play on the Ch. (as indicated). After twelve 
measures of this theme, add Gt. to Ped., and play on the Gt. For the 
long crescendo to FF, use the Grand Crese. (gradually) to full for the 
return of the first theme (FF). 

For the middle section (“Cantando”), put off all the combination 
movements by means of the 00 and the Pedal Release. The Sw. com- 
bination prepared at the outset is effective for the R. H. part of this 
section. The L. H. part, which is rhythmic rather than melodic, ought 
to stand out quite prominently. .If this is played on the So., it is gen- 
erally effective. If, however, the So. combination is unsatisfactory, 
one can play this L. H. part on the Gt. as prepared at the outset. After 
sixteen measures of this theme, the L. H. part becomes harmonic, and 
should be played on the same manual as the R. H. After four measures, 


* This registration is intended specifically for the organ whose specification is 
given on page 215. 
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the repetition of the theme should be played on the Ch. as indicated. 
The rhythmic figure in the Ped. should be prominent. For this purpose, 
choose one of the following three additions; viz., Ped. Octave, So. to Ped., 
or Gt. to Ped. After eight measures of this theme, add FF Sw. After 
four more measures, add the Gt. to Ped. (if it is not already on), and 
play on the Gt. After four measures, add Whole Organ Piston No. 1. 
After four measures, add Whole Organ Piston No. 2, and gradually open 
the Sw. swell and the Grand Crese. At the return of the first theme 
(FF), have the Grand Cresc. open full. For the last five measures, use 
the Sfz. eg 

For a variation of this registration, the middle section can be played 
on the Sw. with the So. to Sw. and So. Gamba added to the combination 
mentioned at the outset, in which case the rhythmic figure in the L. H. 
must be played on the Gt. 


M. BE. Bossi, * SCHERZO IN G-MINOR 


Prepare: Gt. Gross Flute, Doppel Floete and Flute 4 ft.; Sw. Oboe, 
Voix Céleste, and FF Sw. Combination Pedal; Ch. Melodia, Gedeckt and 
Flute d’Amour; So. Philomela; Ped. Bourdon and Gedeckt; No couplers. 

Play the first page on the Sw. (closed). In the last measure of the 
upper brace of the second page, and in the three succeeding measures, 
play the L. H. broken octaves on the Gt., and the rest of the notes on 
the Sw. Before the last two sixteenth-notes in the third measure of the 
middle brace, open the Grand Cresc. a little less than one-half (which 
generally includes one or two of the Diapasons, etc.), and play on the 
Gt. Also add the Gt. to Ped. At the top of page 8, open the Grand 
Crese. a little more (to include Full Sw. and Gt. Octave). At the 
measure indicated “FF,” open the Grand Cresc. full, and play five 
measures. At the rests previous to the return of the first theme, close 
the Grand Crescendo. Play on the Sw. (closed), as at first. In the 
next to the last measure in the upper brace of page 4, and in the three 
succeeding measures in the middle brace, the single B-flats in the L. H. 
part are indicated for the Gt. They are like horn notes, and are gen- 
erally effective when played on the three stops which were prepared on 
the Gt. If this combination is not loud enough, the Third Diapason 
should be included at the outset. 

For the second theme, beginning in the last measure of the middle 
brace (page 4), release all combinations by means of the Pedal Release 
and the General Release, add the Vox Humana in the Sw., and play both 
hands on the Sw. (Oboe, Voix Céleste and Vox Humana). The stac- 
cato broken octaves in the R. H. should be played on the So. This al- 
ternation of the R. H. part between the Sw. and the So. should con- 
tinue until the third measure of the middle brace of page 5, when Whole 
Organ Piston No. 1 should be pressed. Play both hands on the Gt. for 
four measures. Add Whole Organ Piston No. 2, and continue on the 
Gt. Gradually open the Sw. swell until the fifth measure of the middle 


* This registration is intended specifically for the organ whose specification is 
given on page 215. 
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brace of page 6. At this point, open the Grand Crescendo full. At the 
last count of the first measure of the middle brace of page 7, close the 
Grand Crescendo. At the last count of the third measure of this brace, 
push Whole Organ Piston No. 1. One measure later, push the General 
Release. Continue both hands on the Gt. until the second measure of 
the lower brace (dim. sempre). Play the R. H. on the Ch., and, 
during the rests (L. H.), put off the Sw. Vox Humana and add the 
Cornopean. The three sustained notes in the L. H. are effective when 
played on this combination in the Sw., the R. H. remaining on the Ch. 
If the Gt. to Ped. is on, it should be put off before the following Ped. 
note. During the rests, while the B-flat is sustained in the Ped., push 
Sw. 3. Play both hands on the Sw. for two measures. Put off the 
Cornopean, Oboe and Voix Céleste. Continue on the Sw. and push suc- 
cessively Sw. Nos. 2 and 1. 

At the rests, before the return of the first theme (Tempo 1°), put on 
FF Sw. Play both hands on the Sw. (closed). At the top of page 9, 
the L. H. part can be played on the Gt. (ad lib.), with the R. H. on the 
Sw. (if the original combination on the Gt. has been changed, it should 
be returned during previous rests). At the last measure of the upper 
brace of page 9, and in the five succeeding measures, the broken octaves 
in the L. H. should be played on the Gt. and all the other notes on the 
Sw. At the last two notes of the middle brace, push Whole Organ Piston 
No. 1, and play both hands on the Gt. Gradually open the Grand Cres- 
cendo to full at the FF (middle brace of page 10). For the last measure 
of the middle brace, close the Grand Crescendo. Play the first two 
measures of the lower brace on the Ch. (with a ritard). During these 
two measures, push General Release and Pedal Release, and prepare Sw. 
Oboe, Vox Humana and Voix Céleste. For the next two braces of the 
second theme, play, as previously, all on the Sw., except the broken 
octaves in the R. H., which should be played on the So. At the fourth 
measure of the middle brace of page 11, a gradual but somewhat rapid 
crescendo to Full Organ begins. To obtain this crescendo, open the 
Grand Crescendo about one-third, play the R. H. on the Gt., and the 
L. H. on the Sw., for two measures. As the staccato notes in the R. H. 
cease, play both hands on the Gt. and gradually open the Grand Cres- 
cendo to full for the FF. The last four measures (Maestoso) can be 
played with the Sfz. 


JOSEF RHEINBERGER, * VISION IN D-FLat 


Prepare: Gt. No stops; Sw. Gedeckt, Salicional, Flute 4 ft. and 
Violina; Ech. Lieblich Gedeckt and Vox Humana; Ped. Ech. Bourdon; 
Sw. to Gt. and Ech. to Ped. 

The first ten measures of this composition are indicated “ PP,” the 
next four measures “FF,” the next eight “ PP,” and the following 
measures “FF.” It seems to me that this contrast between pianissimo 
and fortissimo is not pleasing. I have always preferred a forte com- 


*This registration is intended specifically for th 
given on page 215. P y for the organ whose specification is 
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bination of Diapasons and Flutes instead of the fortissimo which is 
. indicated. 

I suggest that one play the first ten measures on the Echo. By add- 
ing Whole Organ Piston No. 1, during the rest (Ped.) of the tenth 
measure, a good Diapason and Flute combination on the Gt., Sw. and 
Ped. is obtained for the following four measures. If the So. Stentor- 
phone is too loud for this combination, the So. to Gt. Coupler can be 
taken off of the combination, at the outset, by means of the combination 
adjuster. (Note: If the couplers cannot be adjusted on the combination 
pistons, as is the case in some organs, the Gt. to Ped. should be drawn 
at the outset, and left on all through the composition. As no stops on 
the Gt. are drawn, this coupler does not cause any inconvenience during 
the PP phrases, which are played on the Echo.) 

At the rest (L. H.) in the fourteenth measure, push 00 and play on 
the Ech. For measure 23, push Whole Organ Piston No. 1. During the 
next eight measures, the Grand Cresc. can be slowly opened about one- 
third, and closed again, which will give a slight crescendo and dimin- 
uendo. At any one of the L. H. rests in this phrase, draw the Hch. 
Wald Floete. At the rest (L. H.) in measure 38, push 00, and play on the 
Ech. At measure 438, push Whole Organ Piston No. 1, and play on the Gt. 
At the second count of measure 46, push 00, and play on the Ech. At meas- 
ure 49, put off the Ech. Wald Floete. At the rest (L. H.) in measure 51, 
push Sw. 3, and play on the Sw. At the last count of the following 
measure, push Sw. 0, and play on the Ech. On the A-natural in meas- 
ure 55, add the Unda Maris. During the rests (R. H.) in measure 59, 
put off the Vox Humana. At the rest in measure 64, put off the 
Lieblich Gedeckt, thus leaving the Unda Maris alone. For the last two 
measures use the Muted Viol. 

The above registration is planned for antiphonal effects between the 
Ech. Vox Humana and the Diapasons and Flutes of the main organ. 
A somewhat similar effect, though not antiphonal, can be secured 
by drawing at the outset the Sw. Vox Humana and Gedeckt, Ped. Bour- 
don, and Sw. to Ped., and adjusting on one of the Gt. pistons the Dia- 
pasons and Flutes of the Gt. and Ped., without any Sw. stops or the 
Sw. to Gt. Coupler. All the phrases indicated above for the Ech. can 
then be played on the Sw., and the Gt. can be used as indicated. 


Louis THIELE, * CONCERT SATZ IN E-FLAT MINOR 


Prepare: Gt. Piston No. 4; Sw. Piston No. 7 (closed); So. Full ex- 
cept reeds; Ped. Piston No. 4; Sw. and So. to Gt., Sw. and Gt. to Ped. 

Play the first page with both hands on the Gt. At the rests in the 
last measure of the upper brace of page 4, add FF Sw. In the second 
brace play the fourth, fifth and sixth measures on the Sw. Return to 
the Gt. in the last measure of the brace, the L. H. on the first count, 
and the R. H. on the second count. At the next to the last measure on 
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page 5, add F Gt. In the sixth measure of the upper brace on page 6, 
open the Sw. swell. Open the Grand Crescendo full at the last 
measure. At the rests in the next to the last measure of the second 
brace, close the Grand Crescendo. At the fifth measure of the lower 
brace on page 8, open the Grand Crescendo full. At the rests in the 
fourth measure of the upper brace of page 9, close the Grand Crescendo. 
In the second brace, play the three measures on the Sw. as indicated. 
Return to the Gt. at the fourth measure. In the lower brace of page 10, 
where the key changes to E-flat major, add Whole Organ Piston No. 3. 
On page 11, at the fifth measure (piu animato), open the Grand Cres- 
eendo three-quarters. At the fourth measure of the third brace, open 
the Grand Crescendo full. Put on the Sfz at the A-fiat in the Ped. 
of the next to the last measure of the composition. On some organs the 
Sfz can be used for the last nine measures, but the Tuba is occasionally 
too loud for the triple trill. 

As this composition is planned for massive effects, there is little or no 
opportunity to use combinations of distinctive color. The use of the 
larger combinations and Full Organ can be varied but a little, 


W. T. Best, * PASTORALE IN G 


Prepare: Gt. Gross Flute, Doppel Floete and Flute 4 ft.; Sw. Oboe 
and Flute 4 ft. Adjust Sw. Piston No. 4 as follows: Bourdon, Gedeckt, 
Flute 4 ft., Flautino and Tremolo; Ch. Viol d’Amour and Dulciana 
(open) ; Ped. Bourdon and Gedeckt; Sw. to Gt. and Gt. to Ped. 

Play the first eight measures with both hands on the Sw. Put off 
the Oboe, and play both hands on the Gt. for twelve measures. Add 
the Voix Céleste, and play both hands on the Sw. for eight measures. 
Play the next two measures on the Ch. Put off the Voix Céleste, add 
Sw. 2, and play both hands on the Sw. for eight measures (second page). 
Play the next seven measures (to the double bar) on the Gt. Push 
Whole Organ Piston No. 2, and play both hands on the Gt. until the three 
measures rest at the bottom of the third page. During this rest push 
the General Release, put off the Gross Flute and Flute 4 ft. in the Gt., and 
open the Grand Crescendo full. Play three measures on the Gt. Close the 
Grand Crescendo, and push Sw. Piston No. 4. Play five measures on the 
Sw. Push the Sw. Release, add the Voix Céleste, and play two measures on 
the Sw. Play two measures on the Ch. Open the Grand Crescendo full, 
and play three measures on the Gt. At the rests, close the Grand Cres- 
cendo, put off the Voix Céleste, and push Sw. Piston No. 4. Play five 
measures on the Sw. At the last note on the fourth page (indicated 
“Ch. Voix Céleste”), push Sw. Release, add Voix Céleste, and play two 
measures on the Sw. Play two measures on the Ch., two measures on 
the Gt., and two measures on the Ch. Play six measures on the Sw., and 
one measure on the Ch. Play one measure on the Sw. with the Oboe 
alone, and two measures on the Sw. with Gedeckt and Tremolo. While 
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holding this sustained chord, prepare Gt. Gross Flute, Doppel Floete and 
Flute 4 ft., as at first. 

At the return of the first theme (A Tempo), use Sw. Oboe and Flute 
(as at first) for eight measures. Play the next fourteen measures on 
the Gt. At the rest in the last measure of the middle brace, on the 
sixth page, push Sw. 2 and continue on the Gt. for four measures. Play 
four measures on the Sw.’ The first six measures of the last page 
should be played on the Gt. Push Sw. Release during the rests in the 
L. H. Play the L. H. figure of the next three measures on the Sw. 
(Oboe and Flute 4 ft.). Put off the Gt. to Ped. and Ped. Gedeckt. 
Continue the L. H. melody on the Sw., and play the R. H. on the Ch. 
If the Viol d’Amour is too loud with the swell closed, use only the 
Dulciana with the swell partly open. As an eight-foot stop is indicated 
for the next few Ped. notes, play them 8va on the Bourdon, which 
gives the same effect. At the sixth measure from the end, play both 
hands on the Sw. with Salicional only. The last two staccato chords 
are indicated for the Oboe. This stop can be added, or the chords can 
be played on the Salicional, according to taste. The last two Ped. notes 
are indicated “16 ft.” The Bourdon (loco) is satisfactory. 


ALFRED HOLLINS, * CONCERT RONDO 


Prepare: Gt. Gross Flute and Piston No. 1; Sw. Piston No. 3 and F 
Sw. Comb. Pedal (open); Ch. Melodia, Gedeckt, Flute 4 ft. and Clarinet 
(open); So. Philomela, Orchestral Cboe and Flute Ouverte 4 ft.; Ped. 
First Diapason, Bourdon and Gedeckt; Sw. to Gt. and Sw. to Ped.; 
Grand Crescendo open full. 

Play the first eight measures on the Gt. Close the Grand Crescendo, 
and play nine measures on the Sw. For the first theme (second page), 
the solo is indicated “ Ch. Flutes and Clarinet,” which was prepared at 
the outset. For the L. H. accompaniment on the Sw., 8 and 4 ft. without 
Oboe (Sw. 3 after F Sw. Pedal has been put off) is generally satisfac- 
tory. If the Clarinet combination of the Ch. is somewhat loud, even 
with the Ch. swell closed, the F Sw. Pedal can be left on, thus adding 
the Oboe to the other combination. The staccato Ped. notes on this page 
are sometimes a problem. The Ped. First Diapason (wood) is frequently 
too ponderous, even if the notes are played very staccato, and the 
Second Diapason (metal) is out of the question. Sometimes the Ped. 
Octave (frequently called “ Flute”) can be used with the Bourdon and 
Gedeckt for these notes. Occasionally the Gt. to Ped., with the Doppel 
Floete drawn on the Gt., added to the Bourdon and Gedeckt, is a satis- 
factory combination. 

At the rest in the L. H., in the second measure at the bottom of page 2, 
push Gt. Piston No. 3, play the L. H. chord on the Gt., and put on the 
Gt. to Ped. (foot). In the next measure, the R. H. should also play on 
the Gt. At the rest in the last measure of the third brace of page 3, 
push Gt. Piston No. 1, and add Sw. Cornopean. The following six 
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manual changes, which are indicated “III” and “I” (Sw. and Ch.), 
can be followed, after the Clarinet has been put off. There is a little 
more decided character in the Flutes (8 and 4 ft.) on the Gt. than in the 
corresponding stops on the Ch., hence I suggest the substitution of Gt 
for Ch. (after the Sw. to Gt. Coupler has been put off) for these six 
changes. The Ped. First Diapason (or the Gt. to Ped., if it is on) must be 
put off before the short Ped. notes are played. At the fifth measure of the 
second brace of page 4, with the R. H. on the Sw., the L. H. can draw the 
Clarinet (if it has been put off). The next eight measures of the L. H. 
are indicated for the Ch. A little variety is obtained by playing this 
L. H. passage on the So. as prepared at the outset. At the rest in the 
second measure at the bottom of page 4, push Gt. 3, add FF Sw. 
(pedal), and Sw. to Gt. Play the L. H. on the Gt. and the R. H. on the 
Sw. for the following four measures. Play four measures on the Sw. 
At the end of the upper brace of page 5, add F Gt. (pedal) and Gt. to 
Ped. Play the balance of the page with both hands on the Gt. At the 
rest at the end of the page, the Pedal Release throws off both combina- 
tion pedals at once, leaving on Gt. Piston No. 3 for the next page. Play 
both hands on the Gt. At the third measure of the third brace on page 6, 
push Gt. Piston No. 2, and add Sw. Oboe (if it is not already on). Play 
both hands on the Sw. Put off the Gt. to Ped. (foot) during the rests 
in the Ped. part. At the rest in the second measure at the bottom of 
the page, push Gt. 3, draw Gt. to Ped. (foot), and play both hands on 
the Gt. for six measures. Play two measures on the Sw. and two meas- 
ures on the Gt. Push Sw. Piston No. 8, put off the Gt. to Ped., and 
play two measures on the Sw. to the holds. 

The next passage is a return of the first theme. This can be played 
as at first, or, for the sake of a little variety, one can add the So. to Ch. 
coupler, the Ped. First Diapason, and open the Sw. swell. ‘These addi- 
tions make the solo and accompaniment a little stronger than at first. 
Play the R. H. solo on the Ch. and the L. H. accompaniment on the Sw. 
In the last measure at the top of page 8, add F Gt. (pedal) and the Gt. 
to Ped. At the beginning of the second brace, play both hands on the 
Gt. as far as the double bar at the top of page 9. 

Before playing the following middle section (in E-flat), release all 
combinations by the Pedal Release and the General Release (00); put 
off Sw. to Gt., Sw. and Gt. to Ped. and Ped. First Diapason; and draw 
Sw. Vox Humana, Voix Céleste, and Oboe. Play both hands on the Sw. 
(closed). At the rest at the end of page 9, prepare Gt. Doppel Fioete 
only. On page 10, play the R. H. obligato on the Gt. and the L. H. 
chords on the Sw. The Flauto Traverso 4 ft. can be added to the Sw. 
combination if desired. For the last two measures of the page, add 
Sw. Piston No. 2, and play both hands on the Sw. as indicated. For the 
diminuendo at the top of page 11, put off the Oboe and Vox Humana 
during the rest (L. H.). At the rests during the ritard, in the first 
measure of the second brace, draw Sw. to Gt. and Sw. to Ped. Before 
playing the second measure, push Gt. 3, and put on FF Sw. (pedal). 
Play the R. H. on the Gt. and the L. H. on the Sw. In the third brace, 
draw the Gt. to Ped. and play both hands on the Gt. At the last 
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measure of the brace (sempre Cresc.), add F Gt. (pedal). In the third 
brace of page 12, gradually open the Sw. swell. In the lower brace 
gradually open the Grand Crescendo to full on the last chord. While 
holding this chord, release F Gt. pedal, put off Gt. to Ped., and close 
the Sw. swell. After the chord, close the Grand Crescendo, put on So. 
Piston No. 3 and Gt. to So. Coupler. At the top of page 13, play the 
R. H. on the Gt. (Piston No. 3 being on) and the L. H. on the Sw. 
(FF Sw.). At the fourth measure of the second brace, push Whole 
Organ Piston No. 2 and play both hands on the Gt. Gradually open 
all the swells. At the top of page'l4, put on FF Gt. (pedal), and play 
R. H. on the Gt. and L. H. on the So. In the middle brace (second meas- 
ure), play both hands on the Gt. In the lower brace and at the top of 
the last page, alternate between the So. (“IV”) and the Gt. (“II”), 
as indicated. At the third measure of the middle brace (last page), 
put on the Sfz. 

In playing a composition of the character of this Rondo on various 
four-manual organs, even if each organ has about the same specification 
as the organ which we are now considering, quite a number of modifica- 
tions of the indicated registration are often necessary, in order to obtain 
the intended effects. As I have stated several times in previous chap- 
ters, these modifications are due partly to the voicing of the different 
organs, and partly to the effect on the tone of the organs which is 
caused by a difference of location. For example, the combination which 
I have suggested for the R. H. solo, on the second page of this compo- 
sition (Ch. Melodia, Gedeckt, Flute 4 ft. and Clarinet, with the Ch. 
swell open), varies in power on different organs. On one organ it may 
be necessary to have the Ch. swell open wide. On another organ it may 
be necessary to have the swell nearly closed. In addition, the necessary 
power for the L. H. accompaniment cannot always be obtained by the 
combination suggested (Sw. 8 and 4 ft. without reeds). If the Oboe is 
added and the swell opened slightly, the balance of power between the 
solo and accompaniment may be satisfactory on one organ, while on 
another organ it is necessary to omit the Oboe and have the swell 
closed entirely. The composer has indicated the Sw. to Ch. coupler in 
addition to the stops in the Ch. for the solo. This coupler strengthens 
the combination of the solo and insures a balance of power between the 
combinations of the solo and the accompaniment, but it modifies the 
tone-quality of the solo combination, and reduces the contrast between 
the solo and the accompaniment combinations. 

Later in the composition, I have suggested the addition of the So. 
to Ch. coupler, which adds the Philomela, Orchestral Oboe and Flute 
4 ft. (prepared at the outset). On some organs these stops are too 
loud to be added to the Ch. combination, even if the So. swell is closed. 
Either the Philomela or the Flute 4 ft. can be omitted. Various other 
modifications of the registration may be necessary, but from the above 
‘suggestions the student can get an idea of how the modifications are 


effected to meet the conditions. 


CHAPTER XXII 


REGISTRATION ON FOUR-MANUAL ORGANS 
(with movable combinations) 


THE organ whose specification was given on page 215 had combina- 
tion pistons and pedals of the non-movable type. If an organ with 
exactly the same list of stops and couplers has combination pistons of 
the movable type, quite a different method of procedure is necessary in 
order to obtain the specified effects in the registration of various organ 
compositions. To illustrate this difference of procedure, we will consider 
an organ with the following specifications :— 


SPECIFICATION OF A Four-MANUAL ORGAN, No. 2 


All the speaking stops and couplers to be the same as those given in 
the preceding specification (page 215). 


ADJUSTABLE COMBINATION PISTONS, THIRTY-FOUR 


(movable) 
Six for Great and Pedal Three for Echo and Pedal 
Eight for Swell and Pedal Five for Pedal alone 
Four for Choir and Pedal Five for the Whole Organ 


Three for the Solo with Neutral Pedal 


(Note: No releases are necessary when the combination pistons are 
of the movable type.) 


PEDAL MOVEMENTS, SIx 


Sfz Pedal (Full Organ with all Couplers) 

Grand Crescendo (Full Organ without 
Tuba and Octave Couplers) 

Great to Pedal (reversible) 

Crescendo Pedal for the Swell 

Crescendo Pedal for the Choir 

Crescendo Pedal for the Solo and Echo 


As there are no combination pedals on this organ, and the combina- 
tion pistons are of the movable’ type, it is advisable to adjust the com- 
binations of the pistons on a different plan from that of the preceding 
organ, as follows :— 


Gt. No.1. Stops Nos. 6 and 9 with Ped. Bourdon (No. 67). 
Gt. No.2. Stops Nos. 5-9 with Ped. stops Nos. 67 and 72. 
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Stops Nos. 3-9 with Ped. stops Nos..66, 67, 72 and 73. 

(F Gt.) Gt. to Octave (stops Nos. 1-10) with Ped. stops 
Nos. 64-67, 70, 72 and 73. 

Full to Fifteenth (stops Nos. 1-12) with Ped. stops Nos. 
64-67, 70, 72 and 73. - 

(FF Gt.) Full Gt. with all Ped. stops except the reeds (Nos. 
75-77). 

Gedeckt and Salicional (stops Nos. 21 and 22). 

Gedeckt, Salicional, Flute 4 ft. and Violina (stops Nos. 
21, 22, 25 and 26) with Ped. stop No. 67. 

Stops Nos. 16, 17, 20-23, 25 and 26, with Ped. stops 
Nos. 67 and 72. 

(F Sw.) 8 and 4 ft. with Oboe (stops Nos. 16-18, 20-26) 

_ with Ped. stops Nos. 67 and 72. 

Special combination to be adjusted when desired. 

Reeds (stops Nos. 80 and 31) and stops Nos. 18, 20-22, 
25 and 26, with Ped. stops Nos. 66, 67, 70 and 72. 

(FF Sw.) Full Sw. with Ped. stops Nos. 66-68, 70 and 72. 

Full Sw. and Sw. to Sw. 16 and 4 ft. Couplers with Ped. 
stops Nos. 66-68, 70 and 72. 

Stops Nos. 85 and 38, with Ped. stop No. 67. 

Stops Nos. 35, 36 and 42 with Ped. stop No. 67. 

Stops Nos. 34-36, 38, 39 and 42 with Ped. stops Nos. 
67 and 72. 

Stops Nos. 33-36, 38, 39, 42-44 with Ped. stops Nos. 66-68 
and 72. 

Stops Nos. 48 and 51. 

Stops Nos. 47-49 and 51. 

Stops Nos. 47-49, 51 and 52. 

Stops Nos. 56 and 57 with Ped. Echo Bourdon (No. 69). 

Stops Nos. 58 and 59 with Ped. Echo Bourdon (No. 69). 

Stops Nos. 56 and 60 with Ped. Echo Bourdon (No. 69). 

Bourdon and Gedeckt (Nos. 67 and 72). 

Stops Nos. 66, 67, 70 and 72. 

Stops Nos. 64-67, 70 and 72. 

Full without reeds (stops Nos. 62-68, 70-73). 

Full Ped. (stops Nos. 62-67, 70-77). 


Whole Organ No.1. All Diapasons and Flutes (stops Nos. 1-6, 9, 15-17, 


21, 22, 25, 34-36, 42, 47, 48, 51, 62-67, 70-72) ; 
Couplers, So., Gt.. Sw., and Ch. to Ped.; 
So., Sw., and Ch. to Gt.; Sw., and Ch. to 
Gt. 16 ft. 


Whole Organ No.2. Gt. to Octave, Full Sw., Ped. stops Nos. 63-68, 


70, and 72; Couplers, Sw. to Gt., Sw. and 
Gt. to Ped. 


Whole Organ No. 3. Gt. to Octave, Full Sw., So. stops Nos. 47-49, 51, 


Ped. stops Nos. 63-68, 70-73; Couplers, Sw. 
and So. to Gt., Sw. to Gt. 16 and 4 ft. Gt., 
Sw., and So. to Ped. 
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Whole Organ No.4. To be adjusted for any special combination as 
desired. 

Whole Organ No.5. To be adjusted for any special combination as 
desired. 


Six ORGAN COMPOSITIONS 


For which registration is suggested for the above four-manual organ 


L. Boéllmann Suite Gothique 

F. de la Tombelle Pastorale in E 

César Franck Finale in B-Flat 

Edwin H. Lemare Romance in D-Flat 
Tertius Noble Solemn Prelude 

Ch. M. Widor Fifth Organ Symphony 


L. BoELLMANN, * SUITE GOTHIQUE 


I. INTRODUCTION 


Prepare: Sw. Piston No. 2 (swell partly open); Gt. Piston No. 3; 
Ech. Viol Céleste, Wald Floete, Tremolo and Ech. to Ech. 16 ft.; Ped. 
Second Diapason, Violone, Bourdon and Gedeckt; Sw. to Gt. and Gt. to 
Ped.; Grand Crescendo open full. 

After playing the first eight measures on the Gt., close the Grand 
Crescendo and play eight measures on the Ech. If this effect, which 
on some organs sounds like a large organ heard at a great distance, 
is not to the taste of the performer, he can play the phrase on the Sw. 
as prepared. In this Introduction, open the Grand Crescendo for each 
FF phrase and close it for each P phrase. Play the last four measures 
(rall) of the Introduction on the Sw., gradually closing the swell. 


II. MENvET 


Push Sw. Piston No. 4 and Gt. Piston No. 8.. (Note: It is necessary 
to push Gt. Piston No. 3 to restore the desired Ped. stops which are put 
off by Sw. Piston No. 4.) Follow the manual indications (Sw. and Gt.). 
At the bottom of page 5 (A Tempo) push Gt. 4. In the third measure 
at the top of page 6 (“Sw. PP”), push Sw. 3. In the second brace, 
before playing on the Gt., it is necessary to push Gt. 4 to restore the 
Ped. stops which are put off by Sw. 3. In the first measure at the top 
of page 7, push Sw. 2. In the fifth measure, before playing on the Gt., 
it is necessary to push Gt. 4 again. At the second measure of the 
second brace, push Sw. 4. At the sixth measure, push Gt. 4 again. At 
the third measure of the third brace, open the Grand Crescendo full, 
but continue on the Sw. Gradually open the swell in the upper brace 
of page 8. In the fifth measure play both hands on the Gt. to the 
end. 


* This registration is intended specifically for the organ whose specification is 
given on page 228. 
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III. PriEreE A Notre Dame 


Prepare: Sw. Voix Céleste and Gedeckt; Ch. Melodia and Viol 
d’Amour; Ech. Vox Humana and Lieblich Gedeckt; Ped. Bourdon and 
Sw. to Ped. 

Play the first sixteen measures on the Sw. All the gradations of 
power which are indicated should be obtained solely by means of the 
swell pedal. At the double bar (Animato), add the Ch. to Ped. and 
play on the Ch. At the last count of the third brace on page 11, play 
the L. H. on the Sw., and continue the R. H. on the Ch. At the last 
measure of the upper brace of page 12 (1° Tempo), put off the Sw. 
and Ch. to Ped., the Ped. Bourdon, and draw the Echo Bourdon on the 
Ped. These changes can be made while playing the last three counts 
with the L. H. alone. Play both hands on the Ech. At one of the rests 
in the second brace, prepare Sw. Gedeckt only. At the last measure of 
the brace, play the R. H. on the Sw. (partly open) and the L. H. on the 
Ech. In the third measure, at the note G in the R. H., play both hands 
on the Ech. In the last two measures, play the L. H. on the Sw. 
(closed). If the use of the Ech. is not to the taste of the performer, 
the Vox Humana and Gedeckt of the Sw. can be substituted. 


IV. Toccata 


Prepare: Ch. Piston No. 3; Sw. Piston No. 7; Gt. Piston No. 3 (pushed 
last); Ped. as prepared by the Gt. Piston; Sw. to Gt., Ch. and Sw. to 
Ped. (The Sw. to Ch. and Ch. to Gt. Couplers are indicated in the 
printed copies. These can be drawn at the outset if desired.) 

Follow all the manual indications. Put on the Gt. to Ped. (foot) 
while the Ped. is silent on page 15, and put it off again at the rest in 
the second measure of the second brace on page 16. Put on the Gt. to 
Ped. (foot) at any point during the upper two braces of page 18. At 
the top of page 19, gradually open the swells, and push Gt. 4 on the 
D-flat in the third measure. At the last measure of this page, open 
the Grand Crescendo full. For the last two measures use the Sfz. 


F. DE LA TOMBELLE, * PASTORALE IN E 


Prepare: Gt. Gross Flute, Doppel Floete and Flute 4 ft.; Sw. Oboe 
Voix Céleste, Flute 4 ft. and Tremolo (closed); Ch. Gedeckt (closed) ; 
So. Philomela (open); Ped. Bourdon and Gedeckt; No Couplers. Ad- 
just Whole Organ Piston No. 4 as follows: Gt. Gross Flute, Doppel 
Floete and Flute 4 ft.; Sw. Cornopean, Oboe, Salicional, Gedeckt and 
Flute 4 ft.; Ch. Melodia, Gedeckt, Flute 4 ft. and Clarinet; So. Philo- 
mela; Ped. Bourdon and Gedeckt. 

Play the first four measures on the Ch. (If there is no Gedeckt in 
the Ch., practically the same effect can be secured by playing an octave 
lower on the Flute d’Amour.) At the fifth measure, put cff the Ch. 


* This registration is intended specifically for the organ whose specification is 
given on page 228 
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Gedeckt and draw the Viol d’Amour. Play the solo (R. H.) on the Sw. and 
the accompaniment on the Ch. If the Viol d’Amour, with the Ch. swell 
closed, is too loud and stringy, use the Dulciana with the Ch. swell 
partly open. At the last count of the 28th measure, push Ch. 3, and 
play both hands on the Ch. for five measures. Push Gt. 2, draw the Gt. 
to Ped., and play four measures on the Gt. Push Gt. 3, and continue 
on the Gt. At the rest in measure 46, push Gt. 2, and continue on the 
Gt. At measure 50, push Gt. 1, and continue on the Gt. At the rest: 
in measure 52, put off the Gt. to Ped., push Ch. 1, and play both hands 
on the Ch. While prolonging the last note in the L. H. in measure 56, 
add Ped. Gedeckt (which was put off by Ch. 1), put off the Ch. Melodia, 
and play on the Sw. and Ch. as at first. At the end of the first section, 
play the long notes (G-sharp and E) in the L. H. on the So. While 
sustaining the second note, close the So. swell, and push Whole Organ 
Piston No. 4, which was adjusted at the outset especially for the follow- 
ing middle section. 

Play all the staccato notes and chords on the Sw., and the two sus- 
tained notes (E) on the So. for twelve measures. Continue the L. H. 
staccato chords on the Sw., and play the R. H. solo on the Ch. for six 
measures. Play the next R. H. solo on the Gt. for three measures, and 
return to the Ch. for three measures. At this point (twenty-fifth 
measure after the change of key to A-minor), push Gt. 2, and play the 
‘R. H. on the Sw. and the L. H. on the Gt. for three measures. Play 
three measures with both hands on the Sw.; three measures with the 
L. H. on the Gt. and the R. H. on the Sw.; and three measures with 
both hands on the Sw. Push Gt. 1 and Ped. 1. Play the R. H. on the 
Gt. and the L. H. on the Sw. for six measures. Play four solo notes 
(R. H.) on the Ch.; two short chords on the Sw.; four solo notes (R. H.) 
on the Ch.; and two short chords on the Sw. Continue both hands on the 
Sw. for four measures. Play four solo notes (L. H.) on the Ch.; two 
staccato chords (R. H.) on the Sw.; four solo notes (L. H.) on the Ch.; 
and two staccato chords (R. H.) on the Sw. While playing the following 
seven solo notes (L. H.) on the Ch., push Gt. 2. At the 1° tempo 
play the R. H. on the Sw. and the L. H. on the Gt. for six measures; 
the R. H. solo on the Ch. and the L. H. chords on the Sw. for three 
measures; and both hands on the Sw. for three measures. The following 
four solo notes (R. H.) are effective when played on the So. (Philomela) 
with the swell closed. Play the two staccato thirds on the Sw., and the 
six solo notes (R. H.) on the So. Push Ch. 1, and play both hands on 
the Ch., with the swell open for one measure and closed for two meas- 
ures, to the hold over the note A. Play the next two measures (molto 
rit.) on the Ch. Gedeckt as at first. While sustaining the A-sharp 
(R. H.), prepare Sw. Vox Humana, Voix Céleste, Flute 4 ft., Sw. to 
Sw. 16 ft. Coupler, and Ped. Bourdon and Gedeckt. Before resuming, 
prepare Ch. Dulciana (or Unda Maris) alone, with the Ch. swell partly 
open. Play the R. H. solo on the Sw. and the accompaniment on the 
Ch. At the rest (R. H.), fifteen measures before the end, put off the 
Sw. to Sw. 16 ft. Coupler. Play the last two chords on the Sw. Aoline 
and Ped. Lieblich Bourdon. 
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CEsaR FRANCK, * FINALE IN B-FuLat 


Prepare: Sw. Piston No. 7 (open); Ch. Piston No. 2 with Clarinet 
(open); Gt. Piston No. 4 (pushed last); Ped. prepared by Gt. Piston 
No. 4; Sw. to Gt., Sw. and Gt. to Ped. 

After the long Ped. solo, play both hands on the Sw. (with dim.) for 
five measures. The R. H. solo in the next seven measures can be played 
on the Ch., or both hands can be played on the Sw. At the top of page 4, 
play both hands on the Sw. Gradually open the swell to the Ped. solo. 
After the Ped. solo, play both hands on the Sw. (with dim.) for five 
measures. Play the R. H. solo on the Ch. for three measures. Con- 
tinue both hands on the Sw. At the top of page 6, play both hands on 
the Gt. At the third measure at the top of page 8, push Gt. 3 and 
Sw. 4. In the next measure, push Gt. 2, At the third measure at the 
top of page 9, push Ch. 2, and play both hands on the Ch. Put off the 
Gt. to Ped. while playing. After eight measures played on the Ch., 
play both hands on the Sw. (closed). At the top of page 11, play the 
R. H. on the Ch. and the L. H. on the Sw. At the rest in the second 
measure of the lower brace, push Ch. 3 and Gt. 3. Continue both hands 
on the Sw. At the bottom of page 12, play the L. H. on the Gt. and the 
R. H. on the Ch. (open). At the end of the upper brace of page 13, 
close the Ch. swell part way. In the lower brace, open the Ch. swell, 
and play the R. H. on the Gt. in the third measure. In the last measure, 
push Whole Organ Piston No. 2. Play the last chord of the page (R. H.) 
on the Ch. In the upper brace of page 14, play the second measure 
with both hands on the Gt. At the bottom of page 17, while holding the 
long B-flat (Ped.) push Whole Organ Piston No. 3. In the last measure 
of page 19, open the Grand Crescendo full. For the last four chords 
the Sfz can be used (ad lib.). 


EDWIN H. LEMARE, * ROMANCE IN D-FLAT 


Prepare: Gt. Harmonic Flute 4 ft.; Sw. Voix Céleste and Flute 4 ft. 
(closed) ; Ch. Melodia, Gedeckt, and Viol d’Amour (open); So. Flute 
Ouverte 4 ft. and Tremolo (closed); Ped. Bourdon, Gedeckt and First 
Diapason (?); Sw. to Gt. 

The Ped. combination for the staccato Ped. notes is a problem on 
many organs. The Ped. Diapason (wood) is frequently too ponderous 
for these notes. Sometimes the Bourdon, Gedeckt and Octave (or Flute) 
is a better combination. If the Ped. combination is heavy, the notes 
must be played extremely staccato. Play the first page with both hands 
on the Sw. At the top of the second page, add Sw. Bourdon, and play 
the L. H. on the Gt. At the bottom of the page, push Sw. 3 (which 
changes the combination to 8 and 4 ft. without reed or Voix Céleste), 
and substitute the Doppel Floete for the Har. Flute in the Gt. (The 
Sw. Piston puts off the heavy Ped. stops.) The L. H. imitations should 
be played on the Ch., the other measures (L. H.) on the Sw. At the 
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end of the third brace of page 3, add the Vox Humana as indicated, 
and put on the Gt. to Ped. to give prominence to the Ped. imitation. 
At the end of the middle brace of page 4, put off the Gt. to Ped. At 
the rest in the last measure of the page, push Sw. 2. At the Tempo 
Primo on page 5, add the Voix Céleste and Vox Humana in the Sw. 
Play the R. H. on the Sw. and the L. H. on the So. For the double Ped. 
at the bottom of the page, add the Gt. to Ped. (ad lib.). In the last half 
of the third measure at the top of page 6, put off the Gt. to Ped. Just 
before playing the first measure of the middle brace, add Ped. First 
Diapason. Play the R. H. on the Sw. and the L. H. either on the Gt. 
or the So. an octave lower. Before playing the last two notes of the 
page, push Ped. Piston No. 1 (which puts off the Ped. Diapason), and 
put off the Voix Céleste, Salicional and Violina in the Sw. (leaving Vox 
Humana, Gedeckt, and Flute 4 ft.). (Note: For this passage, Whole 
Organ Piston No. 4 can be adjusted, at the outset, to give Sw. Vox 
Humana, Gedeckt and Flute 4 ft., Gt. Flute 4 ft., and Ped. Bourdon; 
in which event the L. H. imitation can be played on the Gt.) For the 
“Flute 4 ft.” imitation (L. H.) at the top of the last page, play on the 
So. (closed). In the middle brace, add Ped. Contra Bourdon 32 ft. 
Sometimes the Double Diapason 32 ft. is effective here. For the last two 
measures, use the Ajoline and Ped. Lieblich Bourdon. 


T. Tertius NoBLE, * SOLEMN PRELUDE 


Prepare: Gt. Gamba and Flute 4 ft.; Sw. Voix Céleste (closed); Ch. 
Viol d’Amour; So. Flute Ouverte 4 ft. (closed); Ped. Bourdon 16 ft. 
and Contra Bourdon 32 ft.; Sw. to Ch. and Sw. to Gt. For special 
use in the last page, adjust Whole Organ Piston No. 5 as follows: Gt. 
Doppel Floete; Sw. Voix Céleste; Ch. Melodia and Flute 4 ft.; So. 
Orchestral Oboe; Ped. Contra Bourdon 32 ft. and Bourdon 16 ft. 

Play the first four measures on the Ch. (with Sw. to Ch. as pre- 
pared). Play the next four measures with the R. H. on the Sw. and the 
L. H. on the So. (an octave lower, as the stop is a 4 ft. stop). If the 
Philomela is somewhat soft (with the swell closed), it can be used 
(loco) in place of the Flute Ouverte 4 ft. The next eight measures 
should be played on the same manuals as the first eight measures. 
With the entrance of the Ped. in the third brace, push So. Piston No. 2, 
and draw Gt. to So. Coupler. Play the L. H. on the Ch. and the R. H. 
on the Sw. Four measures later (A Tempo), play both hands on 
the Ch. Before playing the second measure at the top of page 3, push 
Ped. Piston No. 1 (to put off the Contra Bourdon and add the Gedeckt). 
Play both hands on the Gt. Gradually open the swells of the Sw. and 
So., and open the Grand Crescendo about three-fourths. Be careful 
not to open it far enough to bring on the So. to Gt. Coupler. 

In the first measure of the second brace, push Gt. 6. In the second 
measure, play the L. H. on the So. and the R. H. on the Gt. At the 
last measure of the third brace, push Gt. 4, and play both hands on the 


* This registration is intended specifically for the organ whose specification ig 
given on page 228. 


FOUR-MANUAL ORGANS WITH MOVABLE COMBINATIONS 235 


Gt. During any one of the rests in the L. H., push Sw. 3, and add 
Ch. Clarinet and Flute 4 ft. for future use. For the first measure at 
the top of page 4, open the Grand Crescendo full. Close it again in the 
second measure. Push Gt. 1 at the end of the third measure. Play 
the fourth measure with the R. H. on the Sw. and the L. H. on the Ch. 
(The Gt. to Ped. has not been drawn at any time, as it has been con- 
trolled satisfactorily by the Grand Crescendo.) In the second measure 
of the second brace, play both hands on the Sw. While playing the 
third measure with the R. H. alone, prepare (L. H.) So. Philomela 
with So. to So. 16 and 4 ft. Couplers, and add Ped. Contra Bourdon 32 ft. 
In the third brace play four measures on the So. as indicated. This 
effect is not always satisfactory, in which case omit the couplers. In 
one of these measures put off the Sw. to Gt. and Sw. to Ch. At the 
A Tempo, push Whole Organ Piston No. 5, which was especially 
prepared for this passage at the outset. Play both hands on the Sw. 
for four measures; then the R. H. on the Sw. and the L. H. on the Ch. 
In the third measure at the top of the last page, play the L. H. on the 
Sw. and the R. H. on the So. The imitations indicated for the Oboe 
and Flute can be obtained by alternating between the So. and the Gt., 
as the desired stops were brought on by Whole Organ Piston No. 5 
(adjusted at the outset). At the second measure of the second brace, 
play the R. H. on the Ch. and the L. H. on the Gt. These two manuals 
were also prepared by the Whole Organ Piston. At the beginning of 
the lower brace, put off the Ch. Flute d’Amour, and play the R. H. on 
the Ch. and the L. H. on the Sw. At the last count of the second meas- 
ure, reverse the hands (the R. H. on the Sw. and the L. H. on the Ch.). 
Between the octaves (B-flat) of the L. H., put off the Sw. Flute 4 ft. 
and Ped. Gedeckt. Play the last measure with both hands on the Sw. 


Cu. M. Wipor, * SympHony No. 5 


I. ALLEGRO VIVACE 


Adjust Sw. Piston No. 5 for the following special combination: 
Bourdon, Hohl Floete, Gedeckt, Sw. to Sw. 4 ft. and Ped. Bourdon and 
Gedeckt. 

Prepare: Gt. No stops at the outset; Sw. Full (Piston No. 7), (open) ; 
Ch. Piston No. 3; Ped. (prepared by Sw. Piston No. 7); Sw. to Gt. 
and Sw. to Ped. 

Play the first sixteen measures (as indicated) on the Sw., the next 
eight measures on the Ch., and the following eight measures (to the 
double bar) on the Sw. Push Gt. 3 and draw Gt. to Ped. After four 
measures played on the Gt., put off the Gt. to Ped., and play on the Sw. 
until the second double bar. Repeat the eight measures in the same 
manner. After the repeat, push Sw. 4, which reduces to 8 and 4 ft. 
with Oboe. Play both hands on the Sw. until the last count of the 
second brace on page 5; then play the L. H. on the Ch. and the R. H. 
on the Sw. for three measures. Play the following two measures with 
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both hands on the Sw., and three measures with the L. H. on the Ch. 
and the R. H. on the Sw. Continue with both hands on the Sw. until 
one measure before the double bar at the top of page 6. In this meas- 
ure, play the L. H. on the Ch., and push Sw. 7. Continue with both 
hands on the Sw. until the last count of the second measure of the 
third brace (page 6). Push Gt. 3, draw Gt. to Ped., and play both hands 
on the Gt. At the A tempo at the bottom of the page, play the L. H. 
on the Gt. and the R. H. on the Sw. At the A tempo in the second 
brace of page 7, put off the Gt. to Ped., push Sw. 7, and play both 
hands on the Sw. At the last count of the second measure of the fourth 
brace, play both hands on the Gt. Before playing at the top of page 8, 
push Sw. 5, which was adjusted, at the outset, for a special combination 
of 16, 8, and 4 ft. Flute-tone, for this passage. Play the L. H. on the 
Ch. and the R. H. on the Sw. At the last count of the last measure of 
the third brace, play the R. H. on the Ch. and the L. H. on the Sw. 
At the last count of the first measure of the lower brace, play the L. H. 
on the Ch. and the R. H. on the Sw. Continue in this manner until 
the double bar in the middle of page 10. Push Whole Organ Piston 
No. 1, which gives a combination of Diapasons and Flutes, and play 
on the Gt. After the hold in the third measure of the third brace of 
page 11, push Sw. 5, and play both hands on the Sw. For the one 
measure of Ped. solo, push Ped. 3. For the next five measures (indi- 
cated “Sw. Reeds”), push Sw. 6. Before playing the last Ped. note 
of the page, push Ped. 3. After the Ped. notes in the first measure at 
the top of page 12, push Gt. 3, and play the L. H. on the Gt. and the 
R. H. on the Sw. Draw the Gt. to Ped., and play both hands on the 
Gt. in the second brace. The last chord (R. H.) of the brace should be 
played on the Sw., and the L. H. part of the third brace should be played 
on the Gt., similar to the first brace. The fourth brace should be played 
similar to the second brace, and the fifth brace similar to the third 
brace. At the top of page 13, play both hands on the Gt. At the second 
measure of the fourth brace, push Sw. 7 and Gt. 3 (the latter to restore 
the heavy Ped. stops which are put off by Sw. 7). Gradually open the 
swell, and, in the first measure of the second brace of page 14, open the 
Grand Crescendo full. After the chord in the last measure of the third 
brace, close the Grand Crescendo. At the last count of the upper brace 
on page 15, push Sw. 4 and Gt. 3 (the latter to restore the heavy Ped. 
stops which are put off by Sw. 4). At the last count of the second 
measure of the third brace, push Gt. 2. At the last count of the fourth 
brace, put off the Gt. to Ped., and play both hands on the Sw. At the 
last count of the first measure at the top of page 16, push Gt. a 
draw Gt. to Ped. (foot), and play on the Gt. Gradually open the Grand 
Crescendo to full at the double bar in the second brace. : 


II. ALLEGRO CANTABILE 
Frepare: Gt. Gross Flute; Sw. Oboe, Cornopean, Voix Céleste, 


Gedeckt and Flute 4 ft. (closed); Ch. Melodia and Flute 4 ft. (closed) ; 
So. Philomela (closed) ; Ped. Bourdon and Gedeckt; Ch. to Ped. (ad lib.). 
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Play the first brace (L. H.) on the So. While holding the last note 
(C), change to the Ch. Play the R. H. solo on the Sw. At the last 
note of the middle brace of page 19, play both hands on the Gt. (The 
L. H. is indicated for the Ch., but more variety can be obtained by 
playing this part on the Gt.) Play the last note of the page (R. H.) 
on the Sw., and at the top of page 20, play the L. H. on the Ch. The 
counter-melody for the R. H. thumb on this page must, of course, be 
played on the Gt. In the middle of the last measure of the third brace, 
play both hands on the Gt. as indicated. At the double bar in the upper 
brace of page 21, play the counter-melody with the thumb of the R. H. 
on the Gt. If the player has a hand of sufficient size, the second and 
third fingers of the R. H. can also be used in playing this counter- 
melody. In the second measure of the third brace, play both hands on 
the Gt. as indicated. In the latter half of the measure before the double 
bar, at the top of page 22, play the two staves of the L. H. part on the 
Ch., and the R. H. solo on the Sw. On page 23, the R. H. melody should 
alternate between the Gt. and Sw. (“G” and “R’”’) as indicated. The 
L. H. accompaniment can be played alternately between the Gt. and 
Ch., as indicated, or all on the Ch. To give due prominence to the 
Ped. figure in the lower brace, draw the Gt. to Ped. (ad lib.). Put off 
the Gt. to Ped., and play the last four measures with both hands on 
the Ch. 

In the middle section (page 24), the L. H. sustained chords can be 
played on the Sw. Voix Céleste or Vox Humana (or both), with the R. H. 
obligato on a soft 4 ft. Flute (Flute d’Amour); or the L. H. chords can 
be played on the Ech. Vox Humana and Gedeckt, with the R. H. obligato 
on the Sw. Flauto Traverso. In either case, the Ped. Bourdon must be 
used alone. In the lower brace (page 24), the melodic phrases in the 
Ped. part must be sufficiently prominent. The Gt. to Ped. (put on by 
the foot) adds the Doppel Floete to the Ped. Bourdon and generally 
answers. Another plan is to draw the Ped. Gedeckt with the R. H. 
in the third measure of the third brace. The last note of the previous 
phrase (R. H.) can be shortened sufficiently for this purpose. At the 
double bar on page 25, the repeat can be omitted (ad lib.). In the first 
Ymeasure at the bottom of the page (second ending), shorten the R. H. 
note, push Sw. 4 and Gt. 1, draw Gt. to Ped. and Sw. to Gt. Play both 
hands on the Gt. The two measures in the first and second braces of 
page 26 which are indicated “ PP” should be played on the Sw. (closed). 
It is not necessary to put off the Gt. to Ped. In the first half of any 
measure, push (L. H.) Ch. 3. At the third measure of the third brace, 
play the R. H. chord on the Sw. and the L. H. figure on the Ch. 

In the sixth measure, play both hands on the Gt. In the third 
measure of the fourth brace, play the R. H. chord on the Sw., the L. H. 
figure on the Ch., and put off the Gt. to Ped. In the sixth measure, 
play both hands on the Sw. Put off the Sw. to Gt. (L. H.). In the third 
measure of the lower brace, play the R. H. chord on the Sw., and the 
L. H. melody on the Gt. While playing this L. H. melody (twelve 
measures), push Ch. 1, Ped. 1, and prepare Sw. Oboe, Voix Céleste, 

“Vox Humana, Flute 4 ft. and Sw. to Sw. 16 ft. Coupler. In the next 
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to the last measure of the upper brace of page 27, play on the Ch. with 
molto rit., and prepare Gt. Doppel Floete only. Also arrange the swell 
pedals of the Sw. and Ch. to produce a proper balance of power 
between the following solo and accompaniment. Play the R. H. solo on 
the Sw. In the last measure of the page, play the R. H. on the Gt. and 
open the Sw. swell one-third (for future use). At the top of page 28, 
play the L. H. on the Gt. (the printed indication for this L. H. is Ch.). 
At the end of the third measure in the second brace, play the R. H. on 
the Sw. In the following measure, play the L. H. on the Ch. The 
counter-melody for the R. H. thumb in the next two braces should be 
played on the Gt., as at first. In the latter half of the fourth measure, 
in the upper brace of page 29, play both hands on the Gt. In the first 
measure of the third brace, play the L. H. on the Ch. and the R. H. on 
the Sw. The counter-melody in this and the next brace should be played 
as previously. In the last measure of the page, play the R. H. on the Gt., 
and at the top of the following page, play the L. H. on the Gt. In the 
first measure of the third brace (page 30), play the L. H. on the Ch, 
close the Sw. swell, and play the R. H. solo on the Sw. In the last three 
braces of the last page, the R. H. solo phrases are indicated to alternate 
between the Gt. (“G”) and Sw. (“R”). The So. Philomela can be 
substituted for the Gt. (ad lib.). In the lower brace the melodic figure 
in the Ped. part is generally of sufficient prominence when played on 
the Bourdon and Gedeckt (which are already on). If more prominence 
is necessary, the Gt. to Ped. can be put on by the foot. The last five 
measures can be played on the Ch. as indicated, with the Melodia alone, 
or the last three measures can be played on the Sw. Gedeckt. 


III. ANDANTINO QUASI ALLEGRETTO 


Prepare: Sw. Piston No. 4 (open) ; Ch. Piston No. 3 (open) ; Gt. Piston 
No. 8 (pushed last); Ped. (Piston No. 8 on the Gt. provides a suitable 
Ped. combination); Sw. to Gt., Gt. and Ch. to Ped. 

At the end of the Ped. solo, put off the Gt. to Ped., and play on the 
Ch. for ten measures. Put on the Gt. to Ped., and play on the Gt. until 
the last measure of the second brace on page 33. Put off the Gt. to Ped., 
and push Ch. 3 (to put off the heavy Ped. stops of the Gt. 3). Play the 
R. H. on the Gt. and the L. H. on the Sw. for four measures. Play 
both hands on the Sw. for ten measures, and the L. H. on the Ch. for 
six measures. In the last measure of the page, push Sw. 6 (reeds), and 
play both hands on the Sw. (closed). (The Ch. to Ped. with the Ch. 
and Ped. stops already on generally produce sufficient power for the 
staccato Ped. notes.) In the second measure at the bottom of the page, 
push Gt. 3, put on the Gt. to Ped., and play both hands on the Gt. In 
the second measure at the top of page 35, gradually open the Grand 
Crescendo to full in the fourth measure. During any one of the rests 
in the L. H. part, push Gt. 2 and Sw. 6. In the first three measures of 
the middle brace, gradually close the Grand Crescendo, and put off 
the Gt. to Ped. In the fourth brace, play both hands on the Sw. In the 
third measure of the middle brace of page 36, push Gt. 8, draw Gt. to 


FOUR-MANUAL ORGANS WITH MOVABLE COMBINATIONS 239 


Ped., and play on the Gt. In the third measure of the fourth brace, 
gradually open the Grand Crescendo to full (FF). Push Gt. 2 during 
any one of the L. H. rests. Close the Grand Crescendo and put off the 
Gt. to Ped. at the top of page 37. In the fourth measure, play the L. H. 
on the Gt. and the R. H. on the Sw. At the last measure of the second 
brace, play the L. H. on the Ch. 

At the Tempo 1° in the fourth brace, play both hands on the Sw. 
In the third measure at the top of page 388, play the L. H. on the Ch. 
At the last count of this brace, push Sw. 4, add Gt. to Ped. and play both 
hands on the Gt. At the last count of the page, push Gt. 1, and put off 
the Gt. to Ped. At the top of page 39, continue the R. H. on the Gt. 
and play the L. H. on the Sw. Play the last two measures of this 
brace with both hands on the Sw. In the second brace, play the L. H. 
.on the Ch. and the R. H. on the Sw. In the middle brace, play both 
hands on the Sw. During the rest in the fifth measure of this brace, 
push Ch. 2. In the last measure, and in the following brace, play both 
hands on the Ch. Play the last two measures on the Sw. Use Sw. 2 
for one measure and Sw. 1 for the last measure. 


IV. ADAGIo 


Prepare: Gt. Harmonic Flute 4 ft.; Sw. Voix Céleste; Ped. No stops; 
Gt. to Ped. 

Play both hands on the Sw. The Ped. part is indicated for a 4 ft. 
Flute solo stop. If the Flute in the Gt. is not loud enough, one can 
use the Ch. Flute d’Amour (swell open) and Ch. to Ped. in addition to 
the Gt. Flute; or one can use the So. Flute Ouverte 4 ft. (open) with 
to So. to Ped. All the dynamics of this movement are intended to be 
controlled by the Sw. swell pedal. If the individual Voix Céleste is 
ineffective, the Gedeckt, Flute 4 ft. or Vox Humana can be added. 
At the beginning of the fourth brace of page 41, draw the Sw. to Ped. 
Put it off in the middle of the next to the last measure of the lower 
brace. Use the A®oline for the last three chords. 


V. Toccata 


Prepare: Sw. Piston No. 7 (open); Ch. Piston No. 3 (open); Gt. 
Piston No. 4 (pushed last) ; Ped. Suitable stops are brought on by Gt. 4; 
Sw. to Gt. and Sw. to Ch., Gt. and Sw. to Ped., Grand Crescendo open 
full. 

Play the first three pages on the Gt. (“FFF”). At the last measure 
of the upper brace of page 45, close the Grand Crescendo and continue 
on the Gt. At the second measure of the second brace on page 46, play 
on the Ch. (the Sw. is coupled). Gradually close the Ch. and Sw. 
swells. At the double bar play on the Sw. At the top of page 48, 
gradually open the Sw. swell and open the Grand Crescendo full. (As 
Full Sw. is on, opening the Grand Crescendo does not affect the Sw.) 
At the double bar, play both hands on the Gt. The indication for four 
braces of the last page is R. H. on the Gt. and the L. H. on the Ch. 
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with the Sw. coupled. Frequently the L. H. part, if played on the Ch., 
is much too soft. There are two other methods of playing these braces; 
viz., Draw the Sw. to Sw. 4 ft. and 16 ft. Couplers during a convenient 
rest, and play the L. H. on the Sw. The Sw. Couplers generally do not 
act through the Sw. to Gt., hence the Sw. is much strengthened without 
any addition to the Gt. The second method for these four braces is to 
play both hands on the Gt., with the hands crossed. Occasionally, 
the latter method is the only possible way to preserve the relative 
power between the two parts. For the last three measures, use the 
Sfz (ad lib.). 


INDEX AND GLOSSARY 


INDEX AND GLOSSARY 


A 


eee Combinations. (Movable Combinations).............. cececccce Pa76 

Accoup. 

ecousice (Fr.). To couple. 

Accoupléz 

Accouplée (Fr.). Coupled. 

A COMBUCA UT UOC Gr oe esse Sone Sink meas Seer eD aiarete Melero ia eon 24 

Acoustic Bass (Resultant Bass) ...... Bi cucetetchoverricserey isis hee SEN he Ae 39 

FACOUNTICS EOL Organi IPI peas saree Sela he ine Ree CL eS Se pa 22 

Ait Aee AT SHAT IE MIStUECISTOD she raed bois SBN e See ee see ny eee : 

re aie Combination Movements................00. iS ereintoheransvesle esteters 76 
ol. ieee 

eee Sieoineiwieie stoic etbtel ale Cioiw vista ea aiere cle SAG OUTS OTe TIO ro me ES ok) 

es (Fr.). Add. 

Anches (Fr.). Reeds. 

Antiphonal Organs ....... eiape tare! ese! sxe! oceleinia' eligi alatatets Wreraiecerers preter carey abate ararete tia 88 

Appel (Fr.). Pneumatic. 

Appropriate, Ped. Combinations «... 5 <)<-0,s,0..0:016 6 «tis sieidinie castes stolelelaieietiereieiste toed OO 


Augmentéz peu 4 peu (Fr.). Add gradually ; Cresc. gradually. 
Avec Tirasse (Fr.). With Ped. Coupler. 


B 


Bach, J. S., Registration of: 
Choral Prelude, ‘“‘ Der Tag, der ist so freudenreich ’’. $ 
Choral Prelude, SCOWV AT RGA TIKOT OILS ve ors claratece nisl atelonersiaioiauete. ce ehke 
Fantasia and Fugue in G-minor be 
Moceata and Bugue sin] Dominor 2a 0... sccesie 20 soe oe ose as 
MPS Ee OMA T Soares ciate iol oi aie a ysisie) oom pe 
Barnby, Joseph, Registration of “O “How Amiable ”’ ‘ 
Bartlett, Homer N., Registration of Toccata in B............ 
Baryphone. An 8-ft. Reed stop. 
Baryton. An 8-ft. Ped. Reed stop. 


SEDI eA AD ENE IN Ae cee yo ca.c ete tere actate sce folate elever ae ie cers) ® exeiel alle! s \ehsv ace, os “aie, alecelelelevepevrslersiene ace - 15 
Basset Horn. An 8-ft. Reed stop with delicate intonation. 

Basson (Ger.) 

PS HSSOOW ete lhe 7 lewre axel SO S696 Dede CUE DO EOC OC COD ODE Ens GURUS ASOED 50 


Bassoon Bass 

Beard. A mechanical appliance attached to the mouths of the pipes of some 
stops to intensify the speech. 

Ree T MID A ASOT tees Sistetet ie ais oie ate oie nls late stale eal la ave ore/aialeretaverd cals at aters/eteleiel ore ; 17 

Bell Gamba. A large scale Gamba with a flare or bell at the top. 

Bellows Signal (Blower’s Signal). A signal connecting the console with the 


space occupied by the blower. 


SUIS CMIIIOS)) are veie) ste 2/clavareleicieolelele's sts c.c/bie.e sos srevaldgieieleenratniarsts Gar slsheveratevelery ez 56 
Best, W. T., Registration of Pastorale in G.......... puptsteicvetaretene le Diolezeieiel stores . 224 
Bifra (Bifera) Erna y als eaticletocereto'ye val.a ehsven siete toh nial > vsiet clea a pied atsieie alavaiecstatene ataievetane 45 


Boéllmann, L., Registration of Suite Gothique.........cccsccceccecseeeces 230 
Boite (Fr.). Box. 

Boite Expressiv. Swell-box. 

Boite Fermée. Swell closed. 

Boite Ouverte. Swell open. 


Bombard (Bombarde) ....cccccccsccsccccsesceces CBA AD E auoteteata phate exerts 51 
Borowski, Felix, Registration ‘of POP AY OR sod sistas ararecatecalelaters Wi ctacekansie wYeusisie aierere 196 
Borrowed NLODS (ecenas 3 RRO OO COOLED AEG DEO OC BOO IAA Cie PROR Gratin 84 
PS GULO WN Semis ie sey iete wleletals aie) diel ole. ola) cl'eZare sls nibiere wicle vie o-8's\elaialels) wipe si'e(e\aliaieo:8:©. oie 84 
Bossi, M. eae Registration of Scherzo in G-minor.. ARO COD TOOTS Site Pal 
B rdon er 

Bordon (Ger.) p (Ped, Che Sa ON rte ae tae Sines Bese A since are 
MSOUPGOT IG i Eso ecieleie sivvaiclcls inl eee: neo ah see 9! sieleie ee aiecataacaterese, aie BB tae Crore 1% 


Bourdon 8 (Fr.). st. Diapason. 
Bourdon Weho. Wcho Lieblich Bourdon (q. v. ). 
Bouton de Combinaison (Fr.). Combination Piston. 


Breaking Back (Mutation StopS)....---+++seeeeeeeees Stotenal ecerateisuaisratsteleis akeie 16 
Brewer, John Hyatt, Registration of: 
<eTCWMI TEA TIAENE OLN COO lea a cote alana) a inte or Met ehevorehelintete (ol afelieyeie) se: s7es\'0; 61 sJe)icl oie, oe eiccatale.s 133 
A Spring Time Sketch..... syekahatele eke ntetersielRataiaieliis6)0).15 eens pie w.e) sieve) e ere 189 
Buck, Dudley, Registration of: 
ENTE L ERI o en ICA Me pelel a cist eredeqetevara eidelencveherais oie’ Sees) «\-o\e\ 0 la) falalane argue. ein 208 
+ Slag FAT elula UM OLE Mere islsle-c/elclale ciel <neceeivie Ritisketsteveiste:< arate dicicieltvaleteen ametod 
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Cc 
PAGH 
Callaerts, Joseph, Registration of Prayer in D-flat.........ssscceccesecees 198 


Carillon } (Fr.). A Mixture stop. 


Carillon ee fincssee eee ETC CID OIE IIR EOLCNO ESI SL, DMO eOrO t eves £08 
Cathedral’ @himes > cri. cove is nc so toienetetoy oot le8 ore alle o\-eteyeiohe teteteveisss opel ajehaletayeloustaraxele sy eects . 56 
COLES ESR, 5 iaiscs ai sase aeons raw oi ws ISUaTIOD ales 01/aCa el lui/AL Si Le Es Saya! whe Prue nile RNG ouevecoNaT tan onerailedte «2. 15, 58 
Celestina. An open, wood Flute of 4 ft. pitch with a delicate tone. 

Cellor CVIOIO MCE OE ness lataves o 0 Wee 8e 15) oe lone cee) Cone etelenoteteverelicusey cial (eheiieleneie raleneys eras 49 
Chadwick, George W., Registration of ‘‘ Peace and Light”.............-2<+- 134 


Chalumeau. A variety of Musette. 

Chamber Organ. A small house or studio organ. 

Chamade (Tuba en Chamade), (Fr.). A reed stop with pipes placed horizontal: 
Chauvet, A., Registration of Andantino in D-flat.............ee08- ciejetaterenats 
Chimes (Cathedral (Oi dah iiY |) eee eee an i OIG orn O Pick incom OOS inn oc ore 115, 56 
Chimes to Gt. (or Ped.). A coupler to connect the Chimes to the Gt. (or Ped.). 
aa Blute “(ROBEMINIOCTE) eis cisievere. ciniecsvaloieloveceneisecteletehs Sielslovufere sel sieheielsiey sieiere 


ae The lower keyboard, in modern three and four-manual organs, 
Choir Organ with the wind-chest and pipes which belong to that keyboard. 


Ch. Reeds. The meaning of the term is obvious, but the expression is occasion- 
ally used to indicate, “‘add Ch. Reeds.”’ 


Plata bela c syscs\ ciccensio eaetacesewershenecouel ever apete en cvsin: esiaieletlewersucre esol ermie eh tele neve) She telene iterate 18,42 
oa tence Flute. A variety of Harmonic Flute (q. v.). 

oes j (Clarionette, Klarinet, ‘Clarinette)/ 21... ser. ore «laches aerorens al eietatets 52 
Clarinet Flute. A variety of the Gedeckt with a somewhat reedy Aone: 

CaP net: OMe sal vadeis-cyctaserevewcon ats lalla Js Tene Vaye ele ekereaveraedssadenalebaniienewenatet tayetetaanetey etctatie 19 
(GUERS ECS SUAS tag OCC OOOO RROL IGT ROO LO OIE OiCaL bo COO MGA on ocotop Anos 53 
MlassificatlonssOle SOPs ics.) aes sna lore ani aiohes wo wuacaceveller 6 levstevele eleretetoneieteneloweteer arewale eet arate 13 
Claussmann, Aloys, Registration of Pastorale in A ...........2e0eeeeeees ie) 30S 


Clavier, Keyboard. 


Claviers accouplés dv 
Claviers réunis g (Fr.). Manuals coupled. 


Clavier de Bombarde (or des Bombardes), (Fr.). Solo organ........ shulectatetsren LOS 
Clear Flute 4 ft. A variety of open Flute found in Hngland. 
Clochettes: (Glockenspiel))aaerrs cisysicielew oer a wile cisvolereiialelelelehelale)ovetarelal s aielaneterevekatehe 58 
Closed. Stopped. 
GOLOBISE Se porcne erate aisles ax cues oleral er dicwiatenass/ ellen Jolla \srepatetare & 9 
Combination Indicators)s). 0 sede soc 6 ete clele s oie: wiles ave yi 
Combing tlon= MOVveniemts: so sises se ae ae 0;.01010) ov0irm «00-6 o ole anore. araysuatsteloherene: crohalehercione : 16 
Combination Pedal Release aise V7 
Combinations Pedals: 45.2 4 cscs d cvsidedicista sued cu gisra a. puelictias ata na: ol sievienousionee eae elerer ene een 76 
Combination) Pistons ior a cies) overs elclere ters wistes Gione eo) tie Salta mh eieuereneh ala nerstenet a neton Renn etme %6 
Combination Stops. Draw-stops (in French organs) which bring on combina- 
tions of stops. 

Combinations for the Accompaniment of solo combinations.............eee06 99 
Combinationszo£  ComposhtelMome. oi-.onc/s she sce) ecole, ots tl sllere ates enon ube ereyetnn etavebeteenemeete 99 
Combinapions= of SReGd= Bone. SOD Sc. «210 yo: e002 sc eral or eeu bialelelolseatetere le ai tcheae einer 96 
Combinationsy witha eClarinet ssc cao ov cic ol cve a oie) aro ta attete\ eetes save ora ncleatelel aise renee 98 
Combinations witha’ COLnmOpeaM 2%. cicvers se sve 10 1's)(0)'ersi\ sualaiaiw 6 cielone (elie elebererer ste encreme 97 
Combinations ewithe ant ObOeC ss wis seer ete sacle eile aiealoile) ceotene| els te: ouupere tetas lotsa errant 97 
Combinations witha Lr wm peti. iateiensve eco)! svale oca-e ie reveretininte fedaWe emer tewaletetenepeterereetene 98 
Combinations swithiay Vox sEbamama ss = AF 6.215 cia sleep olin) eve cstes alin os ales oehaye a) erento reteneee 97 
Combining: Organ’ Sto pss. «cis ccns.4.cva ete soatccercietis evatiater’e louematietey oi eicette te leteneae tome ie te ratenevnee aie 90 
Comparative Table of Manual and Pedal Indications................0..0200. 104 
Companion of the Curves of a Tuning Fork, Hohl Floete and Open Diapason 

PES Peeks celcaiane cos ab ovale spe. aie feveilacech, wire ts canes woes (a) ak icah ante ts NaC Ca eae Coe ORC neat 28 
Comparison (by means of notes) of the Overtones of 7 Stops................ 30 
Complete Stops. Those which possess a pipe for each note of the compass. 
Composition Pedals, Pistons, or Stops. The same as Combination Pedals, etc. 
Compounds Stops s.4-3is aa sicvera o.9 bs) ae ae 8s 0s, o.8 ees lateraha alte elie erate, o oncheh eran meets 15 
Compound Mixtures or Mutation Stops...........cceeccecceeeees aie A 15 
Concert Flute. Hohl Floete (q. v.). 
Concert Organ. An organ which is located in a concert hall. 
Conical Pipes. Pipes which taper in size from one end to the other. 
Console. Keydesk. 
Contra. A prefix signifying sub-octave. 
Contra Bass. Violone (q. v.). 
Contra Bassoon l , 
Contra Fagotto f16 ft......seeeeees srenehevsiey ale Ware Kish syerielanelis Intave el sakeyetel cava Sie ahaa 52 
Contra AG aia aL Gi Tbs) oe iss isieneve.s o:ece ly. olaiecevovelleveereadwyatel ovahenenaveverercaeter to anene nen nenE 49 
Contra Posaune 16 ft. The same as Posaune 16 ft. (q. v.). 
Contra Trombone 32 ft.............2e0e0- a) oheketareteleielnisrainisaate #0 evelele oy alles etiete ere 53 
Contra Viol. Frequently a 16-ft. Gamba. 
Cor Anglais. icc cesses tee e ese BOOM Ok OIC OM ain Son bon anes 54 
Cor de Nuit. Night Horn (a, V.). . 


Cornet. A Mixture stop. 
Corno. Horn. 
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Corno de Bassetto. Basset Horn. aes 
Corno Dolce. An English Stop resembling a Wald Floete. 

Corno Flute. Sometimes a quiet-toned Reed stop, and occasionally a delicate 
Flute-tone stop. 


Cor. aa 

Cornopean ee ee eo ee i 51 
Coup. An abbreviation which generally signifies the Gt. to Ped. Coupler. 

WOUPlErS 26-566 6 wee SEC TORE On SAIC SOO CHILE EOS IOI MIO IDE iar er ar ae 62 


Cremone (Cremona). 
Creuse. The same as ‘ Hohl.” 


Cromorne (Fr.). A Reed stop of Clarinet quality.............00. Ochs 54 
Curve representing the Vibrations of the tone of: 
PAS GCOCCKES DIME otis. ocie oe 0 00a es Baie cae leieieie cee 


A Quintaton pipe.. 
A Salicional pipe........ 
EEN ELTA TYENED OT Rites eavrolfoce eS. ova ease lomeiets eh ei ean oes eh eee SNES ea aa ee Bere. los 


D 
Dead Combinations (Non-Movable or Dual)............ ener oieC eran ste aVelerahet bie ter ers 17 
Découplée (Fr.). To uncouple. 
Demarest, Clifford, ‘Registration of Cantilena <%.....cccscvceccecseteeccees 200 
Definition of Registration 
Description of Registration § se++++rs rss r rset ete e eter errr acces eer cces 9 
Description of Stops most commonly mentioned in Registration......... arelerens 36 
Deshayes, Henri, Registration of: 
ENIST ELIAS CM RAANS NEE LOTING ope et ota eel tres. 4s; le 4 oe) oie. prelate aieraveieye (ciao) Ounse al elwiavecaie miaisl elke 141 
WoutmuyIONs 1 As acre cleo ee'igie-cicterecale.s siekslorahercheve later eledsiesane ielulslcretstaters ate orctsrs 144 
Diapason. Normal. ; 
ie oar: PECOUB ICAL a CULV OROL severe ielalay ole o¥s-etslo clere\arereiei cre) oa) (ovsraicnoiseslelaieta/oreuntens 27 
Diapason } Open Diapason 8 ft.........0.sesee0 SR oe send Geet 36 
Open) Diapason 16 Lio... vce she ci sce eke oie ce wie w viwieiers cree siecoie sieieeas 37 
DEMIS IGANG aS aL E. cleaa sco ar oectaiieie role lolol sisnc sueiatan ape 0 ohscamieelahersecus scale seacepehel sO TONe 
Diapason Phonon, A strong-toned Diapason with leathered lips. 
Diapason-Tone ..... Siptalstetcraraletsl s,s ctwieiersi-Vevelatsea'ot stares tela) s)niiecel aisisiens) seeteiatahama\abetetels 
PI AVABON- LONG SLOP) ja cjeinis/oleie\e.s sieiele's\\e ves. 6)e) sh oyeie:n ie: @9).0) ais. 515 eve.) «ore ehuie ie ay afeal’s ove 17, 36 
DTA WONE) Gere aisles vip o cleio.cfels)sioieleleietein\s elole.ewlels elvie m.eieiel es: ©) ssp \slasemsas, sheleie esi. e) © 20 
Diggle, Roland, Registration of “ At Sunset ’......... cece ceeewecerewnscees 164 
WI VIGEGMSEOPS) siereicic cleig ciscleleia ine soiwlale ere, elie.n0) alee ec! evils *\ sista minis © elvivin coe \mreisie . 140 
Dolce. Dulciana. , ; 
Dolcissimo. Another name for Sw. Moline or Ch. Dulciana. 
Dolce Cornet (also called ‘‘ Dulciana Cornet”’).......ssseeseeeeeee oeeee 15, 39 
ET a wets yPauble Flute .../..+...-+ FIRE aE RR RAE apres Regan mene 
Dopp. Double movement. 
Double- Acting Combination Movements............ oreo ce evices eevise oivscgs 76 
Double Bass. Sometimes a large scale Bourdon. 
Double Bassoon 16 ft. (Contra Fagotto)........eceeseserererecereeecnvece 52 
Double Diapason 16 ft. or 32 ft. Open Diapason (q. v.). 
rcatis ome Tania 1) Lieiate oro vspelorervers ¢ eieimloveicloleterelclerpie'e.siojetvie\s) Neleieie ep ois siuleiera’ « 39 
Mati VermsE ites WWODDEL VELOCE a: o elec ioie/areo%a:0 i060: allele) o 0! ole: se/'p¥va\ oie so0)0) sieraie: eaves leer 42 
Double-Mouthed Pipes. See Doppel Floete. 
Double Oboe Horn 16 ft. Similar to a Contra Fagotto (q. v.). 
TOMER CLCAnCs CE) OUDIS PICLO)) ei ye da lal e.olovs\ tie i>: nisieis. ole ea ie\elehe sin si siete /oua ele sls) avatar ug 
Double St. Diapason 16 ft. (Bourdon).............++.0-- see ever e ser ecees 42 
Double Touch. A variety of manual action by means of which the player can 
obtain additional power for certain notes by using additional pressure 
on those keys. 
Doublette. Fifteenth. Sometimes a 2 Rk. Mixture (12th and 15th). 
Double Trombone (Contra Trombone) 32 ft......-.cecesecrcccccserrecsces 53 
Double Trumpet 16 ft....... cee ceereeceeees sah sl astral ohialelelehake'se fehe thie eieWoliel elerieters 52 
Draw-Stop ana uA 
DLE WASEODS NN OLS ye onecls sisiereie 8) 0-006 2 see eeee ee a ee ia) 
DORIS icicles fo serere sie'e a anh eta a.s aia teksts) aenetbind storey sNeroysatvaidien sae) Gi'ei's iat efeeyia's |alo as 15 
Double Zero (Double Release).......- seen te eee eee ence eee n ee eee ences Ute 
Dual Combinations (Non-Movable Combinations)............ PGC O AGO CUE C8 
Dubois, Théodore, Registration of : 
Fantasia in H......... Rietenete whic iste fal eltohie wiebetale iailevelcisystate myelsbans leleie in. sletehetevorene 162 
NTE ELL ALS ULLLL oe ne a SE er soclier nto olaleurenlteoy ol ehecel al ade Paheraotenel ots oy ane. gilelieliel a cl'eileleauewee 197 


leet. String-tone stops of various character, according to the builder, one 
Dule e which is a soft Viol Celeste. : ; 
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PAGH 
Dul. i 
Dulciana (8 ft. (Dulciane, FV.) .... cee pec eee cers reer esse vccrcceuvvsere 38 
Pyle lari a FUG Pes, eee sae ess wile! whe sottaivoi we Var otlaneve ist ote Toei gee in aaa nteraten ehet ate BUrts lato lehere ra c 39 
Dulciana Cornet. Dolce Cornet (q. v.). 
Dunham, Henry M., Registration of: 
Andante: tn Asfatic rece ty duel ee uic OF Re ee SaaS ADE oo. 205 
Meditation in H- LLC Sct: sealer Tavetoie ters rele. vole iets (eih) 0 Ble mal aelo ete eon leaie Si ew nte «ee. 146 
Ona baci GTI OT acre bei wi evelss chek wore seialiete revel acofsval cndactened aloiobalenanerateiotcterehe Jeers CaSO 
Duplex Chests 
Duplexed Manuals} ..ccccccccccessvcveves ; eer sholere pole tote: clalstete sth enstavenstare 84 
Duplicate Stops : 
H 
Ech. Echo Organ. 
Heho Cornet. A very soft Mixture stop. 
HEhHOE MA paAsonss MT ULCLATIG s/s 'cteleleleieialc cielensne elalerecelelele Seip ieter ate tele cha veiite euateee na Alas 17 
HenomPesiehizen | BOUrGOM Ws ls' aie te! alelors olene cheneiiolotelels iota leroas techs tevere tel ohel et ovarsie oben iyiaiene te 42 
MICRO OLS ATS: taters wicie © atelaielexsie sickeve setae! ate Wereneliobenctonetel © eau edene tunel oneal Pietel ee chamenenebenonst 8T 
HIGH OMCE ET Fetciotela ce: ase.6 rors cue coely eleseronb lel oibcm Sievers teteresaheyareiellomlicge) sons lege Ravenanapsns taletete Sense LO 
Effet d’Orage. See piri Pedal. 
AST EMEI COUT free ae iota one oto atelienel ol.cite tenant everaserasouaus letersi oirstignnnereteneteba salle. state ehenet siete aie rene 19 
PORTH GOL IS LOPA trovetcraye io o0u ais ucla; ofp iss ceyancis telus, <uovalebedaia ele oloiele ieuwteketete eee telemerete nan ete 19 
Hight-Foot Couplers | athe a strees Giese eel eclere ele Rireisg /olerehiayioiere zeneheate sical vege ORC UeaaNE ks eae Rome 20, 62 
HSH Ort COM ATE TAIN Gs ike oete ter ateyiseetouel © reders Welere vere ouavelevadelslahanesauseareroneiete tenet 54 
Przanier, -aiso Rileine Craze Miers oie. 5. / ss. jaie co. wie 1d) odene, sleyennoteehundqete saree slevebemnsinrenets 55 
POT P BORG ace ore aks @ wisi) ccm Bia: sire wie: Syayie rede dae sbttee ails (6..eile buen steven altomeyal oveyelis pel erate tare pmea taney 54 
Explanation of the most common Registration Indications........ écarsisteteisisiaiat GLO 
ie 
xp. (Fr.). Swell Organ. 
tapreskit 
Expression (Fr.). Swell Pedal. 
F 
Fach (Fr.). Rank; as, “III Fachs,” meaning three ranks. 
Fag. 
Fa gotto § ee ee ee ee ee eee eee rrereee eee eeerceee ee ee ee 52 
Faulkes, William, Registration of: 
HiT Leeda stlstl Gilet eters sa net Nols G elcene ese p avetehecaieilers, tu nlel ueee leet trams Buacetoretatete Sarto) hae 
Grand -CHoe tar in AK 6% feeb ate (elo ore a tailae sstalece's o-ceilels enue eS tule tele enein reba eee aieereaere 157 
1 okay harks eee trite a ree Seca aR sees eee e eee eee lo Seis eines wre le aelwie iets lorauenete lite 148, 154 
Federlein, Gottfried H., Registration of Serenade in B-flat................. « OS: 


Fermée (Fr.). Closed. 
Fern. Echo. 


BS aE Gy beepers tate nels erelie: soatharois ious) Wlailarsle. ofp oterscexsvejeietels 110 
Bed? aCOd a ecerace ei i ahelta ial ere vie .ote Cote) ce tarel aivual = eelaeheveoletanshs 112 
Bt Pe ete Wa Toke le lo rie iavecte ni obi favo erior'ace “es shapatureisie steve lois ioiernie<ctadedateneene tapers ie nent tetere 112 
EOE E I aASSs Wace easels inten oon ieceterala oust gu hatch shots taifallaietarter che "aie lenses vattese ua RelnaMetee epatear ics oan Rereieteaeee 111 
Fifteenth ESUPSPe OCTAVE arcs, ow 0 eyo ele lanes us -nle ls suel eis) piatece oveler ciel erevere eae meee 38 
UES DA DAGOI A SEL ba cvcicrelerscensiclsroncyeleis s)eveKanerers ono) aicllojlel'leteiaiw hebene mee mneas teva tale enerere 37 
First Manual........ SAORI aiierie/ ite (oire..gus.70 Wie cotobetors votaiey ava at aNauoc che ReneT Cae Seen ane 105 
HUPSESOVELTOMG. cccain te ieyais ose. jelcerce..0 1s lube e lore talsace ce anal eneteie:ieyalesvt vey cuebsenpeietetane attics a naaete 22, 25 
Eirst- Overt tone AcCoustical= Curved OLC% fie 1s-2/c pelers sloig ses istebovepiaileneretaret ote mieeetene pene 25 
First. Use of Octave ‘Couplers. occ vice oo cies ce cscs enes ead Seen Ponce, ORCS ave 67 
Fixed Combinations. ........se0005 AO ROR PC eR raed I el Ne ny Soc eaketene 16 
Flageolet. A soft 2 ft. Flute. 

Fl. Flute. 


Flat Twenty-first. A Mutation stop or rank of a compound stop which sounds 
the sixth overtone. 
CVE TEI Oise SLs sty toi bans Seem a ecboia Posie aee lols wb ial ee bre rsherereuete tay minapialened ate: meets ie mecRer=Renote 44 
Flauto Amabile. A delicate Flute stop having a suggestion of the string-tone. 
Flauto Dolce. Soft Flute-tone stop. 
AMG Era VCPROl ser muss ieieiens clecel alamialacs Dratare-raue alien S\evaberatetetaratel ate aitay rotiatater Ste nieie terete 43 
Floete. Flute. : 
Floeten Bass (Ger.). Bass Flute. 
Nite Steps sas ca cso she toa tah wel ae mae ts 6 eer epieeS et twa a aiclaneniaets OOD 13 
Fluegel Horn. A vyariety of a slender-scale Oboe. 
Filfite 4 Cheminée. Rohr Floete (q. v.). 
Flaite 4 Pavillon. Bell Diapason. 
HiGte Celeste Es fe. vcice.s estes ced ak ae BIOSCR THR CCR RCT ROU RAY oie Chay 44 
Fitite Conique (Fr.). A Flute with ‘conical pipes. 
Flaite Creuse (Fr.). Hohl Floete. 
EDIUGSs QUAI OURS. clare cies slggeis: coe Gi) sj ereiecanece aieldcel ohalevetaletete =esceis eal ate ce paele ee eUinvehehete 31, 42 
Flate douce (Fr.). A soft-toned Flute. | 
Flute 8 ft. A general name used to indicate the principal Flute in any depart- 
ment of the organ. 
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Flate Octaviante. Harmonic Flute. 

Flaite Ouverte (Fr.). An open 4 ft. Flute, generally in the Solo organ. 
HUIMCOSCONE a iesacies c-Si ae 17 
Flute-tone Stops............ Sf otiede fetes tote aia ork ehancratoreycthceraleoa vy, cists sistas sseccralamoretorite 19, 41 
Flaite traversiére (Fr.). Flauto Travergo (q. v.). 

Fonds (Fr.). Foundation stops. 

Foote, Arthur, Registration of: 


Mestival’ March.......3..< Sleievenatere euslere ares VS ac AT USER or8 Bl PPRTAEUNGTI. Sra cn eerste 15, 155 
INO REESE, ASS SEP aay CoC OER Tea ETE EC ee ane a 206 
LEGER ROSEN NS Gece als ouri CSO CHC AL SRT U ON TERE RR LE ta pee Ue ER Penal BGs) 
SPC STITEWITD, EREC.shs.< cs sie Sool erso RAG ELAS Fee a WraNCheneus eres emerets wee bow 
Four Feet U 
Four-Foot Stops f-++++-++++: SED aia fe fPRotisy Wars seers toc cvapa te eels etal Mrerereracecalaln Sivees 19 
OEE OO Gre COMPETE Siats teres a. oi5 ee ctateyure als aes ate s ciate neds. Aia Ac Widts USO SORES 20, 62 
ELGG E OM MS LODE s meg ere othe ake ap Uhetene a UOC aie SE oe RUIN Sina ale N eels Menten 15 
Fourniture. A Compound Mixture Stop. 
MOUrt DIA pAsON as siccre acted bales aia olguretaneie or anet acre aya: cae iutar ets wellas staal er etauer ered a 37 
Franck, César, Registration of : 
SAY CEPOL TE TID Ge EALTIOL «1c tate selec tatiebs le Kicoe whe0g se eos nih oO ete Raa 148, 154 
RSA TAS UNC LaA Es 11 A tea ba ae ia aa catinte, atiakel ot states Te mveta al SeaPRCUIE EA sees ates Sea Tea ae DMG 233 
AUPCCT ACCOR a oles sk bs loie Gis's Soe aa.e om ie tSr a al oliertah ails Tous fu Taya Sate ain 's shahe Wsbatehoreaatane cane eure 54 
Frein Harmonique. Beard. 
PUT OTUCH AED OT eee teats spa wee las ayeier a ogee cs etn aie: alah heb esateie aia ahgta esahe/e ss ee eK Rae 61 
Hrysinger,.J.-Hrank, Registration of Berceuses 2s ccs... cele 6 0 o'b ad. oe wivel eis boas 142 
ECTPECDEC TS ria rs Sr eae wee ea ie RR Fe a aot Pee rE erara ahatorara ote ereistele 48 
Full to Diapason. A questionable term indicating the 8 ft. stops. 
Full to Fifteenth. All the stops on the manual except the Reeds, Mixtures and 
possibly a loud 16 ft. stop. 
Full Gt., Sw., Ch., or Ped. The meaning is obvious. 
Full Organ. All the speaking stops and Unison Couplers, except the Tuba, 
Clarinet, Vox Humana, and the Célestes: sometimes including the Tuba 
and the Octave Couplers. 
Full Mixture. A strong-toned Mixture stop. 

Fundamental Principles of the Acoustics of Organ Pipes......ccceccccsecees 22 
MU VUNG ey ARETE ie OU OW 5 pole rol ola lepniciie iso vous. oles joc (9.0 fols/ ois te ieiwienels stapalaisiateieis ioceterers cer dieee 23 
G 

G. 

GO: Great Organ. 

G. Org. (Fr.). 

Galeotti, Césare, Registration of Offertoire, Op. 100................. i Aiud 180 
Gamb. 

Gamba (Viola da Gamba. — Viol de Gambe) ini... oicese.e o oreie el over slele eueve-e 45 


Gambe (Fr.) 2 
Gamba Céleste. Two ranks of Gamba pipes tuned apart as in the Voix Céleste. 
Gambe Récit. (Fr.). Salicional. 

Gambes (Fr.). String-tone stops. 

Gambette. Fugara 4 ft. 

Gauche (Fr.). Left hand. 

Gedackt. Old German for Gedeckt (q. v.). 


see e ee eee 


Gedeckt-Tone 
Geigen oneal 
Geigen Principal J °°’ 
Gems. 20, 55 


Ce Quint. ; x Mutation stop consisting of tapering pipes like those of the 


Gemshorn. 
Glockenspiel [Stahlspiel (Ger.), Clochettes CPE ic carrera cis ceva aes cacelenalaneteigveterete 2 
GOMES osivieneiaeiais wists 20) 9-0 Ce ig ip te cet et teen eter eee eees i 
John, Registration of ““O Saviour of the world”........ +. coceveeee 126 
pe Bourdon A 32 ft, Bourdon in the Pe 
In many French organs a division of the Gt., with a 
separate keyboard located below the Gt. manual, is called 
Gr. Ch. “Grand Choeur.” The expression frequently means “ Full 
Grand Choeur ) Organ,” as in these organs the other manuals can be coupled 
only to the Grand Choeur. 
Gr. Cr. 81 


Grant Gree y Dieloraterevetetnicleiejole(eia avelslle.sielae sin, nis.s/nlea'le\s;ern/s) eecesseccoccce 
rescendo 
Grand Diapason 8 ft. rs large scale Diapason in the So. Organ. 
Orgue (Fr.). t. Organ. 
aye Miotire. ye two rank Mixture stop (12th and 15th). 


Graviesia® | Resultant Bass, occasionally of 64 ft. pitch. 
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PAGE 
Gee a The principal manual with the wind-chest and pipes which belong 
Great Organ | to it 
Great /MIxture ILVeIRES peceletw tare ecoralcle eieiacerhetasteia slelsieieterniats Perr Ot ronicioriee © eli 
Gross Floete (Ger.). 
Gross Flute atalasnfeheloreietateisio es (ersters eiaueteueye é efece oraters AC Or aeue ucts os 
Grosse Flite (Fr.). 


Gross Gamba. A powerful Gamba. 

Grooved. An old-fashioned method of connecting part of one stop for an omitted 

part of another stop. 

Ground Tone. Fundamental tone. 

Gt. to eae a the 8 and 4 ft. flue stops of the Gt., frequently including a soft 

. stop. 

Gt. to Op. Diapason. Includes all the 8 ft. flue stops of the Gt. 

ae ie ee a a All the stops of the Gt. except the Reeds and Mixtures. 

foe te Podal f The Coupler that couples the Gt. to the Ped. 

Guilmant, Felix Alexandre, Registration of: 
PVC VALION Ui cA-NAts ciatecele ensteisiercisuetsb) ets /els avete 
First Offertoire on Christmas Hymns..... ; 
Marcher Reholengey )<c. 2s \y cers) siaieforeobersyeacuevoyelonens 
Sonata in D-minor, No.21. 0.006. .ecseues i 


Half-stopped Pipes. Stopped pipes with a hole through the stopper. 

Half Stops. In old organs certain stops contained pipes for only half of their 
compass. 

Harmonia ieee: A soft three-rank Mixture sounding the 10th, 122th, 
and 15th. 

Harmonic Clarion 4 ft. A Clarion with pipes of double length (in the treble) 
which are caused to sound the octave. 


FAP MOTICL HUGO? \, s.co sae 0 sieleccisic.s 0 a.m: eins iure ete. sie) ersie\ie/o iavave, ete stetelleietare is0stalalcneratetete 44 

PFATMONICG -PIMES Fics Stee te eceic.s Suni © ale Uv bie lols Wine ee © ccpietes mio .etelsin atatate miemaier eee tena toiate 17 

Harmonics (Overtones, Upper Partials) 22 

EL OTINONICHSOLICS aicstelenatecelol auele ai ounkesaraieiecstaiere (eoase tata esene ects 22 

HIArmMonic: (SCOMS se. seers sues a os else elelerieis 20 

Heer Tuba. A Tuba with pipes of double length (in the ‘treble) sounding \ 
the octave. 


PSC GCE) in rvs te arene Dov eb ini st oes vient 0 
autbois 

Hautboy + Oboe. 

H 


. M. 
H. W. 
Bote (Ger.). Great Organ....... Reet ann, sess se ee 
Hauptmanual 
Hauptwerk 
Helper. A stop which is planned or is used to assis , tie speech of another stop. 
Hohl Foete 
Hole Flute ar stsusiwteue enallarsseneiavadecedeasi neuen ekenener esate Sraleneieeoesataravoteretecenelele 41 
Hollins, Alfred, Registration ote 
Concert eT ti (Cio ee AER aod Co RRR ALA ROR a eS es Pe ageterererets siete exsist aaa 
Grand Choeur in G-minor..............., a avesetatsienstare nietetersisneseiene ptotetatetens 199 
Sri ee Some sete tice le oreis ales wie iste ls oe iere, oie laraia ate le lesenw. oneve lease nes che aera lelnlobraiters - 167 
noe John, ‘Registration of O) Saviour’ (2 the DWord?’ s. ence sie stelatevere a 
Ose Ructeiens ee acee a onete tevsheceteietetess dial sata tev soca ewe domene ow < Disvareldgvevetste ct sneremmmntetebeinte 


Huit (Fr.). Bight. 


Id. (Fr.). Ditto. 


Immovable Combinations (Non-Movah!: Uombinations)...............ce0ece tot 
cence eee tlt Stops of which th< pipes of the lower er upper Octave are 
omi 

Indicating the Registration... s.< soc sss 's6' sissies 6 ails ele: ohoipley pis iecets wetter oaate - 104 
Influence (Acoustical) of the Over: meee oer eae eioat aye }alatel el evaimlerionrer srs 21, 29, 34 
Influence of the Overtones Illustrsied........ ccc ec ccc ere ccs ailsbsthotecess ore 27-30 
Interference (Sympathy) of Vibraiions, the Bffect of. .......ccccccccccceecs 34 
Inverted; Conical, Metal) Pipes... c's: ecsisls<wesc lene yn tore ratavehersl eXotstoeletare a teiaiete aiers inte ete rereee 49 


Inverted Lip. See Melodia. 


Jeu (Fr.). Stop. 
Jeu au Clochette (Fr.). <A 1 ft. stop. 


seus \toe i (Fr.). Soft stops. 


Jeu Bxpressif (Fr.). Stops whose pipes are enclosed in a swell-box, 
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AGE 
Jeux d’Anches (Fr.). Reed stops. ees 
Jeux de Detail (Fr.). Solo stops. 
Jeux de Fonds (Fr.). Foundation stops. 
Jouez une octave plus haut (Fr.). Play an octave higher. 
K 
DEST SEEDS FO 0 VEPALS Ss Sec te eR OR ac Re ate ae nage ei 38 
Kinder, Ralph, Registration of Festival March... 6 ....5..000.0 cece eceecueeses 188 
Klarinette (obsolete). Clarinet. 
Hleine Drzahler sows ee cca 6's elatarnceny enepecaNevtre sfenaren ava ia Uctstaiiend azote anencheronn Sar eres 5 55. 
Kontra (Ger.). Contra. 
Koppel (Ger.). Couple. 
Kroeger, Ernest R., Registration of Marche Pittoresque.............0eeee0es 191 
pads 
Laisser (Fr.). To leave on. 
Languid. The horizontal division of a pipe between the upper and lower lips. 
Larigot. A Mutation stop which sounds a 19th above the normal pitch. 
Leathered Lip. See Diapason Phonon. 
Lemaigre, Edmond, Registration of Marche Solennelle.................0000% 182 
Lemare, Edwin H., Registration of Andantino in D-flat... . 150, 154 
Lemmens, Jacques, Registration of Finale in D......... cece ccc ee eee eneee 165 
L’Expr. (Fr.). Swell manual. 
Lieblich. Delicate tone. 
PrehlichorouLdoue (hie ew OL CE CU: ) kore ierekckoveteia sie siter sis) 2iMe «fous ro wacsie aise scores eere eer ekene : 42 
1D GO Re Naito oy Gig Geach St Oe EG iG LpOran oto EO eran incon Cin es 41 
List of 11 Anthems for which Registration is Suggested.................. 119, 134 
Joseph Barnby, Se OESMOWS- BAIA DIC re si scgrete ee se outers terereterene es 124 
John Hopkins, SOATE Ups VOULRS DEAS 25 yo nirececaecstesPevece wcenees 125 
John Goss,  OoSaviour-of the worl@.” cic sac sine ae 126 
Berthold Tours, “OQ come let us sing unto the Lord”’........ 127 
John E. West, “The woods and every sweet-smelling tree” 128 
Rey. H. H. Woodward, ‘“ The radiant morn hath passed away”.... 129 
Horatio W. Parker, “In heavenly love abiding”’.............. 130 
Dudley Buck, ‘Sing “Alleluia forth: 76%... nee ect AAC SReRCaeER Tone 131 
Arthur Foote, Sill, catiicewith thee 75. .\o5 skelsv6 0.2 aqeccvenere 132 
John Hyatt Brewer, SOS AGA MAD OL: GOG erate nis a evcra: a etstayeielonsio we ee 1383 
George W. Chadwick, ATs EXT VCS WOKS oi) Cid EY BPE rey Prey Cas eS treet OE 134 
List of Combination Movements .....0.--cceccseccessrcccees Pe nor 76 
List of Combinations of 16, 8, 4, and 2 ft. pitch with the aid of the 16 ft. 
CO OUDICTS 9 ile wis eierer citi, i orelie, vai e orale o ial de, ales eye ins! 68) 656.0 6 eet \e)-a:'s 10-6 alone eres: Noaee TA 
List of Couplers in a Modern Four-Manual Organ................ee see eeeee 66 
List of 63 Effective Solo Combinations with the aid of the 16 ft. Couplers..... ° 72 
List of 9 Compositions which require Chimes...........-.ee sees cece ee seeee 58 
List of 90 Organ Compositions for which registration is suggested for 
various specific organs. — ; 3 
One-manual Organ, 6 speaking stops. First specification................ 140 
Henri Deshayes, Andante RelHelOsO': <:s:c eras iene ove vie ehovensieneisieie 4 141 
Walter Porter, Three Short Andantes, No. 1.........2.2.. 141 
Walter Porter, Three Short Andantes, No. 2............-. 141 
Walter Porter, Three Short Andantes, No. 3.............. 141 
Théodore Salomé GOtCnie SMe CRA is s.6 pi ocecsiniess clare ts scot oeo CG 142 
J. Frank Frysinger, Berceuse 2... ese eee eee eee cece cere en eeee 142 
One-manual Organ, 6 speaking stops. Second specification.............. 143 
Henri Deshayes, Communion INGA. Ses soe cies oie vie share ore Veses, 144 
Walter Porter, AllesrettTo. GLAZIOSO: vo. Sess) or ere oc owe wi sacle yee 144 
Gustav Merkel, IPreliides tia BO abn trench lei stolaistane sev seeiele ooee 144 
Gustav Merkel, PLCS ARVAGueteretarsieracisoier soa cteyetene ete ieiae aie 144 
BH. Silas, Maren iw Babess c:< ats 12a: cre eels aaew onsyerslereisiaite 145 
One-manual Organ, 7 speaking stops. Third specification.............. 145 
William Faulkes, EOE AE Sy Mae 11 Gece ctatones ahevertos) oer vussearentce aio eoatels 145 
Henry M. Dunham, Meditation in W-flat............. 146 
F. R. Rickman, Andante Grazlosoic. sosie adie sale wales wee LAG 
Medium-sized two-manual Organ, 15 speaking stops ie AT 
Uso Seifert, Mantasia.- in Connor cs +255 etoisiene: vale -. 148 
William Faulkes, Postlude in DEE Re Bite NOM IRS SEROTEC 148 
César Franck, Andantino in G-mMimor.........eeeecceeeee 148 
Edwin H. Lemare, TARGONTINO A )-£ At sie onsets siete eosnen suet onel oie: cet exe 150 
Arthur Foote, HOSE Ly Alley UAL Cert) ay erare cvccerstar oie eissele’ <folere wie sare 151 
Alexandre Guilmant, Milevation dn AHaty jie o's: sisi s sone cz0le ele eon one 151 
Georges MacMaster, Grand Choeur in D......... see ee eeeeeeee 152 
Very small two-manual Organ, 7 speaking stopS............++++ aaiees 153 
(The same 7 compositions as above)........ beset acess wren nsenos 154, 155 
Very small two-manual Organ, 7 speaking stops, with duplexed Swell Organ 156 
Berthold Tours, AILESTCLE OMG UAT OSOl cole aves 01s «\'s/siciens 00 sxe ssibhecs 157 
William Faulkes, Grand CHOBUE AI A eerie is se a laieste: eueveseibieinse 157 
S. Tudor Strang, Cantique GAMOUL. 5 ke os vice ev ceeees setae 


Johannes Pache, Prayer in AsMat vice cc secesseccee AGA oc ame ats! 
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Modern two-manual Organ, 22 speaking stops..... ee 
Oscar Wagner, Allegro ma non troppo.. 
Frederick Maxson, Grand? Chorus Wi-Sistsencs nates Sbic 
Russell King Miller, NOCENIMe HRs, ceyaisysle sis cuelelevate ic feta etaievereretere 
Théodore Dubois, Bantaslacin Bi 3: << sivtenecetatacoue vale renanale saetahemeask 
A. Chauvet, AnGantino in D-Mat sc. << 1:0 olsc0s\e w\s\er situs site) oxo 
Samuel Rousseau, BPleyationy in, Haat csc cic,cte eters tele tasiiete sero temaene 
Théodore Salomé, Grands Chocar di Gis eter rece ace ovecsl nde sie jaucre tonal! 
Roland Diggle, EAS UMSCES cial che atenan gare oeyeiteleleustellay siunevereretenarere 
Jacques Lemmens, IM AT OTs eke tout etiaerauc delle oc ene ete el stemarevenenets 
Oscar Wagner, Sonesta cin“ HW -mIBOP Es. ascesiecwls to a9 se ereleneee eterere 
S. B. Whitney, Processional March........cccssserrescee 
Alfred Hollins, Sprine* Sons ik ac-c hk siclaosesreialetoun sre) acekeneiedenmtaye 
ere three-manual Organ, 40 speaking stops (non-movable combina- 100 
ALOU) awn tern ears ole wie Wha .e- ae! alle (ene Jacpis Sein wis eine Setalinies kom s) Nite nw. vie(ene ce gnue aie teeey ei 
J. S. Bach, Toccata and Fugue in D-minor.......... Bee hte! ar 
Arthur Foote, Pastoralenin Bea tac. < ciate hel h stalevstcisioreis i ateiata 173 
H. D. Wetton, ATG AMEHO Ooo alle tote eins. Snatepenetenepst cuneate acetone ats 174 
Alexandre Guilmant, Sonata Jp Demtmor, INO: serena cials elec) ielatats Pieper ae 
Césare Galeotti, OPORCOUE Gs HAs eas Fie osetia Bisel eu etotens aaticualel eraneeeys 180 
Gustav Merkel, Pastoralecin Go Op. LOS sa sc 5 tesoscse 1 ieee tee 180 
George EH. Whiting, Melody am sks sati. ce ot etarscelateus sietovarcieleisinionevers 182 
Edmond Lemaigre, Marche ~~ Solenmelle.. <i. <jsi< is «<1 «16 + ote oBale'e wie 182 
Théodore Salomé, Camtiléne ane nts Sieve cers sce te to celaitz, wrote (el ehaneistevenere 183 
Samuel Rousseau, Hntrée Nuptiale.. , 184 
Will C. Macfarlane, FROME TZ Es last aisle (otareroveetele leis tess farelo tei epemite Ste tone 184 
Henry M. Dunham, Sonata in G-minor....... silossblenjer aiiohaver sae oie We kilgetss 
W. Wolstenholme, SOKO Abe eo oicis op sie wid iejaceieuvisienetennhenoneraraceterete 185 
Ralph Kinder, Mesthyal “March: -in:\ et coresa s,s love ove ener aalepecemucerene 188 
John Hyatt Brewer, A Spring-Time Sketch... 2... dees clersls cee 188 
Georges MacMaster, Pastoralesin Dat 2. ci. <istarecleterteeneletereunesee we. 190 
Horatio Parker, Wistonetr Ds is cies sisiti oa: eite wtel oledens ve eaRhsiahensrererotete 191 
Adolph Kroeger, Marche rh a eia'o., 025 96) a) mate ucrere cede trees leteas 191 
H. J. Stewart, Bestival: Maret ais, <\c1ecc; starsvs alerenstiahetet arelencee renee 192 
R. Huntington Woodman, Eiplthalanitami S25 sci. rskate epee el mnie ueletanevans meebo 193 
Modern three-manual Organ, 40 speaking stops (movable combinations) . 194 
J. S. Bach, Fantasia and Fugue in G-minor....... ‘sine (2290 
Felix Borowski, Prayer in! CBr csverc sie leieis esshalereionr excwatelis eer peeeaare 196 
Théodore Dubois, En, ParaGgisumiine. oases aeficheved oxsManeuch alien raters te 197 
Joseph Callaerts, Brayercin D=at so <iciiciysttsvsepsele 4 yeveeieecionte 198 
Gottfried N. Federlein, Serenade: vis s.is sence steals Sein tee See ee 199 
Alfred Hollins, Grand Choeur in G-minor................. 199 
J. S. Bach, Choral Prelude, “Wir danken dir”........ 200 
J. S. Bach, Choral Prelude, ‘‘ Der Tag, der ist so freuden- 
POUCH 27h. avate alot einiece eto oe ale eee te aoe 200 
Clifford Demarest, Cantilen a ie c'e\creaarefeversunns eee eitom alates eae 200 
Felix Mendelssohn, Sonata in F-minor, No. 1 201 
Aloys Claussmann, Pastorale=in- VAs js a meaielecitae ee aioe eee 205 
Henry M. Dunham, Andante if Achat toon inncapinieeinice 6 eineroe eee 205 
Alexandre Guilmant, Marche "RElisieuse sc: oters)acace Cerrone oat ee 205 
Arthur Foote, INOCLUENE S$ 5475.6, creres a) onecenereete econ en Peon 206 
H. A. Wheeldon, ts Sider oLd o.p is oiled wessoedalardMremeile lelrewennermeeites 207 
Dudley “Bucks SW er ay SINGEL havin gis Sik.o ea varerate lo ois ee ehalereie eee 208 
John A. West, Malody In ASME i ccecw. 5, 5 ee emcee 208 
Gabriel Pierné, Cantiléne: inl -Wenat. cist. e ee eee 209 
Frederick N. Shackley, AU TIVONTUAG Satis ehesorete ee ee oe eee 210 
Alexandre Guilmant, First Offertory on Christmas Hymns...... 211 
Four-manual Organ, [7 speaking stops (non-movable combinations)...... 213 
Homer N. Bartlett, Tocea tare yyy «5 \siarera; nie ea cece cere oe teens oe 218 
F. de la Tombelle, Marches Pontiicale:) sick... «cnonen oer 220 
M. EB. Bossi, Scherzo) An tG=MPVOM, «ao se Slike eieieter ete eee 221 
Josef Rheinberger, Vision’ ini D-Bat iss Lito kn ie leis Clee 222 
Louis Thiele, Concert Satz in B-flat minor.............. 223 
W. T. Best, PastoralesinniGs oh os een cee 224 
Alfred Hollins, Concert, Rondo’.....¢ 5 csc ces meen 225 
Four-manual Organ, 77 speaking stops (movable combinations) 228 
L. Boéllmann, SulterGothiqueiw. cio fe cckree co sie Cee 230 
F. de la Tombelle, Pastorale sia: Hl<i..n:s\s/e erase sielena ance ee 231 
César Franck, Mingle ny Bedati. i wavs wiv ace eee ete ae 233 
Edwin H. Lemare, Romance! ose eens li asians ee ee OS 
T. Tertius Noble, Solemn" Preludedi cs elke on ee ae ee en oo 
Ch. M. Widor, Hifth Organ Symphonyi.s ase oe 235 
List of 60 Possible Combinations with Four Stops and the Octave Couplers... 69 
M 
Macfarlane, Will C., Registration of Romanza...... os nels 6 ae shave unis 185 
Mac Madly eres: Registration of 2° a VE > 5 ae ons 
rand OCUP. Wises eielee 2s se se a0 siaeees ts © 98, eie MDPalle a) 6: 6ie a aieyetetelctere enmtete 
Pastorale in D-flat.........:.0s. nee ee cies ak ee eee Speco dae 
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Magnatum. A 82 or 16 ft. metal Diapason in the Ped. Organ. Occasionally 
found in 8 ft. pitch. 
Main (Fr.). Hand. 
Main Droit (Fr.). Right hand. 
Main Gauche (Fr.). Left hand. 
Major. Large or principal. 
Major Bass. Large Bass. 
Major Diapason. A 16 ft. Diapason. 
eater Rin cane Flute. 
Manipulation of the Stops and Combination Movements.......ccccccecece 
Manual. Keyboard for the hands. PA a 
Sean I 
anual II 
Wranial Hh } dis ste pies lete a aie, J : Senco sretieie sys sere oi ure: sl cieei'e le\'eloie;er see steele ree 
Manual IV 
MEA TUAIKCOUDICES Yat oielele Fie.v a Bienes wide isbn oyolistare tse vince) spa teneys)-ciefel Weis tecetetataves ore 62 
UALR OUITIES Yarwrs alelevrele eiatsaateve-os's oe ot ACPOIOIRCECR LTR Da CEO ROW CRON BROS eee RSE 15 
AUT MP Om MITT CO UPIGEN corrals ai cereiasenecscdre erekare) Sate wsogias a eR eS Bae es 62 
UPS aA Ore OG al CON PLOLS: teva ierec ete to ees) eotaita, oe fader oie erat ohe ATaS Coat Shazehah srauan ihe 64 
Manual Untersatz (Ger.). A 32 ft. Bourdon on the manual running down 
only to tenor C. 

TAT OUI A ROL SOLRPAT IDES tic; csuie ss stasis tra reine oternee eee eleva el oigna coin Wie eet ae dione he 16 
Maxson, Frederick, Registration of Grand Chorus............0cceecccccceees 160 
NEC AUTO HUE SS COD SE rete.) o odors eete teicher eee dele acetone te seceheies die Sones Bae lal Sake Sa dines Siw ee 13 
: a aa Raniah earaisin'k 41 
Melodia f°7°°°"""" maine fence) ckctac su miecadel eisai catch eral oreusie: oh oar bones eneipieatis taro 5 
MHELORIDS GOVET LONER NOT ai. arececaciere al o:5is: oilallens oe oo slela dase 0°60 ocd bis Share a pole eae ee 31 
Mémes jeux qu’au commencement (Fr.). The same stops as at the beginning. 
Mendelssohn, Felix, Registration of Sonata in F-minor, No. 1.............. 201 
Merkel, Gustav, Registration of: 

PASUOUALCH ATI Gro O50 Dad orcinis, oto iss lcle.e «visio occ 6) 0.00. eile ia acer aeie co aid onieals ewe 180 

EE Vas Cea PTEALOM oe tla oss clion Uo a latte lor ore, o,  tal ie. a) oitoriel Staterer so; 61 oraieuseie tela tulleila oberwmber erste: eee 144 

Mb sisacoea ed TAR SIDA T DW alerele stairs: sisicrsceiets: oleiieverace ct e-ete) oko eyo-siray sloclasotmtar pistons etakatele aie 137 
Mettez (Fr.). Put on. 
wiaaeday Clas cE Deli Gas cere eet hel PRR APOE RR Rae Eee RONCHI ICR RCO Ere a RICE arene eer eG 110 
Miller, Russell King, Registration of Nocturne in F................eeee eee 160 
Mix. DNS 5 ira HONS ATES EE SELLS STOR ee MA es .15, 39 
Mixtures 
Montre (Fr.). Diapason, literally ‘“‘ show pipes.” : 
Mounted Cornet. A Mixture stop whose pipes are placed at a higher level 

(mounted) in the swell-box than the other pipes. : : 
Movable Combinations (Pistons or Pedals), (Absolute Combinations)........ 6 
ENTS UE Fin Sane, SERRE Coa ECR ORICON ON ROCCE NCES CEOEC CROP CIE emer tc mer gee 
Mutation Stops 
NATE CC EW NOM crac nidv0) oicsere\'n. 0 orectie:e 06, 0's 
Mutually Releasing Combinations 

N 
Nacht, Horn (Ger). Night, EROrinecs o.o)6 06. o:5 op scecsiciste.e, bs epereere e: eib/ereiaie eneiferatate .18, 19 
Nasard (Fr.) Ke Mutati t ding the twelfth above the normal pitch 
Nasat s utation stop sounding Dp : 
Necessity of Mixture StopS.......cceeceecserr ccc rc erste crc eeresercecnce a 
DN MELO EM arate a here cher el elo1 s’pieco ole) 2r0,Svores~ «eyaseioi.evo;0 aiayexe)sininiezels oie: sua) efepe)einceieitel als aise 8, 
Nicks and Nicking........ ese cedaeee etaiel oyavetevoneataratciaye acs apstatepatene: cutugtencseretene a 
Nineteenth (Larigot). A Mixture stop. 
Nitsua. A variety of the Gemshorn. 
Noble, T. Tertius, Registration of A Solemn Prelude......... wont cite oe 234 
Non-Movable Combinations (also called ‘‘ Immovable,” “‘ Dual’? and ‘“ Dead’’) 76 
Normal Pitch.......cccccccccsesscoce SARIN AOE? GOD Ee eth Ole nn ae 17 
O 

Ob. di t 
Obw. (Ger.). Literally, the upper part of the organ, corresponding to 


the Sw. Organ; though in Ger. organs the pipes frequently are not 


Oberw. 
oO. W. in a swell-box. 
Oberwerk 

b. 
rls (Hautboy, Hautbois)......... ah elaletetaeheterstptsiatar erokeidielesel 7a e 49 
Oboe and Bassoon 
Oboe @’Amour. A soft-toned Oboe. ma 
Oboe, Overtones of..... AE ICICI DO DIC POT CHU OICR MOOR OCONEE CR OOH EEO OIC 43 
Octave, First Overtone....ssceser esr ee crete rete teeter tence rene eee nnee 
Get (Principal) ..seeseeeeeeeesseeeeeseeeceteeeeeeseenneeeenecens 38 
Octave aol tain neice eaetat arate uvate deed lelorehianels .aincia\sietetsl + (oheavelei/eloial situa. eis ofaie) 9 ae 
Octave Couplers ......--+ Meio chat ct totais) Mee enue arabe ela weal oie 2)fo1 ol 0/9) a 'a'eiieto; sie aijelele ’ 
Octave Quint (Twelfth) .......-eeeeeee rece eee e rene eens ees eeeenccess ebb, Oo 


252 INDEX AND GLOSSARY 


PAGE 
Octave Pram pet race cag eto stevsteda calareiatei tle a siete a paley orare the elena eis en etotererele spoele Sieltts 53 
Octavin. Flageolet. 
Op. D. rf 
Op. Diap. seasereie eles ialatWelaseiere FERC NEO IML PORNO Ob Sache arare-oNe ane Sadsyes 36, 38 
Open Diapason i 
Open: Pipes isis sielecis, diets Sarcceca eS ae UE Eo Oe oe 16,19 
Ophicleide sek 5 Gre eile t Maveire Meeteid the win olive eae See See Lee Eee 51 
Orage. See Storm Pedal. 
OV Chess OD vac eal eo cncapaht 2 OS ONS aie te ed re atk Teen ae ais averscniete 50 
Orchestral Oboe f*!***"*"** sifu \szeveiaiterataterebelelexs tous tetecrester 
Orchestration—andshegistration «Compared .5 ./..c.< s/s o seiale artis ateetaione bios alae 9,10 
Organ Coloring ..... Said gaia cal sal ate inten otcaus lanes 1S wyRUR CE et faliaace 7s CeCe We ee RL LENE Gna IORCER OEE 
Organo Pleno (Plena). A full combination of 16, 8, 4, and 2 ft. stops with 
soft Reeds and Mixtures. 
Orgue Express (Fr.). Swell Organ. 
Orgue Expressif (Fr.). Cabinet or reed organ. 
Otez (Fr.). Put off. 
Overtones o(Eanmoniesy's «csc waiach as ae ais Bie wisSietel eke TTAB eT eon 
Overtones ~Acoustical'y Curves H0ft ss acces bcis saw acids pee DOE ine ee ee 25, 26 
OVETTORCS 7 PUCSt: WaT Ut SOCOM GL i, sicieceecelcin iesaie estes ante ence Tef ole ehee re eerie . 25 
OVELEONES  TIIISTEA TEA Fats sc.s eto; adeye Grace sarodeve Lam to dineus o.cus ie aecte Daren eae ne Rear oente erate 25 
Ouverte (Fr.). Open. 
Ouvrez (Fr.). Open the Sw. 
Ouvrez le Récit. tout 4 fait (Fr.). Open the swell wide. 
P 
Pache, Johannes, Registration of Prayer in A-flat............. sain /oleiaislerateraney mPa 
Parker, Horatio W., Registration of: 
Sleheavenly love saplding:: vec sclse ese ae shelve mene me seis) sifer aye stecenehenecene 130 
WV SSLOM Ds UD acces ccc lose CNG Sw © FVIIS ued Torey ERS a CORT a ae ee 191 
Partials; Upper See HOVvErtonessre cieyo% cus’ s.oiecsetases oe anes ee ee eee ee 22 
peaale (Fr.) The Pedal keyboard with the wind-chest and pipes which belong 
Pedal Organ J to that keyboard. 
Pedal Echo Bourdon .......... 
Pedal Flute (Bass Flute)...... 
Pedal Lieblich Bourdon ....... 
Pedal Pistons (Studs).. 
Pedal’ Quint sackets eiclace ccs 
MedalOReledsew ae sce tercre c's bntoieimins cee artes 
Bedale s Cudsi (Pistons) ss5.csire.0 ores ccs leverece Ha RUS ork ae ee Ee ee ee 


Pédalier (Fr.). Pedal keyboard. 
Ped. to Gt. An incorrect term for Gt. to Ped. 

Ped. to Sw. An incorrect term for Sw. to Ped. 

ORCURS IONS SLODS tory zcse lovee ais lever ls ialanco lohan on. Sie oe oie eu Ree ails tole el emonate oes Lo, OO 
Peu 4 peu (Fr.). Little by little. 

Pfeife (Ger.). Pipe. 


BOM EL AD joists iaisis tie wie eel aerate le le wiera lst wvexsys ove taeteeentere dena merener erate cleretane ets cee ho, oe 
LAT ATT TER re yr Cicha A Se ane DR Cry fame ym mr yr eee eC See I siieleteterets 21 
Phys. OER eee AAs Reeve uae tee Speke een ee 54 
Physharmonica f°°°77 TTT T TTT teeter et eee eee eee © oie, stolopessiatalerarete 
Pande oO seam eees GOA OIA J 96s [ave fee sow tsielorsde lea iia late aya toke tote ea eiaerips Meer ata 
Py Means BRU IGE amicie’sals.c-a (ue. seine bole clo sem eee ee LL en eee 110 
WP FAW B BOG ie vara eis sieucrcisie nals ofa a iayalsia oie avarevareneiete; siete ene eee 112 
BB ands Sw. sises <6 eherels srepaieuecetsserecetciece aja lve tate cieevatane sia eal dlereyenenetens sta lo heed 
Piccolo f atts —(inohrench organs detts)i oeieniia sites Syaigis ie laden abaretets aire or okeretetete 44 
Piccolo Hacmonlaee: A Piccolo with pipes of double length which sound the 
octave. 
Piéds (Fr.). Feet. 
Pierné, Gabriel, Registration of Cantiléne in B-flat................ Ga daSn.6 < 3209 
Piffaro. A 2-rank Flute stop of 4 and 2 ft. pitch. 
Pistons and stiston Combinations cy ..1si01)s:< eines tials ieee eee ete ee ee 76 
ACC MO hy THe S LOPS ssc =) <\ ores evs/ her ers\eieasalssoiealeisictele os endo ven San oh a eae nea eee 19 


Plein Jeu (Fr.). Mixtures. 
Polyphone Pipes. Pipes so constructed that they sound two different pitches 
or two different powers as required. 
Porter, Walter, Registration of: f 
Allegretto Grazioso ...... 


hres Bhort Andantes”.-..2.2.2.1,.7° 01 Oe eee 
Posauna 16 ft.......2.% akerehetarcrentcots rete aie) eisiisi'a 6 veya \elie lahecalesaetereter cee tele herent stare 53 
P. 
Pos. 


Positif (Fr.) fever Organ. 
Positiv (Ger.) 

Position of the Couplers in a Grand Crescendo................. sxsistale lees tahe totale 81 
_ Prestant (Praestant). In Ger. organs, Diapason: in Fr. organs, Octave 4 ft. 


INDEX AND GLOSSARY 253 


Prepare ate 
Préparez (Fr.) \ To arrange stops and combinations for future use. 
Principal 8 ft. Diapason............ Riis efitan vee (ecapeever ckerat orang space Aaptnmene 36 
IBC pala tte OCLAV Ce seb 65 ck eo aU ak had wo be ALONG é 38 
PUNCH Palys GOIZON Spe sas Te Ce NS ee ea eS Se ERS ReSek eee ee 37 
Progressive Order of the Stops for a Grand Crescendo...........--...22 000. 82 
Prolongment Harmonique. A mechanical device which holds down certain keys, 

or prolongs the tones of those keys, after the hands have been removed 

from the keyboard. 
Puis (Fr.). After that, or a little later. 
Put off. The meaning is obvious. 

Q 
Quint (Manual or Pedal). Barston enetc elibiieite oSGire¥e oss sae iopomes ela onal elsns/'staupisol ekeas Wore 39 
Quintadena Sin... <ccpcnwic tice vars bias Shee Pais ene aia T ete adie in Sgelereesescreapyocnscc stslauer 20, 55 
Quintadena, Acoustical Curve of..... SER Ce eT CER ee eae 3 3 30 
Quintaten } 20, 29, 55 
Quintaton (7 *°°" "°°": ay alin SoSE sep eBay ov iteian Se seate Se RNa Or aA tease Castelo aiaeieNomaudrer sesaeee Pee 
WutitaronswACOUSHICAL LE ULVE: Olicn 5, sissce Sa TS hee een Suda Sieh SFE Seale 29 
Quint Mixture. A discarded name for a Mixture stop. 
R 

R. | 
Récit. Cire jee: Swell (OPRSAM 2 ac arsis oe 6 suche « atee alse nes a eterencers She eiecamtemeea 7 Oe 
Récitatif£ J 
CCU EOD ooo aol ch aierete rele io eis) stone a ccihiier-c Seite tie. tua cave Seo erie ave: stab: eialeuomaneteue nase ents Ere ee 14 
BECCA IE OREM SS CONG a aire vee salar tm, exele je, © oe jolie see tre lelisiiene @ o).oi'e wilaveuaiciislte, wieye austere Poloneea p1eiee oka 18, 49 
Regal. An ancient portable organ. 
Regal. A variety of Reed pipes with fantastic-shaped tops. 
5 ECCLES! EN Da sere a a eee BPG piaxehon smelter tesco xaisnujeiene® sieVel ote, Sug vereaaeine cceterete SOS SHOU OS OF 9 
Resist EMO.) CNMeCM | ss coe eisG vis oiviscs sere el o-ehe a, s GAs aarier euAerseoh es ah akaliete wwe esabaee sone cety 9 
Revistration and Orchestration Compared’. occ <cfec iy cisnesce © a eeiu.s 80h. wie bears ao tL 
es ISEE a TIO Wl GICAL TONS areca reassnr ere were eon e Ors corse, 0 here ae Wate Ge Swe e aloe ES 104 
Registration of the Accompaniments OE WADE CMS ie, acesede dete aes seod hah ere eds: 
Registration of Hymn Tunes .......... are Ponadenarerent SaUGDN CCH OTE wiodatotaneneete 117 
Registration of Organ Trios ....... Reastunieteatowar se sterer ant CaO ERS OCA UST TO 136 
Registration on Antiphonal Organs .................. a Mesnccnawinhoadentws cere ec enaae 87 
Registration on Hcho Organs ........ oeare iplolovacertieie! 6 DOr eos Sade Bae rote 87 
Hegistration on One-Mantial: Organs «55.62.00: 6 02 issere ce wis wipis. sy 0 ee cielele bac Soren 
Registration on Two-Manual Organs .......... ccs eseeiecseveae cece eevatetteratere: NL Gants 
Registration on a Medium-sized Two-Manual Organ................. Eee Lest 
Registration on a Small Two-Manual Organ.............. eee cece cence 153 
Registration on a Very Small Two-Manual Organ with Duplexed Swell Organ 156 
Registration on a Modern Two-Manual Organ............cvececcecsereenes 158 
Registration on a Modern Three-Manual Organ. With Non-Movable Combina- 

MOIR As owetee [evanrese tpsc ola Gueie io vo.0r Sia) sv eye) pcwisl oj eee Serevens reese rer ices = Ash”) 


Registration on a Modern Three-Manual Organ with “Movable ‘Combinations 194 
Registration on a Four-Manual Organ with Non-Movyable wiser cua Salsas ebe 
Registration on a Four-Manual Organ with Movable Combinations.......... 228 


Relative Power of the Stops in a Swell Organ.........-...-.+e000. Page ELON 92 
Releases, Combination ....... fig SE OA ORS BAD. Oe cee Aare ov ofa tresses ARES Beeceee (QE 


Rémettez (Fr.). Put on again. 
Renforcez (Fr.). Add stops. 


Ue UL RG PESA OS Galeuetene cis loca.c, viale/ else ha whicacal'el ons cate e see les SOG Lom Cea oaeno Rvatore¥ ont staee 39 
Rheinberger, Josef, Registration of Vision in D-flat............ aiakaye lata tapekeliciens 222 
Rickmann, F. R., Registration of Andante Grazioso...... GERD OAS Grose cecrn verre 2146 
Rohr Floete (Chimney Flute). Sire hero sige ailer Edotataieinleteteherten aisles . 380, 42 
Rousseau, Samuel, Registration ‘of: 
Hievation: In CH -flatc. fs see 3s Bae svete Meteseleuss Cini oocls eauanadale etevesiet eres “SOS 
ea ENGI EL Ul users catia aasierevelove vi divtouelsiclsidyeiteve ave’ aletsuanslelisievel’e wqevelibielsie>esadeie le Te 184 
R. W. — \Ger.). Literally the “back work,” corresponding to the Ch. Organ. 
Ruckwerk § 
s 
SYMEES SP oS cp ODO OD OO OO OD DI COC CLONE Ci Crt as SORA ICES OHO fs 48 
Sal. PAI air en inetscmine wee Ameen PG ie ete £a6 
Salicional 
Salicional, Acoustical Curve Of.........s.sseeereeesreeecees FUP OES Me Seite 28 
Salicional Oboe (String Oboe).............-- od Hdgexshovarestrsuer ce Siasehotensiieiarene 50 
Salomé, Théodore, Registration of: 
Cantilane ........ isd elar len vareiaieranctecend: Oisiereie sus Mevaberseiees etnies ccaetcarcele LOS 
Gothic March .....00...- Bilal clecetababel eh efonteetantiaheneserei ees Melexeotelleniomne orien le 
Grand Choeur_ in (Sip Levey aren eps ecoedanetonsicpsta evererere siete we alsieis vu skaterenetexe ett 


Sans Accouplement (Fr.). Without Couplers. 
Sans Tirasse (Fr.). Without Ped. Couplers. 
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PpAGH 
Saxophone. An 8 or 16 ft. Reed stop with a modification of the Clarinet tone. 
Scale of Organ Pipes......... TiGivrele gwen be wielele Biohelalera ciel e were ope la elehetenelalerererele 
Scharf. A sharp Mixture stop. 
Schwellerwerk ......... SAGL are Peralta leleterereyels rave eke lave yecetere Mayowelohe tales ahete 104 
Second Diapason 8 ft.............. sitietaibtioiee 5 otis Miele aie ey cise evete Sy eaciniaemcid 37 
Second Mantial! Weve ons cee ecate we Btatave sys terete e cloremioietcusieloisterere eitieveters RO Dice 104 
Second Touch. See Double Touch. 
Second JUsesot the Octave: Couplersics. oo c.ckecc eg ciniw taveile olviere @ seeiollel ioiare sralelatens 68 
Seifert, Uso, Registration of Fantasia in C-minor..............eeeeeeee . 148, 154 
Seize (Fr.). Sixteen. 
Séparez (Fr.). Separate the manuals—Put off the Coupler. 
Septieme. Flat Twenty-first (q. v.). 
OPIGH OL se OVEREON ON) cereiccstal tis shel bin: serie; enelioneacocatohoiar ste bus lolol el elisyerin sel sient eens wibiatete its 22 
Sesquialtera. An old-fashioned Mixture stop of two or three ranks. 
Set Combinations. Fixed Combinations............... chefs lone mreba-etstousts Fer eva AL 


Set. To adjust or set a combination on a piston or pedal. 

Seul (Fr.). Alone. 

Seulment (Fr.). Only. 

Sfz. 1A combination pedal which brings on the Full Organ with all 
Sforzando § Couplers (with or without the Tuba according to taste). 

Schackley, Frederick N., Registration of At Eventide...........-.++-. Sevalclet mUcLO 
Sharp Mixture. Scharf (q. v.). 

Short Stops. See Half Stops. 


Signs: 
Ada Sateon—— 
Gamba off 
TN Pointers used to denote the 
exact part of a measure on 
which the indication should be 
effected. 
Sw. ae Sw. Sw. Sw. 
Silas, E., Registration of March in B-flat...........0..0005 sistajleisjoielereverayerpie” sale 
Single-Acting Combination Movements...............cccccccescccceee eeeletsl 76 
Sixteen Feet ae 19 
Sixteen-Foot Stopsf (°° °° T TTT eee eee ees Wisislatatetetersictese aieers 
Sixteen-Foot Couplers .......... tearetelio/io' opetiel olonoval afavaraueiatevetenca recite rela ahaa cae . «20, 66 
Polele Wa OLIS aire syeun!a) sap sos conse relate eeva's chester Nate wusyene iia efotem sieteenten en eaeiake crore cn remota . 
Slotted. Pipes which have a slot at the upper end for tuning. 
Small Diapason. The same as Second Diapason............ p laceunyel son seteNe aati 37 
SHO PVT Ia as ca eas sf ateve ete: whecae. tin sete voiehe coshots acayecan ie fe aie teh oie ionic eae re ee 15 


The upper keyboard in modern four-manual organs and occasion- 
So. ally the lower keyboard in somewhat old three-manual organs, 
Solo Organ) with the wind-chest and pipes which belong to that keyboard. 
The stops are mostly of a solo character. 


SOLOS nM ESET ei foil at oor aceielc tala eteja caverta dials ahclese iC Re ee Fianeterets 40 
Solowerks(Ger:).0)- CSolo:(Organire secs yl oe ite eie eee ooo! o Cohpfakaretipa ROE 
Soubasse. Bourdon. 
SPA in ONES TOMS eS yevosh evare-w overs evel oveketeteie ero ave ints \aha ancl nome ers in et eee Siarelopeveieie eae 18 
Special sCombinabicnse ste cc cis isis a cies sre oe len oe Ce ere See ecjateier erate 102 
Specifications : : 
One-Manual Organ; 1.0. tices oe ie areneione ois ciate ston Peo ee sisisyeiete 141 
One-Mangal “Organs hls. acttc tenis ate tet ee ae. Syaile rete ws a 143 
One: ManualsOrgans Dit os,cce tess ctl elelangig tne raisers eee chaneuens : - 145 
Small Two-Manual Organ, 15 stops...... pie eras) wteiep] el sieletaravecevenen oon F ; : 147 
Very. Small Pwo-Manual- Organ, 1%. Stopss's octets lie ce eolaetn a es > : 153 
Very Small Two-Manual Organ with Duplexed Sw......... A re layetarann 4 156 
Modern. Two-Manual- Organ with: 22) stopseccsnc. see be eee 158 
Modern’ Three-Manual Organ’ with 40! Bt0ps\\.s ss) cc den ae cede eke en eee : 169 
Four-Manual Organ with 77 stops........ ayoietelieleisinelsle ol etsFetete Breveho Rte ate : 215 
Specimens of Registration Indications......... ekeke tals “ale wats iecacare,vesate fore s/s 109 
Belen ilectee es 8 hoo. Saree ale Uae tm, cy Sat Rtn iether yh 
Sinhinwtel ud Glockensplel )--. a.c:scs.ctocss soca uae ee PA este 
RPGR EM GUNS So 8 cts os Sane paler ons Gouin ey uae ee RN ti WAS Bs: 17 
POC EORO MOTO WE Grae: ove hv ie fs sal's 00-4. SSR Rien ee ea RE eee Ree 37 
Stewart, H.J.,0Registration of Westival Marcha...) son on. eee ee ens 192 
Still Gedeckt. Lieblich Gedeckt. eeu 
Slop, SDeARNIOW MOL: wio.lve's 6s we oe « «eles his wee ie he eee et ee 13 
MtOP REVAL s Sh os tats us pb asok both adodson ae eae 
Stop RMON | ance ee ert bene Regime» va eens aiisleuessrasve 13 


Stop Nomenclature. The technical names of the stops. 
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st. D. u PAGE 
t. Diap. UGEGCCET tere ray weereeeine eh bo cae SR RES er .. 17, 41 
Stopped Diapason } : a 

Stopped Pipes OSES SOI Ae Sena SL SEN CISD ORCI EERO Cie OO ore eg 19 


Strang, S. Tudor, Registration of Cantique d’Amour...............e.ee00- 157 
String Diapason (Violin Diapason)..... : BRON ROT Os PHELAN Fo SOG PT 17, 37 
Sirius Ohoe. (saliclonall (Ob0G)inacccecie oes sen ols oo 5 
String-Tone ..... eovslateveIniecerees Sails ie lecauster evel Obi pue tener ska tetas ak GET TR we aR ee 17, 19 


Sb Heed te” Wale Wiccks Sree on-air Oxi SRD TEES | 18, 45 
Sub. Octave below. 

Subbass. Bourdon. 
Sub-Bourdon. A 32 ft. Bourdon. 
Sub Couplers c 

Sub-Octave Couplers f °° 1°* ttt ttt t eet t st eeeeeee SD BOONeOOS wisi es eteig ie ITO ROE 
Super. Octave above. 


Super Couplers U 
Super-Octave Couplers "77°17 TTT Tet ee eee eect e eee «20 «20, 65 
Super Octave. Fifteenth.................. FRC GO er a AD 38 


Supprimez (Fr.). To suppress or put off. 

Sw. The manual next above the Gt. (in most organs) with the 

Swell wind-chest and pipes which belong to it. All the pipes are 

Swell Organ } enclosed in a swell-box (q. v.). 

Swell-Box. A large box (containing all the pipes of a department) which is 
provided with Venetian shutters, for the purpose of permitting a 
crescendo and diminuendo, by means of the swell-pedal which controls 
the shutters. 

Swell-Pedal. The mechanical pedal which controls the above shutters. 


iy OO CORSE Hencwi o-ci0 6 tet 5 DARIO DD sian eo OE EES oer a reson 113 
mare: (ENED Sea Snes cormont dane du ho SMOamaaan aoe! Seles ie: svale vi elebetsceie eseie seats 15 
T 
Wablete_x<c ss ccccs.s GeO BOO ODO OR OF Ot aOR OO IO EA TORO POI 13 
Table of Approximate Hffect of combining stops of four qualities of tone... 94 
LEDW hy WU. EE Ge SAB crg ob Die Cer aIb nS ORO. UE CEES OUI Oe een inte ORR G cae 15 


Tenoroon. A 16 ft. manual stop, generally Bourdon, which extended down only 
to tenor C (obsolete). 
Terz. Tierce (q. v.). 


EN OPIN DASOTIS Gt HOALG a oso cin vi orsie is ase ere os wei ebegone: ai are,cparsvel enw aa nelle, 4d oe ares ateUelere 17 
Thiele, Louis, Registration of Concert Satz in H-flat-minor.................. 223 
MENV CRY GOT DS PCPS) ESS gests CACTUS OG GHD ERCRON I Oe Pe OIE Sg Bee aT CREO a See. 37 
BETERIT CIM WUTLTINTA Esra eo wget aha te erece ls te eis ookaiare eta also cs). cieieiwiare. Sietesere EIT ig FONE OR ERO EOD 104 
Third Use of the Octave Couplers..............000- Da ein cre Oe TOS 72 
USUI ee BAS Pian ant inde eee aio rap aE Doc ORO ATG LO Re EE 19 
Thirty-two-Foot Stops 

Thunder Bass. See Storm Pedal. 

DAG amen tay: whacatase piece rere a SSs5 Bnd AE OHA Gon ond GARO ODUCmAS ono Ulbad bo au amor 18, 43 
ERA TILLY so 2v5.6 010 acele-0; 6 600 0 0) 4:/0/0:0.630,0-0;0\0\e-016-659/10 10 91 eres 0 OanD Ub EOE Boreas © 43 
Tibia Clausa 

Tibia Dura 

Tibia Major fe TOA ScalsTal siaies tovelalelote’ efor tiotavsietoiataiclelatstalshe AL ERO CAE tego 


Tibia Minor 
Tibia Plena 
Tibia Profunda 
Tierce. A Mutation stop or rank which sounds the seventeenth above the nor- 
mal pitch. 
Tilting Tablets ..... rate la lajelejere etaleieie teteieia taxes ale isle eraiaie'e iota ofare Kate Tialetohetaielahekeres« Sea 


Timbre. uality of tone. 
Tirasse (BE). Pedal Coupler, generally Gt. to Ped. 


Aes = oe O. i (Fr.). Gt. to Ped. Coupler. 


Tombelle, Baron de la, Registration of: 


Pastorale in H........--ceee Mie ieie aieieep weston ovat orevotet eiolevarscenaca) biataiiecoleesenev tess 231 
Marche Pontificale .......... adel Keveisresprareielats\vievsiaiareceislvieraa & auecaiaeiecane side 220 
Tone-Color .....- Lecce eee eee e eee ens aevesa lellaleiatereis ele) axele Sinieie: «ft she ian avalon st er siee 9 
Tone-Color Intensifier (Vox Humana) ...ccccccccccrccccrcscsecccerscces . 54 


Tonnére (Fr.). Storm Pedal (a. v.). 
Tours, Berthold, Registration of: 
Allegretto: Grazios0 7. coc. once ness sos ofstalalaneretalersisrs SOB GRU OO ner ar « 157 
“QO, come let us sing unto the Lord’’....... ibeheietaleisatalanvissveleleteieiaiainy:s eben ha 
Tous les Anches (Fr.). All the Reeds. 
Tous les Fonds (Fr.). All the Foundation Stops. 
Tout ’Orgue (Fr.). Full Organ. 
LU ERE Sop o OO aC Greens CuO rece Natsraeetet oh acatelavata coil iorerel siete! sels oieysi oe" eras eves atesanere! 15 
Travers Flute (Plauto Traverso) ... 2.0 ccccccccccccsscscscccoveceesescces 43 
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PAGH 
Trem. a] 
Tremblant (Fr.) 
Tremolant Bie Rikid se fetal reine e's solcs ie A celssereleveaietaveh ovary iennee atone revata sia eiesclatiereye 60 
Tremolo 
Tremulant J 
Tromba | 53 
Trombe f° Tt ttt tsetse eee e eee ee wateloroareisiete etc aii siave tem terennis civ uefeieqereleeiy's 
Trombone 16 ft... ..0...ccee wile le cays ifaiaitn' uo (oN feearee eine Seboie  ematonebarterieieve leraL eto Rent nettalalronenevets 52 
Trombone 132 \£t. ACCONGLA) \.. «crave aiclarnacorstetocehors en Srare ordre oda eben aiereha eee Te eae 53 
Trompette (Fr.). Trumpet. 
Trompette Récit. (Hr.). Cornopean. 
Trompette seul au Récit. (Fr.). Cornopean only. 
Trump. 51 
patie oes ee ey Gloves eT eS CIO OOO rer 
TPRUIAP OE DOTE sh cuter eaves revels foie elena taste tor syeiey au cuech teuV Vl oii Fevero lar easter teapah Pate herent Be 19 
PES URLS ip wen cesties oa Cote carat s te Wek ot iisein inhi eletarele’ Scale ove ial sleds elon laren eta StoRM elie Nelanceraicaste els tevatetens 51 
Tuba, Harmonic. See Harmonic Tuba. 
Tuba Clarion. A 4 ft. Tuba. 
Tuba Magna 51 
Piha Maier iil MONO eine wa 8 ow wo Sins aag's Sis wine ce eiminus ir/aia Se url alenaeaee 
SAE DSM VEL TOE erctore ote sreveravaonea verslslorareneere: sits tore telovereiene ciptenonsta edt lolcWenenerebalen sets teh enetanaee 51 
SETA PULL AD ALIS Ss sc resc:ley se euefolere Ie as aioe: crevalelaceievwan)arelfeienateiieie:aietonokel ie tevelenaisteis ana oie coatets 51 
Tuba Profunda. A 16 ft. Tuba. 
Tuba Sonora. A special variety of Tuba varying with different builders. 
Mining cHork,= Vibration> CurvexOL si. eis s.c-sicssste-. sielelaln' octaves aye eis aiaereteleleteletaletels 24 
Tuyaux (Fr.). Pipes. 
ES Wie lila areas icche caite vevave re eetaa tenis. cies “ate vente e-erehe:al eieireitereva kere tatenedenensnal areveiilays cetaiet isc eteiawe 15, 38, 39 
Twenty-first. See Flat Twenty-first. 
Two Feet AC io te POT EE eee re Bioanal eS Oyo; +o 19 
ES SOG SES DR kaa SHR SS RIC 2 

U 
Un. Mar. 
ae Marts °° WEDS Wy Cae AA tha ueTAC Tor hee Ee ees vances 
Mpithodss Sees UplE Sm CMESES se oiarcio ka: miles’ averse laloreleieverei ayer siete leVelelaiaraiens 31, </ecnioseletat emeoek 
PION MEO OUPLOLS rises cor s)cie da: «cater cee ana ete leta musteia onereinileterarars istebelsteatrelers miele eselelajerei Orica 
Unter Clavier (Ger.). Lower Manual. 
Untersatz (Ger.). A 32 ft. Bourdon. 
Ue Wi. 
Unter W. CG OT ca Aen rae cxeateivnsieterels Tfaice TeTeUe De TMT R ees APO Oe AO a allen sateeee Oe 
Unterwerk 
Upper. Partials: (Overtones, Harmonies), os 2 <isc..s ois 0.6 iso wioteracpee aie louse ale efctate 22 
AU GOROL ENE REICH ON OLA G tare tele tec areca cnld eieve Zale n emctlie’leraicolreleloneco"sWogete lela riteretacvenererane eels 87 
UUSezOL mbes GLATIG CLESGENGAO): jeccfs alec eave tu etm iatave, ellstelone iis lovecstexelele ererenaiaune tataperetetens 83 
USES OL sthes OCTAVE =COUDIELS «<6 ofa eiu sive tm aiwca'e ee 6-86 fo vaveva oye (e lolevarn/erelene laneleheneine 67 
Vv 

WAPATO rE OMNOIO a cchgucictirs saeco: 98 4selesd)soieleiecd die! /avevsie)olsuersnfaiaietererel tere ctaternreiete 60 
Viol or Viole. A soft Viol d’Orchestre. See Muted Viol................-000. 48 
Viol Attheria. A fanciful name for a very soft String-tone stop. 
x were sa Coe als aan A i ae bas aurea onc te eo 
Viol de Gambe 
Poe ay GRADE: it sake cee anol alo erate ere ae eR Ee 
VOLS PAIN OUR, ca ieiace sever sie onel ate eVols) ote ierioxedvean\lelte'issal vie la: ove) Pia) eaottncal sislisliaite fone metre paialeie aarevetanS 
Vv. d’Orch. owen eer eee eee oe eevee e reese 


Viol d’Orchestre 
Viol d’Orchestre, Acoustical Curve of 


EVANCSASL: rk atas oastar era lDieioval oaalier a ais leliayiel'ele)edate! ste vee ie teloze cave telatene ecsuake sie etele eters poastteh aterer amet 
WALID 6. 6:5.000:0 SPs tape eae ee care OE a rai ere hive ib fatione eevee hee rae ceemen korea ieee 3 
RVR ELLA orate ean eieists nl etarece stab eretel ace or ahei ciel esi) ci ohe sienats car 

Violin Diapason (String Diapason).......... 


Violin Dolce (Violina). 
Violino (Violina). 


Violoncelle (Fr.) i 49 
Violoncello (Cello) @ fb §7o 7 ter tee tree ne eietaber ets ayahahevelelte sais Talsletaletsuctsie 
vie ING) SRR AB erie ecty Se SCR CEO MN GC RIC MEME ORCI ag eleldietauk olatshescietwrate Sitere eaehe 49 
vie Welete k* Foe ae Nae ieactane Pantie afcluntevevatebehsicters SOM. CeO DSieeoetieteleh ters 18, 47 
Voix Humaine (Fr.) > 

Vick: 5 
WG xGETGUIE ts = (iare us rave ote tele ea aNeienaie aie iot eis teieteialtea eisreraronn tere a cetirote 53 
Vox Humana 


Volleswerk (Ger.). Full Organ. 
Vox Angelica. A fanciful name given by different builders to various very 
soft stops; sometimes of flue pipes and sometimes of reed pipes. 
Vox Seraphique. A fanciful name given to various soft string-tone stops which 
have pomertinge one rank and sometimes three ranks, similar to a Viol 
éleste. 
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WwW 

Wagner, Oscar, Registration of: 

Allegro ma non troppo............ Sele ecisre rete cetete:sveseieters Beardie wane Rak 

BOONES EM ede WL ITA OTS coos Ws ular ei x: citerot eee, cliche pela user aspartate See anetar Sates ee Beeb aol 
Ww. FI. | 
BUVistl Cle MEU LOGEC U NIN piosieuosataie lesa ie ini! aio) Suits. er elwialereieiets eve Wace a aie Tee ae ReNichcuoe seer seN tc 
Wald Flute (?) J 
West, John A., Registration of Melody in A-flat......... Pe Sea aH 
West, John E., Registration of ‘The woods and every sweet-smelling tree” 
Wetton, H. Davon, Registration of Andantino in D-flat..............0cecaee 
Winecidons E> Ae ReSistra tion OL CANZONE scic ss ececs o's aoe. ab 0.8 p bore wie eetetelel viele 
Whiting, George B., Registration of Melody in B-flat..................0005 
Whitney, S. B., Registration of Processional March...............ccceeceee 
Widor, Ch. M., Registration of Fifth Organ Symphony.................... 


Wind Pressure. The pressure of the wind which is forced into the pipes varies 
with different stops, with different departments, of the organ, and with 
different organ builders for the same’stops. This pressure varies from 
2% inches in a few old organs to 50 inches for the most powerful Tubas. 

Wolstenholme, W., Registration of Serenata... ........ccccec eter ececscnene 

Woodman, R. Huntington, Registration of Hpithalamium................... 

Woodward, Rey. H. B., Registration of ‘The radiant morn hath passed away” 


Z 


Zart Flute. A slender scale 4 ft. Flute. 

Zauber Floete. A full-toned stopped Flute which sounds the second overtone— 
the twelfth. 

Zylophone. One of the Traps in theatre organs. 

Zero Piston. Release........ aimeteicceuene otetetatctarehens ere Sree ecw’ ool oKeiue "erase yore alalere OxeraTs 
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ADVANCE SUBSCRIBERS 


SAT? 
E 
Ura 
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LIST OF ADVANCE SUBSCRIBERS 


ADAMS, BERTIS H., Worcester, Mass. 
ADAMS, MRS. CROSBY, Montreat, N. C. 
ADAMS, FRANK STEWART, A. A. G. O., 

New York City 
ALLEN, ROBERT, A. A. G.0O., New 

Bedford, Mass. 

AMBROSH, PAUL, Trenton, N. J. 
ANDREW, MRS. ALICE S. G., West 

Medford, Mass. 

ANDREWS, J. WARREN, A.G.0., New 

York City. 

ARNOLD, LELAND A., Brookline, Mass. 

ARTIQUHBS, A. L., San Francisco, Cal. 

ASHTON, JOSEPH N., Phillips Acad- 
emy, Andover, Mass. 

ASPINWALL, JOHN, Newburgh, N. Y. 

AUDSLEY, GEORGE An IsD., 

FR. a: B. A., Architect, ‘New York City. 
AUSTIN, H. R., Boston, Mass. 
AUSTIN’ ORGAN CO,, Organ Builders, 

Hartford, Conn. 

BACON, auLAN, Parsons College, 


Fairfield, low 
BACON, MISS KATHERINE .; 
Buffalo, 


Orange, Mass 
55 ag MRS. LOUIS J., 

BARNARD, MISS GRACE H., Boston, 
Mass. 
W., A.A. G. O., 


BARRINGTON, JOHN 

Worcester, Mass. 

BARROWS, DONALD &., Rochester, N.Y. 
BARTHOLOMEW, EDA BE., Atlanta, Ga. 
BECKER, LUCIEN BE., F.A.G.0O., 

Portland, Ore 
BENJAMIN, MISS HARRIET F., 

Rochester, Minn. 

BENNETT, MRS. MABHL WINSLOW, 

Boston, Mass. 

BERLIN, HARRY D., Reading, Pa. 

BIDWELL, MARSHALL S., Boston, 
ass 

BIRD, MISS ETHEL F., Edgewood, R. I. 

BIRGB, EDWARD B., Indianapolis, Ind. 

BLANDING, GORDON, Belvedere, Cal. 

BOLLINGER, MRS. WILLIAM, Mem- 
his, Ten 

BGPPERT, } MRS. MARGARET E., 

St. Louis, Mo. 
BOYD, CHARLES N., Pittsburgh, Pa. 
BRACKBTT, LYMAN W., Boston, Mass. 
BRASH, HAYBARD, Lindsborg, Kans. 
BROCK, MRS. BLANCHE T., Dor- 

chester, Mass. 

BROWN, MISS FLORENCE M. C., 

Chicago, Ill. 

BROWN, HAROLD W., Athol, Mass. 
BROWN, ROBDRT H., Kansas State 

College, Manhattan, Kans. 

BROWN, WILLIAM H., Torrington, Ct. 
BUCKINGHAM, JOHN DAG: Os 

Quincy, Mass. 

BUDDEN, CHARLES L., Arlington, Mass. 
BURN, REV. JOHN HENRY, D., 

Whatfield Rectory, Bngland. 

BN: HALBURT G., Cambridge, 


CAMP, “HARRY UPSON, Reading, Mass. 
CAMPBELL, Diets Los Angeles, Cal. 


CARL, WILLIAM C., Mus. Doc., A. G. 0., | 


Guilmant Organ School, New York City. 
CASAVANT, J. C., Organ Builder, 
St. Hyacinthe, "Quebec, two copies. 


CHADWICK, CHARLES F., Organ 
Builder, Springfield, Mass. 

CHANDLER, MILTON A., Roslindale, 

CHAPIN, MISS MARION LOUISE, 
Boston, Mass. 

CHAPMAN, GEORGE H., Chicago, Il. 
nine copies. 

CHARLTON, ee tha, A. A. G. O., 
Brooklyn, N. 

CHECK, MRS. . E., Durham, N. C. 

CLEMSON, WALTER J.. M.A., A. G.O., 
Taunton, Mass. 

COLSON, WILLIAM B., A.G.0O., 
Cleveland, O. 

COMEY, JAMES, D.D., Boston, Mass. 

CONOVER, MRS. E. M., Knoxville, Tenn. 

COOK, LEROY digg Winthrop, Mass. 

COREY, N. J., A. G.O., Detroit, Mich. 

COVINGTON, "MISS DORA B., Boston, 

ass 

CRANH, HARRY L., Groton School, 
Groton, Mass. 

CRANE, JESSE G., Indianapolis, Ind. 

CROWELL, MRS. MAYTIB CASH, 
So. Manchester, Conn. 

CULLIS, WILL ¥., Oil City, Pa. 

CUTLER, FRANK C., Worcester, Mass. 

age MISS AGNES GRACB, Boston, 


Mas 

DAVIDSON, MRS. Wishiete G., 
Watertown, Mas 

DAVIS, MISS BLANCHE NATHALIB, 
Providence, lee 

DEAL, MISS ALICH R., Chicago, Ill. 

DBAN, FLOYD BIGLOW, N. B. Con- 
servatory, Boston, Mass. 

Bi porate BENJAMIN A., Winthrop, 

ass 


DEMAREST, CLIFFORD, Ff. A. G. O., 
DENISON CONSERVATORY OF 
Falls, R. aK 
Hartford, ‘Conn. 
A. G.O., Agnes 
DIEHM, MISS HMMA C.,, 
DUNHAM, HENRY M., A.G.0O., New 
DURFEE, MISS GRACE P., Marion, O. 
DYER, MISS RUTH BLIZABETH, 
Musical College, Chicago, Il. 
Spring 
ENSIGN, MISS GERTRUDE A., New- 
Boston, Mass. 


Warden of American Guild of Organ- 
ists, New York City. 

MUSIC, Granville, O. 

DEXTER, THEODORE B&., Central 

DICK, HAROLD, Webster City, Iowa. 

DICKINSON, MISS ETHEL LOOMIS, 

DIECKMANN, C. W., F. 

Scott College, Decatur, Ga. 

Waukesha, 

Wis. 

DREISKE, H. O., Chicago, Ill. 
England Conservatory of Music, Bos- 
ton, Mass. 

DUSTIN, JOSEPH K., F.A.G.0., 
Gloucester, Mass. 

Mount Holyoke College, South Hadley, 
EDDY. CLARENCH, A.G.0O., Chicago 
EKICKHOFF, ae EMMA C., 

Valley, N. 

ton, Mass. 

ESTEY ORGAN CO., Organ Builders, 

PYHR, FRANK L., Limestone College, 

Gaffrey, 8. C. 
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FALK, DR. LOUIS, A. G.0., Chicago, Il. 


FARMBR, W. W., Worcester, Mass. 
FAVROT, MISS LOUISE, New Orleans, 


La. 
FEATHERSTON, MISS LILLIAN, San 
Francisco, Cal. 
FBIL, HANS C., Kansas City, Mo. 
FISHDR, GHORGH E., Rochester, N. Y. 
FISHHR, MISS MARY CHAPPHLL, 
A. G. 0., Niagara Falls, N. ¥. 
FLAHERTY, CHARLES A., Boston, 
Mass. 
FLEISSNHR, OTTO, California School 
for the Blind, San Francisco, Cal. 
FOBBS, WILLIAM H., St. Paul, Minn. 
FOSTER, AUGUSTUS core Boston, Mass. 
FOSTHR, MRS. GERTRUDE MARCH, 
Worcester, Mass. 
FOWLER, ELISHA, Organ Builder, 
Boston, Mass., two copies. 
FOWLER, JAMES H., Fremont, Nebr. 
FRAMPTON, JOHN ROSS, Iowa State 
Teachers College, Cedar Falls, Iowa. 
Pee J. HENRY, Charleston, 


WwW. 

FRANK, WILLIAM F., Lae’ Mass. 

GALB, MISS ELLA LEONA, A. A. G. O., 
Lowell, Mass. 

GALLOWAY, CHARLES, St. Louis, Mo. 

GASKINS, MISS GHNEVIEVE BAUM, 
Oregon State School of Music, Car- 
vallis, Ore. 

GATES, L. D., Miami, Fla. 

GHEE, BR. HAROLD, A. M., Mus. Bac., 
F, A. G. O., Vassar College, Pough- 
keepsie, N. yy 

GER: WARREN H., Brooklyn, 
N 

GERNERT, HERBHRT, Allentown, Pa. 

GLEASON, HAROLD, Rochester, N. Y. 

GOODRICH, WALLACH, New Hngland 
Conservatory of Music, Boston, Mass. 

GOTTFRIED & CO., A., Pipe Organ 
Supplies, Erie, Pa. 

GRANT, GEORGE W., Lebanon, Pa. 

GRANT, MRS. IRENE OSBORNE, 
Somerville, Mass. 

GREELEY, CHARLES G., Boston, Mass. 

HALL, MISS HELEN W., North Pem- 
broke, Mass. 

HALL, J. R., Cleveland, Ohio. 

HALL’ ORGAN CO., Organ Builders, 
West Haven, Conn. 

ayes aie P. SHAUL, F.A.G.0O., 

R.C.O., Pasadena, Cal. 

HAMMOND, WILLIAM C., A. G.O., 
Mt. Holyoke College and Holyoke, 
Mass. 

HARDING, E. H., Washington, N. C. 

ae. CLARENCE D., W. Somerville, 

HART, MISS DELLA L., Lynn, Mass. 

HARVARD MUSICAL ASSOCIATION, 
Boston, Mass. 

HASCALL, WILBUR, Boston, Mags. 

HAZELL, WILLIAM ALBERT, Perth, 
Ontario, Can. 

HBHATH, LESTHR J., Chicago, Ill. 

HEDDEN, WARREN one Mus. Bac., 

A. G. (O28 New York City. 

HBINZELMAN, GEORGE W., Houston, 


Tex 

BEMPNWAY, MRS. MYRA POND, 
peedenns Mass. 

HERING, NORRIS, F, A. G. O., Balti- 
more, Ma. 

HIBBARD, MISS RUTH, Hollins Col- 
lege, Hollins, Va. 

HILL, JAMHS W., Haverhill, Mass., two 
copies, 
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gene ORGAN CO., Organ Builders, 

Pekin 3 

HINZBH, J. OTTO, Chicago, Ill. 

HIRSCHLER, DANIEL A., Mus. Bac., 
A. A. G. O., College of Emporia, Em- 
poria, pars 

HOOK ‘& HASTINGS Co., Organ Build- 
ers, Kendal Green, Mass. 

HOPKINS, EDWIN M., Lawrence, Kans. 

HOWR, MISS JHANETTH HART, 
A. A. G. O., Natick, Mass. 

HUMPHRBY, HOMER C., New Engiand 
Conservatory of Music, Boston, Mass. 

HUNT, HAMLIN, A. A. G.0O., Minne- 
apolis, Minn. 

HURD, HERBERT A., Fryeburg, Me. 

HYSLOP, MRS. KATHHRINBE, Lebanon, 


Mo. 
IBBOTSON, ERNEST M., Hartford, 


onn. 
IRWIN, CHARLES D., Brookline, Mass. 
JENKINS, WILLIAM M., St. Louis, Mo. 
pe ieeens DAVID WARREN, Chicago, 


JONES, WHNDELL M., Chicago, Ill. 

LANKART, MISS MAY D., Chicago, [ll. 

LEACH, ERNEST DAWSON, A.C. M., 
Memphis, Tenn. 

Lire CHARLES, Watertown, 


LEHMAN, JAMBS, Philadelphia, Pa. 

LEWIS, F. PHRCYVAL, F.A.G.O., 
Winchester, Mass. 

LIST, MISS LOLO, Massillon, O. 

LOCKE, WARREN A., A. G.0O., Cam- 
bridge, Mass. 

LORD, J. E. W., Mus. 


Miss. 
LOUD, GEORGE R., Newton Highlands, 


Mass. 
LOUD, JOHN HERMANN, F.A.G.0., 
Boston, Mass. 

LYNBDS, TWINING, Groton School, 
Groton, Mass. 
MacARTHUR, MRS. R. F., Tulsa, Okla. 
MACDOUGALL, H.C., Mus. Doe., A.G. O., 
A. R.C.0O., Wellesley College, Welles. 

ley, Mass. 

MALTBY, MRS. IVAN, F.A.G.0., 
A.R.C. O., Richmond, Va. 

MARDEN, MRS. BELLE CONANT, 
Orange, Mass. 

MARTIN, A. PERRY, Organ Builder, 
Newtonville, Mass. 

MARYOTT, HAROLD B., Chicago Musi- 
eal College, Chicago, Ill. 

MATHER, JUDSON WALDO, Seattle, 


Wash. 

MAYER, FREDHRICK C., Woodville 
Normal and Academy, Woodville, O. 
MAYO, ARTHUR D., Washington, D. C. 

MAYO, WALTER L., Richmond, Va. 

MC AREELL, FRANK A., Harrisburg, 
a. 

McCLARY, FRANK W., Utica, N. Y. 

me ee J. B. FRANCIS, Colum- 
us, O. 

McELROY, WALTDR F., Carthage, Mo. 

McHOSR, CLARENCE N, Lancaster, Pa. © 

McSWEENY, FRANCIS. E., Berkshire 
Music School, Pittsfield, Mass. 

MESSMER, MISS IDA, St. Louis, Mo. 

MEWS, ARTHUR, C. M. G., St. John’s, 
Newfoundland. 

MILLER, C. LOUIS, Organ Builder, 
Baltimore, Md. 

MILLDR, DAYTON C., Case School, 
Cleveland, O: 

MILLER, MISS GERTRUDE, Roches- 
ter, N. Y. 


Doc., Meridian, 
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MILES, FRANK T., Spokane University, 
Spokane, Wash. 

MOLLER ORGAN WORKS, M.P., Or- 
gan Builders, Hagerstown, Md. 

MOORE, MISS FANNIE, Newton, Mass. 

MOORE, FREDERIC G., Andover, Mass. 

MOREY, C. B., Organ Builder, Utiea, 


ie a 

MOURS, F. A., University of Toronto, 
Toronto, Can. 

NAGEL, RAY C., Norwich, N. Y. 

NEW YORK PUBLIC LIBRARY, Refer- 
ence Dept., New York City. 

NEWMAN, ARTHUR i oBristol, Re i 

OBERLIN’ COLLEGE LIBRARY, Ober- 


oO. 
ODELL & CO, J. H. & C. S., Organ .’ 
Builders, New York City. 
OHIO Sore aN MUSIC DEPT., 
Delaware, 
ar or eae Miss MARTHA M., Franklin, 


PARKERTON, oe MILDRED M., 
Nahant, Mas 

PARTRIDGE, ‘MISS MILDRED M., 
Boston, Mas 

PAUL, WILLIAM FORREST, F. A. G. O., 
Philadelphia, Pa. 

PEARSALL, JOHN V., Arlington, N. J. 

PEARSON, HENRY WARD, Illinois 
Woman’s College, Jacksonville, Ill. 

PHELPS, MISS ROSH, Hackensack, N.J. 

PIERCH, MRS. JOSEPHINE SMITH, 
Beverly, Mass. 

PIERCE ORGAN PIPE CO., SAMUEL, 
Reading, Mass. 

PIERCH, WILLIAM M., Philadelphia, 


Pa. 

PITTS PIPE ORGAN CO., Organ Build- 
ers, Omaha, Neb. 

POLLEN, J. SHELTON, Boston, Mass. 

POOLE, HARRY, Methuen, Mass. 

PORTER, F. ADDISON, New England 
Conservatory of Music, Boston, Mass. 

POWER, RICHARD A., Charlestown, 
Mass. 

PRATT, WALDO §&., Hartford, Conn. 

REED, EARLE W., Organ Builder, 
West Boylston, Mass. 

REHLING, MRS. LOUISE CUTLER, 
Roslindale, Mass. 

REINIGER, LOUIS D. P., Dorchester, 


Mass. 

nerd le CLARA LOUISE, Men- 
ota, 

REYNOLDS, Sages ALICE J. T., Bel- 


mont, Mas 
REYNOLDS, * ALLAN D., Framingham, 


REYNOLDS, MISS MARTHA B., Port- 
land, Ore. 

RHODE, ALOYSIUS, St. Louis, Mo. 

RICE, MISS ALICE Tas Holliston, Mass. 

RICHARDS, SENATOR EMERSON, 
Atlantic City, N Ji 

RIENSTRA, ALBERT R., Whitinsville, 
Mass. 

ROBDRTS, MISS RUTH O., Saco, Me. 

ROBINSON, WILLIAM APPLEBYBE, 
A. A. G. O., Cornwall, N. Y. 

ROGERS, MARK i DE Los Angeles, Cal. 

ROLF, DR. WILLIAM A., Boston, 
Mass. 

SALTER, SUMNER, A.G.0., Williams 
College, Williamstown, Mass. 

SAWYER, J. W., Clinton, Mass. 

SCHAHFER, MISS HELEN J., A.A.G.O., 
Flemington, N. J. 

SCHATZ, GEORGE J., Brooklyn, N. Y. 

SCHORR, Cr, Dayton, O 
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SCHWIND, MRS. BUGENIA HATCH, 
Wollaston, Mass. 

SENCINDWER, MISS BLANCHE M., 
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